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The  Board  of  Gas  and  Electric  Light  Commissioners  respect- 
fully submits  its  twenty-seventh  annual  report. 

Eeturns  for  the  year  ending  June  30,  1911,  have  been  made 
to  the  Board  by  sixty-nine  incorporated  gas  companies,  fifty- 
seven  incorporated  electric  light  companies  and  twenty-two 
persons,  associations  or  manufacturing  corporations  engaged  in 
making  or  selling  gas  or  electricity  for  light  or  heat.  Of  the  gas 
companies  making  returns,  twenty-seven  had  supplied  gas  and 
electricity  at  some  time  during  the  year,  but  only  twenty-two 
were  supplying  both  on  June  30,  1911,  Of  the  persons,  asso- 
ciations or  manufacturing  corporations  mentioned  above,  nine 
were  engaged  in  supplying  gas  only,  and  thirteen  in  supplying 
electricity  only.  Two  gas  companies  made  returns,  but  did  no 
business  during  the  year.  Of  the  companies  making  returns, 
four  electric  light  companies  ceased  to  be  active  companies  dur- 
ing the  year. 

Eeturns  for  the  same  period  have  been  made  to  the  Board 
by  the  proper  officials  of  three  cities  and  twenty-seven  towns, 
owning  municipal  lighting  plants.  Of  the  municipal  plants  in 
question,  four  supply  both  gas  and  electricity,  and  the  others 
electricity  only. 

The  following  table  gives  the  names  of  companies  chartered 
under  the  provisions  of  chapter  110  of  the  Eevised  Laws  during 
the  year  1911,  with  gas  or  electric  lighting  powers,  with  the 
location,  the  amount  of  capital  of  each  and  date  of  incorporation, 
as  stated  in  their  charters :  — 


Barnstabto  Electric  Company,  Barnstable 

Chariemont  Electric  lAg^t  and  Power  Company,  Chariemont, 

Hjrannia  Gas  Company,  Barnstable, 

Marahfield  Electric  Light  and  Power  Company,  Marshfield.     . 

Princeton  Electric  Company,  Princeton 

Seekonk  Electric  Company,  Seekonk, 

West  Boston  Gas  Company,  Boston, 


135,000 
S,000 
9,000 
15,000 
5,000 
25,000 
300,000 


Nov.  10 
Mar.  9 
Sept.  1 
May  16 
July  20 
Nov.  3 
Dec.  U 
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Of  these  companies,  the  Charlemont  Electric  Light  and 
Power  Company,  Hyannis  Gas  Company  and  Seekonk  Electric 
Company  have  applied  to  this  Board  for  the  approval  of  an 
issue  of  stock. 

The  Charlemont  Electric  Light  and  Power  Company  was 
organized  for  the  purpose  of  "  engaging  in  the  manufacture  of 
electricity  for  light,  heat  and  power,  to  maintain  poles,  lines, 
wires  and  all  necessary  fixtures  for  the  transmission  and  sale 
of  electricity  for  light,  heat  and  power ;  to  purchase  lands  and 
water  power  rights  for  the  purpose  of  generating  electricity, 
and  to  acquire  all  property  rights  and  franchises  that  may  be 
lawfully  acquired  for  the  purpose  of  manufacturing,  distribut- 
ing and  selling  electricity  for  light,  heat,  power  and  other  pur- 
poses." 

The  Marshfield  Electric  Light  and  Power  Company  was  or- 
ganized for  the  purpose  of  "  producing  and  supplying  electricity 
for  all  purposes;  furnishing  light,  heat  or  power  by  means  of 
electricity  to  all  users  thereof,  whether  public  or  private,  pro- 
vidinir  means  for  the  transmission  of  electricity  and  appliances 
for  the  use  thereof  for  all  purposes;  buying,  selling,  leasing, 
and  dealing  in  all  kinds  of  electrical  appliances  and  apparatus 
and  all  fixtures  and  equipment  used  in  connection  therewith, 
and  installing,  repairing  and  keeping  in  order  all  kinds  of 
electrical  fixtures,  apparatus  and  plants ;  acquiring  such  public 
franchises  as  may  be  useful  or  necessary  in  connection  with  the 
above;  applying  for,  acquiring  and  owning  patent  rights,  and 
all  rights  thereunder,  having  to  do  with  electrical  apparatus,  or 
which  may  be  useful  in  connection  therewith ;  and,  in  general, 
buying,  selling,  manufacturing,  repairing,  converting,  altering, 
letting,  hiring  and  dealing  in  light,  heat  and  power  generated 
by  electricity,  and  electrical  appliances  and  goods  of  every  kind 
and  character,  and  to  purchase,  lease  or  otherwise  hold  title  to 
real  estate  and  personal  property  necessary  or  convenient  for 
the  use  of  the  corporation  for  the  purposes  aforesaid." 

The  Princeton  Electric  Company  was  organized  for  the  pur- 
pose of  "  carrying  on  the  business  of  generating,  furnishing, 
distributing  and  selling  electricity  for  the  purpose  of  heating, 
lighting  and  furnishing  power  for  all  purposes,  and  buying  and 
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selling  electrical  fixtures  and  supplies,  and  doing  all  other 
things  pertaining  and  incident  to  said  business." 

The  Hyannis  Gas  Company  was  organized  for  the  purpose  of 
"  acquiring  by  purchase  or  otherwise  carbide  machinery  for  the 
manufacture  of  acetylene  gas,  pipe,  gas  fixtures,  and  other 
articles  associated  with  the  supplying  of  gas  for  lighting,  cook- 
ing and  heating,  or  manufacturing  and  producing,  selling,  ex- 
changing or  bartering,  when  so  manufactured  and  produced, 
acetylene  gas;  of  selling,  dealing  in,  exchanging  or  bartering 
gas  fixtures,  carbide  and  other  articles  associated  with  the  sup- 
plying of  gas  for  the  purpose  of  lighting,  cooking  and  heating ; 
and  to  this  end,  of  acquiring  and  taking  over  the  entire  business 
as  a  going  concern  now  carried  on  and  transacted  for  the  manu- 
facture and  sale  of  acetylene  gas,  and  the  sale  of  gas,  fixtures 
and  other  articles  associated  with  the  supplying  of  gas  for  the 
purpose  of  lighting,  cooking  and  heating  at  Cotuit,  Mass.,  under 
the  name  of  Cotuit  Acetylene  Gas  Company  Plant,  and  all  of 
the  assets  and  liabilities  of  said  Hyannis  Acetylene  Gas  Plant 
and  of  said  Cotuit  Acetylene  Gas  Plant  in  the  business  so  car- 
ried on  by  them,  and  to  acquire  the  entire  plants,  consisting  of 
land  and  buildings,  stock  on  hand  and  in  process,  the  benefit  of 
all  outstanding  contracts  and  bills  and  accounts  receivable;  of 
acquiring  by  purchase,  or  otherwise,  machinery  for  the  manu- 
facturing of  electricity  and  other  articles  associated  with  the 
manufacture  and  sale  of  electricity  for  purposes  of  lighting, 
heating  and  power  of  manufacturing  and  producing;  selling, 
dealing  in,  exchanging  or  bartering,  when  so  manufactured  and 
produced,  electricity  at  Hyannis,  Mass.,  for  the  purpose  of  light- 
ing, heating  and  power ;  of  acquiring  by  purchase,  or  otherwise, 
selling,  dealing  in,  exchanging  or  bartering  when  so  obtained 
electricity  at  Hyannis,  Mass.,  for  purposes  of  lighting,  heating 
or  power." 

The  Seekonk  Electric  Company  was  organized  for  the  pur- 
pose of  "  manufacturing,  producing,  transmitting,  buying,  sell- 
ing and  supplying  electricity  for  use  for  light,  heat  and  power 
in  the  towns  of  Seekonk  and  Swansea  within  said  Common- 
wealth." 

The  Barnstable  Electric  Company  was  organized  for  the 
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purpose  of  "  making,  transmitting  and  selling  electricity  for 
light,  heat  and  power  in  the  town  of  Barnstable,  and  also  in  the 
town  of  Yarmouth,  both  within  said  Commonwealth,  and  of 
owning  and  operating  works  therefor," 

The  West  Boston  Gas  Company  was  organized  for  the  purpose 
of  "buying,  making,  selling  and  distributing  at  wholesale  to 
cities,  towns,  gas  companies,  and  gas  and  electric  companies  in 
the  Commonwealth  of  Massachusetts,  but  not  to  private  con- 
sumers, gas  for  lighting,  heating,  cooking,  chemical  and  mechan- 
ical purposes,  and  buying,  making,  selling  and  distributing  at 
wholesale  or  retail  to  cities,  towns,  •  gas  companies,  gas  and 
electric  companies,  and  other  corporations,  firms  and  individuals, 
by-products,  incidental  to  such  manufacture,  sale  and  distri- 
bution of  gas  in  the  cities  and  towns  of  said  Commonwealth." 

The  New  England  Power  Company  was  organized  under 
"  The  Business  Corporation  Law  "  on  Aug.  21,  1911,  with  an 
authorized  capital  of  $1,500,000,  for  the  following  purposes, 
viz. :  "  1.  To  engage  in  the  business,  in  all  its  branches,  of 
producing,  selling  and  delivering  power  of  various  kinds,  and 
especially  to  purchase,  acquire,  hold,  lease,  sell,  manage,  con- 
trol and  utilize  waters,  water  rights. and  water  powers,  and  to 
construct,  purchase  or  otherwise  acquire  and  hold,  own,  lease, 
maintain  and  operate  dams,  power  houses,  canals,  and  any 
structures,  building  or  appurtenances  necessary,  useful  or  con- 
venient in  the  judgment  of  the  corporation  for  the  development, 
utilization,  distribution,  delivery,  sale  or  turning  to  account  in 
any  manner  of  waters,  water  rights,  water  powers  or  any  power 
or  product  derived  or  derivable  therefrom  in  any  form.  2.  To 
acquire,  hold,  ovm  and  use  in  any  lawful  manner,  and  so  far  as 
it  lawfully  may  do,  any  real  or  personal  property  or  rights, 
titles,  franchises  or  easements,  necessary,  lawful  or  convenient 
in  the  judgment  of  the  corporation  to  enable  it  to  carry  out  any 
of  the  purposes  described  in  the  foregoing  paragraph.  3.  To 
acquire  by  purchase,  subscription  or  otherwise,  and  to  own, 
hold,  sell,  assign,  transfer,  mortgage,  pledge  or  otherwise  deal 
in  and  dispose  of  any  bonds,  debentures  or  other  securities  or 
evidences  of  indebtedness,  or  any  shares  in  the  capital  stock 
of  any  other  corporation  or  corporations,  association  or  associa- 
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tions,  existing  by  or  under  the  laws  of  the  Commonwealth 
of  Massachusetts,  or  of  any  state,  territory  or  country,  and  while 
owner  or  holder  thereof  to  exercise  all  the  rights,  powers  and 
privileges  to  ownership,  including  the  right  to  vote  in  respect 
.of  any  shares  of  stock  ov^ned  or  held  by  this  corporation.  4.  To 
aid  in  any  manner,  by  guarantee  or  otherwise,  any  corporation 
or  association,  any  of  whose  shares,  bonds,  debentures,  securi- 
ties or  evidences  of  indebtedness  are  owned  or  held  by  the 
corporation,  and  to  do  any  acts  or  things  designed  to  protect, 
preserve,  improve  or  enhance  the  value  of  any  such  shares, 
bonds  or  other  securities  or  evidences  of  indebtedness.  6.  To 
invest  the  capital  or  other  funds  in  its  possession  from  time  to 
time  in  real  or  personal  property  of  any  kind  or  in  any  interest 
therein  (including  shares  or  securities  of  any  corporation  or 
voluntary  association)  so  far  as  permitted  by  the  laws  of 
Massachusetts.  6.  To  do  such  other  things  as  may  be  necessary, 
useful  or  convenient,  in  the  judgment  of  the  corporation,  to 
carry  out  any  of  the  foregoing  purposes,  or  to  enhance  the  value 
of  the  corporation's  property  or  business."  Three  shares  of  the 
common  stock  were  issued  for  cash  at  the  time  of  the  organiza- 
tion of  the  corporation,  4ind  on  Oct.  26,  1911,  the  directors 
voted  to  issue  7,500  shares  preferred  and  7,497  shares  common, 
of  the  par  value  of  $100  each,  in  payment  for  certain  lands  or 
interests  in  lands,  including  easements,  water  powers  and  water 
and  other  rights  adjoining  or  adjacent  to  the  Deerfield  Eiver, 
situate  in  the  towns  of  Monroe,  Rowe,  Florida,  Charlemont, 
Buckland,  Shelbume  and  Conway,  respectively. 

This  corporation  is  stated  in  its  charter  to  be  organized  under 
"  The  Business  Corporation  Law,"  which  is  chapter  437  of 
the  Acts  of  1908,  and  which  particularly  declares  that  such 
chapter  "  shall  not  apply  to  corporations  organized  for  the  pur- 
pose of  carrying  on  within  the  Commonwealth  the  business  of 
a  .  .  .  gas  or  electric  light,  heat  or  power  company  ...  or 
to  any  other  corporations  which  now  have  or  may  hereafter  have 
the  right  ...  to  exercise  franchises  in  public  ways  granted 
by  the  Commonwealth  or  by  any  county,  city  or  town."  And 
yet  by  the  first  paragraph,  declaratory  of  its  purpose,  it  may 
"  engage  in  the  business,  in  all  its  branches,  of  producing,  sell- 
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ing  and  delivering  power  of  various  kinds/'  may  "  acquire, 
hold  and  utilize  water  powers/*  may  "  acquire,  hold  and  oper- 
ate dams  and  any  structures  useful  in  the  judgment  of  the  cor- 
poration for  the  distribution,  delivery  or  sale  of  any  power  or 
product  derived  or  derivable  in  any  form  *'  from  water  powers. 
It  may  also  '^  acquire  and  use  any  rights,  franchises  or  ease- 
ments convenient,  in  the  judgment  of  the  corporation,  to  enable 
it  to  carry  out  any  of  the  purposes  described.'*  The  words 
quoted  seem  broad  enough  to  cover  making,  distributing  and 
selling  electricity  for  light,  heat  or  power.  Attention  is  called 
to  this  peculiar  charter  at  this  time  because  the  impression 
exists  that  electricity  will  be  generated  by  the  water-power  devel- 
opment already  undertaken  by  the  company  and  will  be  dis- 
tributed and  sold  within  the  Commonwealth. 


ABATEMENT  OF  SMOKE 

In  its  last  annual  report  the  Board  described  the  organization 
of  the  work  imposed  upon  it  by  the  provisions  of  chapter  651 
of  the  Acts  of  1910  relative  to  the  abatement  of  smoke  in  Boston, 
Brookline,  Cambridge,  Chelsea,  Everett  and  Somerville.  Mr. 
William  H.  Gerrish  who  was  appointed  smoke  inspector  in 

1910,  has  continued  in  charge  of  this  department.    On  July  13, 

1911,  the  Board  deemed  it  necessary  to  provide  him  with  an 
assistant,  and  appointed  Mr.  Warren  A.  Edson  as  deputy  in- 
spector, at  a  salary  of  $1,200.  His  appointment  and  salary 
were  approved  by  the  Governor  and  Council,  and  he  immediately 
entered  upon  the  discharge  of  his  duties.  He  is  a  graduate  of 
the  Massachusetts  Institute  of  Technology  as  a  mechanical  en- 
gineer, and  his  experience  since  graduation  has  made  him 
familiar  with  the  problem  of  smoke  abatement.  He  was  also 
one  of  the  three  persons  certified  to  the  Board  by  the  Civil  Serv- 
ice Commission  last  year  as  eligible  for  appointment  as  chief 
inspector. 

The  Board  has  found  no  occasion  yet  to  make  any  rules  and 
regulations  for  the  conduct  of  this  department  as  permitted  by 
the  act.    It  has,  however,  continued  its  working  policy  of  making 
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prompt  investigations  of  all  complaints  received^  with  notice  of 
the  resulting  observations  to  parties  concerned,  followed  by 
further  observations  after  a  reasonable  interval  to  p^mit  cor- 
rection of  improper  conditions.  The  inspectors  have  made  on 
their  own  initiative  periodic  and  systematic  examinations  and 
tests  throughout  the  district,  and  the  number  of  such  observa- 
tions made  far  exceed  the  number  made  upon  complaints  re- 
ceived by  the  Board.  The  chief  inspector  has  made  repeated 
inspections  of  offending  plants,  and  has  in  many  instances  been 
able  to  offer  suggestions  for  remedying  the  conditions.  So  far 
no  formal  hearing  and  order,  the  prerequisite  for  a  prosecution 
in  court  for  violation  of  the  act,  has  been  found  necessary ;  but 
many  cases  of  continued  violations  which  have  been  brought  to 
the  attention  of  the  Board  have  been  adjusted  without  formal 
action.  Hearings  were  held  in  two  instances  upon  applications 
for  temporary  permits  under  the  provisions  of  section  8  of  the 
act,  with  the  result  that  measures  for  more  prompt  relief  from 
the  offending  conditions  than  those  proposed  were  suggested 
and  accepted  without  the  necessity  for  formal  action  by  the 
Board. 

The  law  does  not  provide  for  the  complete  abatement  of 
smoke.  It  does,  however,  provide  for  a  progressive  reduction 
of  the  volume  of  smoke  which  may  be  emitted.  Experience  has 
shown  that  the  extent  of  abatement  required  is  reasonable,  and 
may  be  enforced  not  only  without  hardship  to  the  ovmers  of 
power  and  heating  plants,  but  with  increased  efficiency  and 
economy  in  their  operation.  The  hostility  to  the  act  encountered 
in  some  quarters  at  the  outset  has  to  a  considerable  extent  been 
overcome.  This  is  in  large  measure  due  to  the  active  interest 
and  co-operation  of  the  Boston  •  Chamber  of  Commerce,  the 
various  organizations  of  locomotive  and  stationary  engineers  and 
firemen,  and  of  many  of  the  largest  fuel  users.  The  Board  is 
convinced  that  further  experience  with  the  act  will  demon- 
strate not  only  steady  betterment  in  atmospheric  conditions  in 
this  district,  but  also  an  increasing  understanding  on  the  part 
of  fuel  users  that  smoke  means  loss  which  may  be  measured  in 
dollars  and  cents.    It  is  also  demonstrating  the  fact  that  stoking 
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is  skilled  work,  demanding  a  substantial  degree  of  strength  and 
intelligence. 

The  Board  presents  the  following  summarized  statement  of 
this  division  of  its  work  for  the  year  ending  Nov.  30,  1911 :  — 

Total  number  of  observations :  — 

Stationary  stacks, 4,728 

Locomotive  stacks  (approximately),*      .        .        .        .        .  3,500 

Marine  stacks, 50 

8,278 

Total  number  of  observations  showing  the  emission  of  smoke  in 
excess  of  the  amount  allowed  by  the  act :  — 

Stationary  stacks, 732 

Locomotive  stacks, 157 

Marine  stacks, 5 

894 

^  Total  number  of  stationary  stacks  under  observation  during  the 
year: — 

Public-service  plants, 53 

Manufacturing  plants, 455 

Office  buildings, 253 

Residences, 11 

772 

Total  number  of  stationary  stacks  found  to  be  emitting  smoke  in 
excess  of  the  amount  allowed  by  the  act :  — 

Public-service  plants, 12 

i         Manufacturing  plants, 388 

Office  buildings, 74 

Residences, 1 

475 

Number  of  stacks  found  after  first  notice  or  visit  of  chief  in- 
spector to  have  ceased  emitting  smoke  in  excess  of  the 
amount  allowed  by  the  act, 345 

Number  of  stacks  so  found  after  more  than  one  notice  or  visit,    .        90 

1  Only  obfervatioDs  of  an  emiMion  of  imoke  in  ezoeH  of  the  amount  allovred  by  the  act  hare 
been  recorded. 
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Number  of  stacks  from  which  the  emission  of  smoke  contrary  to 
the  requirements  of  the  act  had  been  observed  and  had 
not  ceased  at  the  close  of  the  year:  — 

Public-service  plants, 2 

Mannf actnring  plants, 32 

Office  bnildings, 6 

40 

Total  number  of  complaints  by  citizens  received  during  the 
year: — 

December,  1910, 10 

January,  1911, 7 

February,  1911, 2 

March,  1911, 4 

April,  1911, 4 

May,  1911, 9 

June,  1911, 0 

July,  1911, 4 

August,  1911, 0 

September,  1911, 2 

October,  1911, 2 

November,  1911, 6 

50 
VOLUNTARY  ASSOCIATIONS.      . 

By  the  provisions  of  chapter  441  of  the  Acts  of  1909  (ap- 
proved May  24,  1909),  "Trustees  of  a  voluntary  association 
under  a  written  instrument  which  is  divided  into  transferable 
certificates  of  participation  or  shares,  who  own  or  control  a 
majority  of  the  capital  stock  of  a  .  .  .  gas  company  or  electric 
light  company,  shall  annually  on  or  before  the  first  day  of 
May  file  .  .  .  with  the  board  having  supervision  of  such  com- 
pany a  statement  showing  the  number  of  shares  of  such  company 
owned  or  controlled  by  them  and  the  stockholders  of  record  on 
the  books  of  such  company  in  whose  name  such  shares  are  held." 
Under  this  act  statements  were  filed  on  or  before  May  1,  1910, 
by  the  trustees  of  the  following-named  voluntary  associations, 
viz.:  — 
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Naim  of  Voluktabt  Association. 


Names  of  Gas 

or  Electric  Light  CompaniM 

owned  or  controlled. 


Number 
of  Shares 
owned  or 
eontralled 
by  Asso- 
ciation. 


Total 
Shares 
outstand- 
ing. 


Cambridge  Electric  Securities  Com- 
pany  

Commonwealth  Gas  and  Electric  1 
Companies \ 

Ludlow  Manufacturing  Associates,  . 

MassaohusetU  Electric  Companies, 


Massachusetts  Gas  Companies, 


Massachusetts  Lighting  Companies, 


Massachusetts  Light  and  Traction 
Companies,     .... 

New  England  Investment  and  Se- 
curity Company,    . 


North  Boston  Lighting  Properties, 


Boston  Electric  Associates, 


Cambridge  Electric  Light  Co., 
Athol  Gas  and  Electric  Co., 
Marlboro-Hudson  Gas  Co., 
Ludlow  Manufacturing  Co., 
Hyde  Park  Electric  Co..     . 
Boston  Consolidated  Gas  Co., 
East  Boston  Gas  Cp., 
Citisens'  Gas  Licht  Co.  of  Quinoy, 
Newton    and    Watertown    Gas 

Light  Co., 
Adams  Gas  Light  Co., 
Arlington  Gas  Light  Co.,    . 
Ayer  Electric  Light  Co.,     . 
Clinton  Gas  Light  Co., 
Gloucester  Gas  Light  Co., . 
Leominster  Electric  Light  and 

Power  Co., 
Leominster  Uas  Light  Co.,. 
Lexington  Gas  Co.,     . 
Milford  Electric  Light  and  Power 

Co., 

Milford  Gas  Light  Co., 
Mill  River  Electric  Light  Co., 
North  Adams  Gas  Light  Co., 
Northampton  Electric  Lighting 

Co 

Northampton  Gas  Light  Co., 
Spencer  Gas  Co., 
Williamstown  Gas  Co., 
Worcester  County  Gas  Co., 
Bemardston  Acetylene  Light  Co. 
Hatfield  Gas  Co.. 
Central  Massachusetts  Electric 

Co., 

Maiden  Electric  Co.,   . 

Maiden  and  Melroee  GasLightCo., 

Peoples'  Gas  and  Electric  Co.  of 

Stoneham,        .... 
Salem  Electric  Lighting  Co., 
Suburban  Gas  &  Electric  Co.,    . 
Bussards  Bay  Eleotric  Co., 
Vinesrard  Haven  Gas  and  Elec- 
tric Light  Co., .        .      ' . 
Vineyard  Lighting  Co., 


6,188 
2,148 
1,300 
7,500 
2,161 
161,106 
22.708 
3,830 

6.600 
600 

1,000 
300 
246 

2,026 

800 
462 
400 

400 

713 

160 

2,000 

1,174 

4.798 

068 

400 

860 

22 

72 

1,600 
4.161 
13,564 

100 
5.074 
6.977 

105 

95 
245 


8,500 
2.143 
1,300 
7,500 
2,875 
161.246 
23.000 
3.830 

5.600 
600 

1,000 
800 
246 

3.00P 

800 
492 
400 

400 

723 

150 

2.000 

1,174 

4,800 

968 

400 

850 

23 

95 

1,500 
6.260 
15,840 

100 
5,500 
6,762 

110 

100 
250 


RECOMMENDATIONS  FOR  LEGISLATIVE  ACTION. 

During  the  past  year  certain  developments  in  the  field  of 
electrical  promotion  have  directed  the  attention  of  the  Board 
to  a  lack  of  precision  in  the  statutory  provisions  relating  to  com- 
panies engaged  in  the  supply  of  electricity.  Many  of  the  more 
important  features  of  public  regulation  seem  to  apply  to  "  elec- 
tric light "  companies  only,  but  there  is  no  statutory  definition 
of  this  term.  A  distinction  between  "  electric  light "  and 
"  power  '*  companies  was  evidently  intended  by  the  various 
statutes,  and  for  this  reason,  as  a  practical  question  of  adminis- 
tration and  policy,  this  distinction  has  been  observed,  but  the 
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rapid  development  in  the  methods  of  generating,  transmitting 
and  selling  electricity,  and  its  more  varied  and  extended  use, 
have  tended  to  make  such  distinction  somewhat  uncertain  and 
increasingly  difficult  of  application.  Indeed,  the  Board  for 
some  time  past  has  been  in  a  measure  compelled  to  act  on  the 
theory  that  an  electricity  supply  company  is  engaged  in  selling 
electrical  energy  or  power  even  though  it  may  be  still  within 
the  statutory  designation  of  an  "  electric  light "  company,  and 
that  its  obligations  and  duties  are  not  necessarily  controlled  by 
the  use  which  its  customers  may  make  of  the  electricity  sup- 
plied. 

Hitherto  the  so-called  ^'  power  "  companies  have  had  an  anom- 
alous position.  They  have  organized  either  by  special  charter 
or  under  Bevised  Laws,  chapter  110,  relating  to  manufacturing 
corporations,  with  only  such  amount  of  supervision  and  regu- 
lation as  appertains  to  private  manufacturing  corporations  as 
such.  But  these  companies  are  occupying  the  public  streets  to 
some  extent  and  must  continue  to  do  so  in  order  to  reach  their 
customers,  and  as  their  activities  Increase  they  tend  to  resemble 
more  and  more  doeely  in  their  public  relations  "  electric  light " 
companies  whose  public  character  and  duties  have  long  been  rec- 
ognized and  enforced.  The  importance  to  the  public  welfare 
of  a  policy  which  may  encourage  this  new  development,  and  at 
the  same  time  determine  and  properly  protect  the  public  inter- 
est, can  hardly  be  overestimated.  To  this  end  it  seems  to  the 
Board  desirable  that  the  important  features  of  public  supervi- 
sion and  regulation  now  imposed  upon  certain  corporations 
shall  be  made  applicable  to  all  those  engaged  in  the  supply  of 
electricity. 

This  step,  however,  will  not  dear  away  all  the  confusion  and 
doubt  which'  is  of  growing  importance  in  the  interpretation  of 
the  statutes  relating  to  gas  and  electric  companies.  The  existing 
legislation  has  gradually  developed  from  the  original  conception 
of  such  companies  as  ordinary  private  manufacturing  corpora- 
tions to  the  present  well-established  view  that  they  are  important 
public  service  agents.  Due  to  this  process  of  evolution,  the 
statutes  relating  to  them  are  found  scattered  through  several 
chapters  of  the  Revised  Laws,  some  of  which  concern  corpora- 
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tions  of  a  very  different  character.  To  bring  these  scattered 
provisions  together  in  a  logical  and  consistent  arrangement,  in 
the  same  manner  in  which  the  railroad  and  street  railway  laws 
were  recently  codified,  will  in  the  opinion  of  the  Board  be  of 
substantial  convenience  to  the  public  and  assist  in  maintaining 
a  consistent  policy  in  harmony  with  the  general  intent  and 
spirit  of  the  law.  The  Board,  therefore,  recommends  that  it 
be  given  authority  to  prepare  such  codification  and  submit  the 
same  with  such  changes  in  the  existing  law  as  may  seem  desir- 
able for  extending  the  State's  supervision  and  regulation  to  all 
companies  engaged  in  the  supply  of  electricity  for  the  considera- 
tion of  the  next  General  Court. 

In  the  Business  Corporation  Law  (Acts  of  1903,  chapter 
437)  it  is  provided  in  section  1  that  the  act  "  shall  not  apply 
to  corporations  organized  under  general  or  special  laws  of  this 
commonwealth  for  the  purpose  of  carrying  on  within  the  com- 
monwealth the  business  of  a  .  .  .  gas  or  electric  light,  heat  or 
power  company  ...  or  to  any  other  corporations  which  now 
have  or  may  hereafter  have*  the  right  to  take  or  condemn 
land  or  to  exercise  franchises  in  public  ways  granted  by  the 
commonwealth  or  by  any  county,  city  or  town." 

Companies  may  lawfully  be  organized  to  hold  and  own  the 
whole  or  a  majority  of  the  stock  of  other  corporations,  domestic 
or  foreign,  but  there  has  been  considerable  doubt  whether  a 
holding  company  so  organized  may  own  the  whole  or  a  majority 
of  the  capital  stock  of  two  or  more  gas  or  electric  light,  heat  or 
power  companies.  During  the  past  year,  however,  the  question 
has  been  definitely  raised,  and  the  Attorney-General  has  ruled 
not  only  tliat  a  holding  company  so  organized  may  do  this,  but 
that  a  holding  company  may  be  incorporated  for  the  express 
purpose  of  so  doing.  The  Board  is  unwilling  to  believe  that, 
had  the  question  been  explicitly  brought  to  the  attention  of  the 
Legislature  when  this  act  was  under  consideration,  it  would 
have  so  framed  the  Business  Corporation  Law  as  to  permit  a 
corporation  to  carry  on  by  indirection  any  of  the  businesses 
which  are  expressly  excluded  from  incorporation  under  that  act. 
The  Board,  therefore,  recommends  that  corporations  organized 
under  the  act  referred  to  be  prohibited  from  owning  the  whole 
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or  a  controlling  interest  in  the  capital  stock  of  a  gas  or  electric 
light,  heat  or  power  company. 

The  following  drafts  of  biUs  are  respectfully  submitted :  — 

Rbsolvb  FB0vn)iKa  fob  thb  Codification  of  the  Laws  relativb  to 
THS  Distribution  and  Sale  of  Gas  and  Electricity. 
Resolved,  That  the  board  of  gas  and  electric  light  commissioners  be 
directed  to  revise,  consolidate  and  arrange  the  general  laws  of  the  com- 
monwealth pertaining  to  the  mannfacture,  -  distribution  or  sale  of  gas 
and  electricity  and  to  corporations  engaged  therein,  not  including  street 
railway,  telephone  or  telegraph  companies,  and  in  connection  therewith 
to  consider  the  expediency  of  extending  the  existing  provisions  for 
sapervision  and  regulation  to  all  such  corporations.  Said  board  shall 
report  to  the  next  general  court  not  later  than  the  fifteenth  day  of 
January. 

An  Act  relative  to  holding  Capital  Stock  of  Gas  or  Electric 
Light,  Heat  and  Power  Companies. 

Be  it  enacted,  etc,,  as  follows: 

Section  1.  A  corporation  organized  under  "  the  business  corporation 
law '',  being  chapter  four  hundred  and  thirty-seven  of  the  acts  of  nine- 
teen hundred  and  three,  shall  not,  without  the  authority  of  the  general 
court,  own  or  control  more  than  ten  per  cent  of  the  capital  stock  of  a 
corporation  organized  under  the  general  or  special  laws  of  the  common- 
wealth, for  the  purpose  of  carrying  on  within  the  commonwealth  the 
business  of  a  gas  or  electric  light,  heat  or  power  company. 

Section  2.    This  act  shall  take  effect  upon  its  passage. 


.     ORDERS  AND  DEQSIONS* 
Prioe  and  Quality. 
NoKTH  Adams  Petition. 
This  was  a  complaint  under  section  34  of  chapter  121  of  the 
Eevised  Laws,  by  more  than  twenty  customers  of  the  North 
Adams  Gas  Light  Company,  relative  to  the  price  and  quality 
of  the  gas  and  electricity  supplied  by  said  company.     Public 
hearings  were  given  in  North  Adams,  at  which  the  petitioners 
and  the  company  were  represented  by  counsel. 

This  is  the  first  formal  complaint  against  this  company  under 
the  statute,  either  of  its  prices  or  of  the  quality  of  its  service. 
Although  the  petition  complained  of  the  quality  of  the  supply, 
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there  were  but  few  specific  criticisios  of  the  service  at  the  hear- 
ing, and  these  appeared  to  be  such  as  might  be  naturallj  inci- 
dent to  the  plant  reconstruction  then  in  progress. 

The  company  was  organized  under  a  special  legislative  act  in 
1864  for  the  manufacture  and  sale  of  gas  in  ITorth  Adams.  In 
1890  it  was  duly  authorized  to  engage  in  the  business  of  making 
and  selling  electricity,  and  thereupon  purchased  the  properly  of 
the  North  Adams  Electric  Light  and  Power  Company,  and  has 
since  continued  in  the  supply  of  electricity  for  light  and  power 
in  iNorth  Adams.  It  also  manufactures  and  seUs  gas  and  elec- 
tricity to  the  Adams  Gas  Light  Company  for  distribution  and 
sale  in  the  town  of  Adams;  to  the  Williamstown  Gas  Com- 
pany for  a  like  supply  in  Williamstown ;  and  electricity  to  the 
company  supplying  the  town  of  Stamford,  Vt.  It  has  sold  in 
North  Adams  about  70  per  cent  of  its  gas  output,  and  about  89 
per  cent,  of  its  income  from  electricity  has  come  from  sales  in 
that  city. 

In  North  Adams  the  maximum  net  price  for  gas  was  $1.05 
per  thousand  feet,  with  special  discounts  to  certain  large  con- 
sumers. The  maximum  net  price  for  electricity  for  lighting 
was  13^  cents  a  kilowatt  hour,  with  lower  rates  to  customers 
using  more  than  15  kilowatt  hours  a  month.  The  maximum 
net  price  for  electric  power  is  4  cents  a  kilowatt  hour,  with  a 
minimum  charge  of  $1  a  month  for  each  horse  power  of  mo- 
tors installed.  These  prices,  which  date  from  Jan.  1,  1910,  rep- 
resent reductions  from  previous  maximum  net  prices  of  30  cents 
a  thousand  for  gas,  and  1  cent  a  kilowatt  hour  for  electric  power. 
When  these  reductions  were  made,  a  minimum  charge  was  im- 
posed of  50  cents  a  month  for  gas  customers  whose  net  bills  aver- 
age less  than  that  during  the  year,  and  of  $1  a  month  for  elec- 
tric light  customers  whose  yearly  net  bills  average  less  than  that 
amount  Particular  complaint  was  made  at  the  hearing  against 
these  minimum  charges,  none  of  which  had  been  previously  in- 
cluded in  the  company's  tariff.  At  the  time  of  the  hearing  the 
company  was  engaged  in  a  thorough  reconstruction  of  the  elec- 
tric station  and  its  equipment,  which  has  since  been  completed. 

From  an  examination  of  the  company's  return  to  the  Board 
for  the  fiscal  year  ending  June  30,  1910,  it  appeared  that  the 
dividends  for  that  year  were  somewhat  increased,  but  that  even 
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with  no  allowance  for  depreciation  the  gross  profits  were  not 
sufficient  to  pay  the  interest  and  dividend  charges,  these  being 
paid  in  part  from  surplus  previously  earned.  It  also  transpired 
that  the  operating  costs  for  the  gas  and  electric  departments 
amounted,  respectively,  to  85  and  88  per  cent,  of  the  income. 
These  figures  seem  to  indicate  that  either  the  selling  prices 
were  already  too  low  or  the  operating  costs  too  high.  It  accord- 
ingly became  necessary  to  make  a  careful  examination  of  the 
company's  accounts,  its  business  methods,  and  many  of  its  con- 
tracts, invoices  and  vouchers.  All  of  its  accounts  appear  to  be 
kept  with  care  and  precision,  and  exhibit  the  conditions  under 
which  the  business  is  carried  on.  These  conditions  have  an 
important  bearing  upon  the  reasonableness  of  the  operating 
costs. 

During  the  first  half  of  the  year  1909  practically  all  of  the 
capital  stock,  which  for  the  most  part  was  owned  in  iNorth 
Adams,  was  acquired  by  the  Massachusetts  Lighting  Companies, 
an  unincorporated  voluntary  association.  This  association  con- 
trols in  the  same  manner  16  other  gas  and  electric  light  com- 
panies within  the  State,  and  the  Light,  Heat  and  Power  Cor- 
poration, chartered  under  the  laws  of  the. State  of  West  Virginia. 
The  last-named  company  is  organized  for  the  purpose  of  manu- 
facturing, selling  and  purchasing  machinery  and  appliances, 
building,  equipping,  leasing  and  selling  water,  light,  power  and 
heat  plants  and  pipe  lines,  and  furnishing  machinery  and  appli- 
ances to  be  used  in  connection  therewith,  and  maintaining  and 
operating  such  plants.  Its  responsible  officers  are  identical  with 
those  of  the  North  Adams  Gas  Light  Company,  and  although 
the  latter  has  the  usual  corporate  officers,  regularly  chosen  for 
the  conduct  of  its  affairs,  nearly  all  its  operations,  especially 
its  plant  construction  and  the  purchase  of  its  supplies,  are  vir- 
tually carried  on  by  the  Light,  Heat  and  Power  Corporation. 
Such  relation  is  not  evidenced  by  a  written  contract  between  the 
two  companies,  but  is  secured  through  the  identity  of  their 
ownership  and  of  their  principal  executive  officers.  The  rela- 
tions thus  established  are  so  peculiar  and  intimate  that  it  was 
apparent  that  such  a  knowledge  of  its  affairs  as  was  desirable  for 
a  proper  consideration  of  this  petition  could  only  be  obtained  . 
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by  an  examination  of  the  books  of  the  Light,  Heat  and  Power 
Corporation,  so  far  as  they  pertained  to  the  relations  between 
the  two  companies.  The  privilege  of  such  examination  was  re- 
quested by  the  Board,  and  after  deliberation  granted  by  the 
officers  of  the  company. 

This  examination  revealed  that  nearly  all  of  the  supplies  used 
by  the  North  Adams  company,  as  well  as  its  new  construction, 
were  obtained  from  the  Light,  Heat  and  Power  Corporation  at 
a  substantial  profit  to  the  latter.  Of  the  total  expenditures  of 
the  North  Adams  company  for  all  purposes,  amounting  during 
the  fiscal  year  ending  June  30  to  about  $318,000,  something 
more  than  $240,000  was  paid  the  Light,  Heat  and  Power  Cor- 
poration for  current  supplies  and  new  construction  work;  and 
of  this,  nearly  $27,000  represented  commissions  to  the  latter 
corporation,  or  advances  over  the  amounts  actually  expended 
by  it  for  the  same  work  and  material.  Of  the  amounts  named 
as*  commissions,  about  $8,000  were  on  account  of  current  sup- 
plies and  the  remainder  for  additions  to  the  plant.  Substantial 
sums  paid  the  Light,  Heat  and  Power  Corporation  for  engineer- 
ing services  during  the  same  period  are  not  included  in  these 
figures. 

The  identity  of  the  executive  officers  and  the  method  of  charg- 
ing for  their  services  gives  importance  to  another  feature  of  the 
operating  costs,  and  complicates  still  further  the  relations  be- 
tween the  two  companies.  The  accounts  of  the  North  Adams 
company  show,  under  the  present  management,  a  very  large  in- 
crease in  that  part  of  the  operating  cost  represented  by  the  sal- 
aries of  its  executive  officers,  who  occupy  similar  positions  in  the 
Light,  Heat  and  Power  Corporation,  and  receive  from  it  com- 
pensation for  their  services  to  that  concern.  To  determine* 
definitely  the  reasonable  compensation  of  the  incumbents  of 
these  respective  i)ositions  is  a  matter  of  great  difficulty,  but  in 
view  of  the  peculiar  relations  of  the  Light,  Heat  and  Power 
Corporation  to  the  others,  it  may  be  safely  assumed  that  the 
salaries  actually  realized  by  the  executive  officers  of  the  Light, 
Heat  and  Power  Corporation  as  such  ought  to  be  and  are  in  fact 
quite  the  full  compensation  of  these  officers  for  their  entire 
services  in  behalf  of  the  allied  corporations ;  that  the  combined 
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salaries  apparently  paid  to  these  officers  by  the  several  companies 
are  larger  than  the  volume  of  the  business  or  its  character  would 
justify,  or  that  the  interest  of  the  owners,  the  Massachusetts 
Lighting  Companies,  would  permit ;  and  that  the  exhibit  of  these 
salaries  upon  the  books  of  the  ITorth  Adams  company,  while 
correct  in  appearance,  are  fictions  of  accounting  rather  than 
representations  of  the  actual  facts. 

The  method  of  carrying  on  the  business  thus  described  has  not 
only  contributed  to  advance  the  operating  costs  to  the  high  per- 
centage named,  but  the  rendering  of  monthly  bills  by  the  Light, 
Heat  and  Power  Corporation  for  its  numerous  claims  against 
the  company  has  kept  the  North  Adams  company  almost  con- 
stantly in  debt  to  it,  making  necessary  the  immediate  transfer 
of  most  of  its  income  directly  to  that  corporation;  and  has  en- 
abled the  Light,  Heat  and  Power  Corporation  to  add  to  its  other 
profits  interest  upon  the  average  balance  of  the  debt  thus  created. 
All  the  facts  combined  lead  to  the  conviction  that  the  method 
of  carrying  on  the  business  has  substantially  increased  the  cur^ 
rent  charges  of  the  company  beyond  what  they  might  be  were 
the  business  conducted  in  the  manner  usual  with  an  independent 
company.  The  whole  arrangement  tends  to  mislead  the  public 
as  to  the  actual  reasonable  cost  of  carrying  on  the  North  Adams 
company,  and  so  is  directly  contrary  to  the  spirit  and  purpose 
of  the  law  providing  for  the  regulation  and  supervision  of  such 
concerns. 

The  company  ought  not  to  pay  twice  for  carrying  on  its 
affairs.  If  they  are  conducted  by  the  Light,  Heat  and  Power 
Corporation,  which  is  paid  therefor,  the  officers  of  the  North 
Adams  company  can  have  only  nominal  duties  and  should  have 
only  nominal  compensation.  It  is  the  duty  of  this  Board  in  fix- 
ing a  price  to  determine  whether  the  operating  costs  are  reason- 
able and  fair.  Whether  the  cost  of  management  be  paid  to  a 
corporation,  an  association  or  a  single  person  may  not  be  of 
importance  to  the  public,  but  the  public  is  concerned  with  the 
character  of  the  management  and  the  reasonableness  of  its  cost. 
The  company  is  entitled  to  a  reasonable  profit  above  only  reason- 
able costs.  Eeasonable  profits  presuppose  or  are  based  only  on 
reasonable  costs. 
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In  justification  for  the  course  of  dealing  between  the  two  com- 
panies, it  may  be  urged  that  because  of  the  large  purchases  of 
supplies  by  the  Light,  Heat  and  Power  Corporation  for  the 
several  companies  to  which  it  is  related  it  can  supply  them  at  a 
profit  to  itself  for  less  than  the  individual  concerns  can  buy  in 
the  open  market  To  some  extent  this  claim  may  be  successfully 
made,  but  in  the  opinion  of  the  Board  the  actual  charges  for  this 
service  to  the  North  Adams  company  are  too  great  to  be  justified 
under  that  proposition.  In  so  far  as  a  unified  manag^nent  of  a 
group  of  companies  actually  promotes  economy  in  operation, 
and  increases  the  ability  to  serve  the  public,  it  is  entitled  to 
commendation  and  a  liberal  reward ;  but  even  under  these  con- 
ditions it  is  neither  necessary  nor  wise  that  the  entire  profit 
from  that  endeavor  should  be  taken  by  the  owners.  It  is  not  a 
question  whether  any  additional  profit  is  to  be  accorded  to 
superior  management,  but  rather  how  much  is  reasonable  and 
fair.  The  outstanding  capitalization  of  the  association  con- 
trolling these  companies,  which  amounts  to  more  than  $3,500,- 
000,  and  is  greatly  in  excess  of  the  capital  stock  and  bonds  which 
its  subsidiary  lighting  companies  might,  under  the  most  liberal 
administration  of  the  law,  be  authorized  to  issue,  and  the  pe- 
culiar relation  assumed  by  the  Light,  Heat  and  Power  Corpora- 
tion, create  a  situation  whose  necessities  invite  the  taking  of  a 
heavy  toll  from  the  public. 

In  view  of  these  facts  and  principles  the  Board  was  of  the 
opinion  that  a  further  reduction  in  the  maximum  price  for  both 
gas  and  electricity  might  reasonably  be  required  of  the  company, 
and  that  the  prices  hereinafter  named  are  sufficient  to  cover 
reasonable  operating  expenses,  including  a  proper  allowance  for 
depreciation  and  a  fair  return  upon  the  value  of  the  property 
which  the  company  is  reasonably  and  actively  employing  for 
the  public  convenience. 

With  respect  to  the  minimum  monthly  charges  for  gas  and 
electric  lighting,  the  money  value  of  these  charges  is  not  im- 
portant to  the  company.  No  such  charge  had  been  made  by  the 
former  management  The  company  had  been  and  would  prob- 
ably continue  to  be  prosperous  without  it.  It  is  supported  by  the 
claim  that  the  readiness  of  the  company  to  supply  is  a  conven- 
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ienoe  to  the  customer,  and  a  service  which  has  value  even  though 
he  may  not  actually  use  the  light,  and  that  such  service  is  of 
some  cost  to  the  company,  which  ought  not  to  he  required  to 
render  any  service  at  a  loss.  The  statutes  appear  to  indirectly 
recognize  the  legality  and  justice  of  some  charge  in  the  case  of 
the  gas  supply,  hut  make  no  attempt  to  determine  its  fair  and 
reasonahle  amount.  It  is,  under  any  conditions,  extremely  diffi- 
cult to  determine  the  cost  of  such  service.  It  may,  indeed,  be 
impossible  to  determine  it  in  any  individual  case.  If  any  such 
charge  is  to  be  made  its  amount  must,  therefore,  be  determined 
somewhat  arbitrarily  with  reference  to  other  considerations 
rather  than  its  cost.  While  it  is  doubtless  true  that  any  public- 
service  company  may  sometimes  be  legally  and  reasonably  re- 
quired to  render  certain  services  without  a  demonstrable  profit, 
or  even  at  less  dian  the  apparent  cost,  to  require  a  company  to 
give  any  service  continuously  or  repeatedly  at  an  obvious  loss 
would  be  manifestly  unjust  and  inexpedient.  When  any  amount 
of  gas  or  electricity  is  used  for  which  the  customer  pays,  the 
company  receives  some  return,  and  while  it  may  be  impossible 
to  show  that  such  return  is  an  adequate  one,  it  may  be  equally 
difficult  to  prove  that  the  service  has  been  rendered  at  a  per- 
ceptible loss. 

In  our  opinion,  if  any  minimum  charge  is  to  be  made  by  the 
North  Adams  company,  whose  practice  is  to  render  monthly 
bills,  it  should  be  restricted  to  those  cases  where  the  customer 
has  used  less  than  100  feet  of  gas  or  1  kilowatt  hour  of  electric 
current,  and  where,  because  of  the  smallness  of  such  quantity, 
it  is  the  custom  not  to  render  a  bill  therefor. 

For  the  reasons  suggested  the  Board  recommended:  — 

That  on  and  after  the  first  day  of  May  next  the  net  price 
chained  for  gas  by  the  North  Adams  Gas  Light  Company  shall 
not  exceed  $1  a  thousand  feet 

That  on  and  after  the  first  day  of  May  next  the  net  price  for 
electricity  for  any  use  supplied  by  the  North  Adams  Gas  Light 
Company  shall  not  exceed  12%  cents  a  kilowatt  hour. 

That  after  the  first  day  of  May  next  no  minimum  charge  for 
gas  shall  be  made  by  the  North  Adams  Gas  Light  Company 
against  any  customer  for  any  month  unless  in  that  month  said 
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customer  uses  less  than  100  feet  of  gas,  nor  during  any  portion 
of  twelve  consecutive  months  if  during  said  time  the  customer 
uses  gas  to  the  value  of  $7;  and  that  if  a  minimum  charge  be 
made,  it  shall  not  exceed  50  cents  for  any  one  month. 

That  after  the  first  day  of  May  next  no  minimum  charge  for 
electricity  for  lighting  shall  be  made  by  the  North  Adams  Gas 
Light  Company  against  any  customer  for  any  month  unless  in 
that  month  said  customer  uses  less  than  one  kilowatt  hour  of 
electricity,  nor  during  any  portion  of  twelve  consecutive  months 
if  dui'ing  said  time  the  customer  uses  electricity  for  lighting  to 
the  value  of  $12;  and  that  if  any  minimum  charge  be  made 
it  shall  not  exceed  $1  for  any  one  month.    (April  3.) 

Plymouth  Eleotbio  Petition. 

This  was  a  complaint  in  writing  under  section  84  of  chapter 
121  of  the  Eevised  Laws,  by  the  selectmen  of  the  town  of  Plym- 
outh, of  the  quality  and  price  of  electricity  supplied  in  said 
Plymouth  by  the  Plymouth  Electric  Light  Company. 

After  due  notice  a  public  hearing  thereon,  as  required  by  law, 
was  held  in  Plymouth,  at  which  the  petitioners  and  company 
were  represented  by  counsel.  The  complaint,  sq  far  as  it  con- 
cerned quality  and  the  price  for  couMuercial  lighting  and  power, 
was  waived  by  the  selectmen  at  the  hearing,  which  was  confined 
to  the  question  of  the  price  of  streets  lights  only. 

Prior  to  August,  1907,  the  company  was  supplying  for  street 
lighting  about  330  incandescent  carbon  filament  lamps  and  8 
nominal  1,200  candle-power  arcs.  Three  of  the  incandescents 
were  32  candle-power  and  the  others  25  candle-power,  and  all 
burned  upon  a  midnight  moonlight  schedule.  Of  the  arc  lamps, 
one  burned  all  night  and  the  others  upon  the  same  schedule  as 
the  incandescents.  In  that  month  the  company  of  its  own  ac- 
cord, but  with  the  approval  of  the  selectmen,  began  the  gradual 
replacement  of  these  incandescent  lamps  with  40  candle-i)ower- 
tungsten  filament  lamps.  The  displacement  of  the  carbon  fila- 
ment lamp  was  gradual  over  the  system,  and  no  definite  record 
has  been  preserved  of  the  number  of  lamps  of  each  kind  in  use 
at  any  particular  date.  In  the  later  portion  of  this  period  of 
change  the  arc  lamps  were  replaced  by  clusters  of  5  incandes- 
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cents,  and  a  limited  number  of  206  candle-power  tungsten  in- 
candescent lamps  were  installed.  All  the  arc  and  carbon  fila- 
ment lamps  were  thus  replaced  by  tungsten  incandescents. 

Before  and  after  the  above  changes  in  the  lamps  the  company 
charged  and  the  town  paid  $21  a  year  for  the  32  candle,  $20 
for  the  25  candle  incandescent  and  $125  a  year  for  the  all-night 
arc,  and  $85  a  year  each  for  those  burning  until  midnight 

Prior  to  the  annual  town  meeting  in  1909  the  company 
offered,  provided  a  five-year  contract  were  made,  to  supply  upon 
moon  schedule  the  incandescent  lights  until  midnight  at  $18  a 
year,  and  all  night  at  $21  a  year,  with  a  imiform  price  of  $105 
per  year  for  the  arcs,  all  the  incandescents  to  be  40  candle-power 
tungstens.  The  selectmen  recommended  that  the  all-night  prop- 
osition be  accepted,  and  that  all  the  arcs  be  replaced  by  incan- 
descents, either  singly  or  in  clusters  of  5  for  each  arc  lamp.  No 
action,  however,  was  taken  by  the  town  beyond  referring  the 
question  of  street  lighting  to  a  committee  consisting  of  the  select- 
men and  five  other  citizens,  to  report  at  a  future  meeting.  At 
the  annual  town  meeting  in  1910  the  selectmen  were  authorized 
to  make  a  contract,  for  a  term  not  longer  than  five  years,  for 
lighting  the  streets,  on  such  terms  and  conditions  as  they  may 
think  proper,  but  were  also  instructed  to  enter  a  complaint  with 
the  Board  of  Gas  and  Electric  Light  Commissioners  as  to  the 
quality  and  price  of  electricity  furnished  by  the  company. 

All  the  arc  lamps  having  been  displaced  by  clusters  of  5  each, 
as  already  described,  the  lamps  in  actual  use  appeared  to  be  336 
40  candle-power  60-watt  tungstens,  3  250-watt  tungstens  and  8 
clusters  of  5  40  candle-power  lamps  each.  All  these  burned  upon 
a  moonlight  schedule  until  midnight,  except  7  of  the  clusters, 
which  burned  all  night.  The  lamps,  however,  were  billed  to  the 
town  in  the  same  way  as  in  August,  1907 ;  that  is  to  say,  bills 
were  made  for  336  25  candle-power  lamps  at  $20,  3  32  candle- 
power  at  $21,  7  arcs  at  $125  and  1  arc  at  $85  per  year. 

In  August,  1907,  the  price  for  commercial  lighting  was  20 
cents  a  kilowatt  hour,  with  discounts  from  5  per  cent,  upwards, 
according  to  the  size  of  the  bill.  Prior  to  the  petition  in  this 
case  these  prices  had  been  reduced  to  a  maximum  rate  of  18 
cents  with  a  sliding  scale  to  10  cents,  according  to  the  amount 
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used  monthly,  and  a  discount  of  10  to  20  per  cent.,  according  to 
the  number  of  nights  burned  per  week. 

Under  this  scale  of  prices  for  commercial  lighting  the  com- 
pany received  during  the  fiscal  year  ending  June  30, 1910,  for  all 
electricity  sold  for  this  purpose,  an  average  of  but  little  more 
than  8  cents  a  kilowatt  hour.  As  the  complaint  relative  to  the 
commercial  business  was  distinctly  waived,  these  prices  are  men- 
tioned only  to  aid  in  understanding  the  position  and  claim  of  the 
selectmen  hereinafter  stated,  and  it  is  not  the  purpose  of  the 
Board  to  endorse  the  company's  schedule  of  prices  for  light  and 
power  or  to  express  any  opinion  with  respect  to  it. 

It  was  contended,  in  support  of  the  complaint,  that  the  price 
charged  for  the  incandescent  lamps,  taking  into  account  prices 
charged  in  other  towns  of  the  Commonwealth,  was  too  high; 
that,  irrespective  of  prices  elsewhere  for  25  candle-power  car- 
bon filament  lamps,  the  price  for  tungsten  lamps  should  be 
less,  because  the  latter,  though  of  higher  candle-power,  consume 
less  current  than  the  former ;  and  that,  compared  with  the  prices 
charged  by  the  company  to  its  other  customers,  the  price  for  street 
lights  was  too  high.  In  connection  with  the  last  proposition 
it  was  contended  that  the  price  for  street  lights  should  be  based 
on  the  theoretical  consumption  of  current  by  the  lamp,  either  at 
the  average  rate  charged  for  commercial  lighting  or  at  the  av- 
erage of  all  lighting,  conmiercial  and  public,  or  upon  the  same 
schedule  as  commercial  lighting,  all  the  street  lamps  being  re- 
garded as  the  installation  of  a  single  commercial  customer  with 
an  annual  bill.  On  the  other  hand,  the  company  contended  that 
the  candle-power  was  the  true  measure  of  the  value  to  the  town  of 
the  street  lights,  and  a  proper  basis  for  the  price.  Neither  party 
relied  on  any  attempt  to  separate  the  company's  investment  and 
operating  costs  for  the  street  lights,  and  to  base  the  price  upon 
these  with  a  fair  return  upon  such  portion  of  its  investment 

While  evidence  of  prices  charged  in  other  communities  for 
street  lights  is  not  without  weight,  it  can  seldom  if  ever  be  re- 
garded as  controlling.  Its  force  is  also  greatly  weakened  by  the 
fact  that  such  comparisons  must  usually  be  made  with  prices 
charged  for  carbon  filament  lamps,  or  originally  made  for  such 
lamps  and  continued  even  where,  as  is  now  so  common,  tungsten 
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lamps  have  been  substituted ;  and  by  the  further  fact  that,  until 
very  recently,  in  fixing  prices  for  street  lights  no  consistent, 
rational  theory  has  been  followed,  either  by  the  companies  or  by 
the  public  authorities,  save  a  purpose  on  both  sides  to  make  the 
best  trade  possible.  Whatever  force  may  have  formerly  at- 
tached to  the  candle-power  as  an  arbiter  of  rates,  it  must  under 
present  business  methods  and  the  development  of  the  art  be  sup- 
planted by  a  consideration  of  the  energy  supplied. 

It  must  be  conceded  that,  based  upon  cost  alone,  street 
lamps  of  the  tungsten  type  and  of  the  same  or  even  of  a  some- 
what higher  candle-power  can  be  supplied  at  a  less  price  than 
the  carbon  filament  lamps,  until  recently  exclusively  used,  be- 
cause of  their  lower  cost  to  maintain  and  operate ;  but  it  is  by  no 
means  clear  that  such  reduction  in  cost  is  proportional  to  the 
difference  in  the  amount  of  energy  consumed  in  the  lamp. 
Neither  those  investment,  distribution  and  management  costs 
which  necessarily  enter  into  and  constitute  a  substantial  share 
of  the  total,  nor,  for  that  matter,  certain  of  the  costs  of  produc- 
ing the  electricity,  seem  to  be  in  any  degree  reduced  by  the  sub- 
stitution of  tungsten  for  carbon  filament  lamps.  Coal  and 
possibly  repairs  and  maintenance  with  some  minor  supplies  at 
the  station,  appear  to  be  the  only  items  of  street  lighting  cost 
of  which  it  may  be  safely  claimed  that  they  vary  according  to 
the  quantities  of  energy  made  and  used.  The  actual  saving  to 
the  company  in  these  items,  due  to  the  less  amount  of  energy 
required  for  tlie  tungsten  as  compared  with  the  carbon  street 
lamps  in  Plymouth,  based  upon  the  figures  of  the  fiscal  year 
ending  June  30,  1910,  appeared  to  be  somewhat  less  than  $1  a 
year  for  each  lamp,  although  the  reduction  in  energy  used  in  the 
lamp  is  more  than  40  per  cent.  Indeed,  the  tendency  of  the  in- 
troduction of  tungsten  lamps  for  both  commercial  and  street 
lighting  purposes  is  to  increase  the  cost  per  unit,  because  of  a 
reduction  in  the  total  units  sold  without  any  reduction  in  costs 
outside  the  generating  station,  —  a  tendency  which  obviously 
can  be  checked  and  overcome  to  a  large  extent  on  the  other  hand 
by  the  general  development  of  the  business  and  by  other  factors 
of  importance.  However,  unless  the  prices  charged  or  offered 
for  carbon  filament  lamps  are  assumed  to  be  reasonable,  the  in- 
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quiry  as  to  the  amount  of  reduction  justified  by  the  substitution 
of  tungstens  offers  no  real  solution  to  the  problem  as  to  what 
price  the  town  should  in  fairness  pay. 

The  proposition  that  the  price  of  street  lights  should  be  based 
strictly  upon  the  amount  of  energy  required  to  operate  the 
lamps,  and  should  be  made  upon  the  same  or  as  advantageous 
terms  as  are  offered  to  private  consumers,  is  more  fundamental. 

Just  why  any  more  weight  should  be  given  to  the  suggestion 
of  an  average  price  received  rather  than  any  other  price  in  the 
company's  varied  schedule  was  not  fully  explained.  The  av- 
erage price,  which  is  determined  by  dividing  the  total  receipts 
from  all  customers  by  the  total  kilowatt  hours  sold,  is  not,  unless 
by  chance  merely,  the  price  offered  to  any  customer.  It  may  be 
that  no  customer  ever  pays  exactly  that  price,  and  it  is  difficult 
to  see  why,  if  the  street  lights  are  to  be  governed  by  the  com- 
mercial schedule,  that  price  rather  than  some  other  of  the 
numerous  prices  which  it  contains  should  be  adopted.  That  it 
was  a  very  attractive  proposition  to  the  town  is  evident,  because 
it  would  result  in  an  exceptionally  low  price  for  Ae  street  lights, 
the  average  price  received  by  the  Plymouth  company  for  com- 
mercial lighting  being  lower  than  in  most  companies  of  its  size 
in  the  State.  It  is  important  also,  as  a  general  proposition,  be- 
cause if  applicable  in  Plymouth  it  is  difficult  to  see  why  it  might 
not  be  applicable  to  all  other  companies. 

The  Board  was  unable  to  agree  with  the  contention  that  the 
current  used  in  all  of  the  lamps  should  be  combined  and  treated 
as  the  energy  supplied  to  a  single  consumer ;  in  other  words,  that 
»I1  the  lamps  should  be  taken  together  and  considered  as  a  single 
installation  of  a  large  consumer.  It  is  quite  true  that  the  billing 
and  collection  costs  are  minimized  under  the  conditions  of  street 
lighting  supply  and  become  those  of  a  single  customer,  but  the 
numerous  and  widely  scattered  installations,  and  the  investment 
and  maintenance  charges  incident  thereto,  which  constitute  by 
far  the  more  important  items  of  cost,  give  to  each  lamp  or  group 
of  lamps  many  of  the  characteristics  of  an  individual  customer 
of  small  size,  if  the  commercial  scale  of  charging  is  to  be  applied. 

If  the  rule  were  to  be  generally  adopted  of  charging  for  these 
lights  merely  in  proportion  to  the  current  used  the  price  for  a 
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lamp  of  relatively  low  candle-power  and  high  wattage,  like  the 
carbon  filament  lamps  in  common  use  until  recently  in  Plym- 
outh, would  be  very  much  greater  than  for  the  relatively  higher 
candle-power  and  low  wattage  tungsten  lamps,  although  the 
latter  are  clearly  of  greater  value  to  the  public.  It  is  equally 
clear  that  this  method  of  charging  would  make  the  price  for  all- 
night  lighting  approximately  double  that  for  midnight  lighting, 
a  principle  which  no  company  has  yet  attempted  to  impose,  and 
one  which  municipalities,  it  is  safe  to  say,  would  be  absolutely 
unwilling  to  adopt.  Prosperous  and  well-managed  companies 
have  found  all-night  lighting  profitable  upon  a  wholly  different 
basis,  and  municipalities  have  long  been  accustomed  to  pay  pro- 
portionately less  for  all-night  than  for  midnight  lighting. 

While  these  suggestions  illustrate  the  diflSculty  of  adopting, 
without  qualification,  the  rule  proposed  by  the  town,  yet  the 
proposition  that  the  basis  of  the  charge  for  incandescent  street 
lighting  should  be  the  commercial  rate  is  an  important  one  and 
entitled  to  great  weight.  With  equal  emphasis  in  other  cases 
it  has  been  urged  that  in  fixing^street  lighting  prices  the  Board 
should  determine  the  fixed  and  variable  costs  for  such  service, 
and  completely  separate  these  costs  from  those  of  every  other 
portion  of  the  business.  Strong  reasons  are  found  in  support 
of  both  propositions.  The  Board  in  this  case  found  it  neither 
necessary  nor  practicable  to  rely  implicitly  upon  either,  although 
giving  to  both,  in  connection  with  the  other  circumstances  of  the 
case,  due  weight  in  the  solution  of  the  problem  in  hand.  The 
Board  is  nevertheless  convinced  that  companies  should  more 
fuUy  recognize  the  reasonableness  of  the  claim  by  municipalities 
to  have  their  street  lamps  supplied  upon  as  advantageous  terms, 
all  things  considered,  as  are  offered  to  private  customers,  and 
believes  that  the  same  theories  of  commercial  expediency  which 
have  been  so  persistently  applied  in  making  commercial  lighting 
and  power  rates  may,  with  no  less  fairness,  be  applied  to  the 
street  lighting  schedule.  Street  lighting  may  fairly  be  required 
to  bear  its  reasonable  proportion  of  all  necessary  costs,  sharing 
such  losses  as  may  be  unavoidably  incident  to  the  business  as  a 
whole,  but  its  fair  price  is  not  necessarily  determined  upon  the 
commercial  rates,  especially  if  these  for  any  cause  happen  to  be 
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unreasonably  low  or  high,  nor  upon  special  daims  distinct  from 
those  of  the  entire  volume  of  the  business.  The  methods  of 
determining  public  and  private  lighting  prices  in  any  case  must 
be  directed  to  a  single  end,  namely  to  determine  what  is  a  fair 
price,  taking  into  consideration  all  the  facts  and  circumstances . 
involved  in  the  case;  but  prices  no  more  than  dividends  are 
governed  by  arbitrary  or  inflexible  rule,  nor  are  they  wholly 
exempt  from  those  business  conditions  and  necessities  which  are 
dominant  in  every  company.  It  is  from  this  standpoint,  recog- 
nizing the  force  of  the  town's  contention,  but  as  a  conclusion 
from  all  the  facts  developed  at  the  hearing,  and  in  the  subse- 
quent examination  of  the  company's  affairs  that  the  Board 
reached  its  recommendations. 

With  a  view  to  a  fuller  understanding  of  the  Board's  position 
some  reference  may  be  made  to  the  company's  financial  ability 
and  condition.  This  company  was  originally  organized  under 
the  laws  of  New  Hampshire  in  1886,  and  was  reorganized  under 
the  laws  of  this  State  in  1888.  It  has  experienced,  in  an  un- 
iisual  degree,  the  vicissitudes  incident  to  the  progress  of  the  art 
since  it  began  the  supply  of  electricity.  Prior  to  the  filing  of 
this  complaint  the  company  had  paid  to  its  shareholders  since 
organization  only  two  dividends,  amounting  in  all  to  3  per 
cent.  While  it  has  apparently  endeavored  to  maintain  its  prices 
in  correspondence  with  other  companies  of  similar  size,  it  has 
never  been  able  to  recover  out  of  income  an  amount  sufficient 
to  meet  the  depreciation  and  necessary  cost  of  reconstruction 
of  its  plant.  Its  generating  plant  has,  however,  been  recently 
very  largely  reconstructed,  with  efficient  apparatus  of  the 
present-day  type.  For  these  reasons  and  in  this  way  the  com- 
pany has  acquired  a  substantial  burden  of  debt  which,  so  far  as 
it  represents  depreciation  cost,  must  be  extinguished,  if  at  all, 
out  of  income  and  not  out  of  new  capital.  Such  financial  con- 
dition, while  it  imposes  upon  the  company  a  conservative  course 
as  to  dividends,  and  in  no  respect  lessens  the  regard  it  should 
have  for  the  interests  of  the  public  in  fixing  its  rates,  may  also 
fairly  justify  it  in  an  endeavor  to  eliminate,  in  a  reasonable 
time,  that  part  of  its  indebtedness  which  represents  the  depreci- 
ation of  the  plant,  for  which  provision  has  not  been  made 
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hitherto.  When  this  is  accomplished  further  reductions  in  both 
public  and  private  lighting  prices  may  be  confidently  expected. 
The  earnings  of  the  company,  under  all  the  circumstances,  do 
not  appear  to  have  been  excessive,  nor  its  financial  policy,  up  to 
the  time  of  the  hearing,  open  to  particular  criticism. 

Following  the  principles  suggested  the  Board  considered  the 
prices  named  in  the  following  recommendations  to  be  reasonable 
and  fair  for  lamps  of  the  type  and  candle-power  installed.  The 
Board  recommended :  — 

That  on  and  after  the  first  day  of  August,  1911,  the  prices  for 
street  lights  supplied  by  the  Plymouth  Electric  Light  Company 
for  moonlight  lighting,  substantially  as  heretofore,  shall  not  ex- 
ceed the  prices  named  in  the  following  schedule,  to  wit :  — 

For  50-watt  40  candle-power  tungsten  lamps  burning  until 
midnight,  not  more  than  $16  each  per  year. 

For  50-watt  40  candle-power  tungsten  lamps  burning  all 
night,  not  more  than  $20  each  per  year. 

For  250-watt  200  candle-power  tungsten  lamps,  or  their 
equivalent  in  clusters  of  5  50-watt  40  candle-power  lamps,  each 
burning  until  midnight,  not  more  than  $71  per  year. 

For  250-watt  200  candle-power  tungsten  lamps,  or  their 
equivalent  in  clusters  of  5  50-watt  40  candle-power  lamps,  each 
burning  all  night,  not  more  than  $89  per  year.    (July  28.) 

Appeals. 
Athol  Appeal. 
In  the  matter  of  the  appeal  of  the  Athol  Gas  and  Electric 
Company  from  a  decision  of  the  selectmen  of  Athol,  dated 
Oct  21,  1910,  granting  to  the  L.  S.  Starrett  Company  of  said 
Athol  the  right  to  transmit  electricity  over  or  under  certain 
streets  in  said  Athol,  pursuant  to  a  written  agreement  signed 
by  the  Athol  Gas  and  Electric  Company  and  the  L.  S.  Starrett 
Company,  filed  with  this  Board,  it  was  — 

Orderedy  That  said  appeal  be  sustained  and  that  said  decision  and 
order  of  the  selectmen  be  annulled.     (March  4.) 
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Appeal  fhom  the  Mayoe  and  Aldermen  of  Wobcestek.  — 

WoRCESTEE  Electric   Light   Company  v.  Alfred   S. 

Lowell. 

This  is  an  appeal  by  the  Worcester  Electric  Light  Company, 

under  section  27  of  chapter  121  of  the  Revised  Laws,  from  a 

decision  of  the  board  of  aldermen  of  the  city  of  Worcester, 

adopted  Dec.  5,  1910,  and  approved  by  the  mayor  Dec.  15, 

1910,  which  reads  as  follows :  — 

Whereas,  Alfred  S.  Lowell  of  the  city  of  Worcester  has  petitioned 
this  board  for  the  right  to  lay  and  maintain  conduits  and  mains  in 
Foster  Street,  to  supply  heat,  light  and  power  to  the  premises  occu- 
pied by  A.  S.  Lowell  Company  at  the  corner  of  Main  and  Foster 
streets,  which  petition  is  as  follows :  — 

To  the  Board  of  Aldermen  of  the  City  of  Worcester. 

The  undersigned,  residing  in  the  city  of  Worcester,  most  respectfully 
petitions  your  honorable  board :  — 

That  he  is  the  owner  of  a  plant  which  furnishes  heat,  light  and  power 
to  his  own  building  at  the  comer  of  Foster  and  Norwich  streets  in  said 
Worcester;  that  he  desires  to  supply  heat,  light  and  power  from  said  plant 
to  the  premises  occupied  by  A.  8.  Lowell  Company  in  the  building  situated 
at  the  comer  of  Foster  and  Main  streets  in  said  Worcester,  of  which 
corporation  he  is  the  principal  owner;  that  in  order  to  do  this  it  is  neces- 
sary to  lay  a  conduit  and  main  in  said  Foster^  Street;  that  the  distance 
diagonally  across  Foster  Street  from  the  building  in  which  said  plant  is 
located  to  the  building  in  which  said  store  is  located  is  1401^  feet;  that 
the  distance  from  curb  to  curb  is  116%  feet. 

Wherefore  he  petitions  your  honorable  board  for  the  right  to  lay  a 
conduit  and  main  in  said  Foster  Street,  and  to  erect  the  necessary  wires 
and  connections  in  order  to  accomplish  the  same. 

Alfred  S.  Lowell. 

And  whereas  due  notice  of  the  filing  of  said  petition  has  been  given 
to  all  parties  in  interest  and  a  hearing  had,  as  required  by  law. 

Now,  therefore,  so  far  as  this  board  has  authority  in  the  matters 
contained  in  said  petition  it  is  hereby  ordered  that:  — 

1.  The  petitioner  is  given  permission,  subject  to  the  conditions  and 
stipulations  hereinafter  stated,  and  subject  to  the  approval  of  the 
wire  commissioners  of  the  city  of  Worcester,  as  provided  in  chapter 
372  of  the  Acts  of  the  year  1902,  to  construct,  lay  and  maintain  con- 
duits and  main  and  lay  wires  therein  imder  and  across  Foster  Street 
diagonally  from  the  building  at  the  southeast  comer  of  Foster  and 
Norwich  streets  to  the  building  on  the  northeast  comer  of  Main  and 
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Foster  streets,  for  the  purpose  of  supplying  heat,  light  and  power. 

2.  The  locations  of  the  mains  and  conduits  hereby  consented  to, 
under  and  along  the  portions  of  the  public  highways  known  as  Foster 
Street,  are  as  shown  upon  the  plan  thereof  annexed  hereto  and  made 
a  part  hereof. 

3.  All  conduits  or  mains  or  wires  located,  constructed,  and  main- 
tained hereunder  shall  be  of  such  size,  design  and  construction,  and 
shall  be  strung  in  such  manner  under  the  public  ways  hereinbefore 
m^itioned,  as  shall  be  first  approved,  in  writing,  by  the  commission 
on  wires  and  electrical  appliances  of  the  city  of  Worcester. 

4.  No  street  or  portion  of  a  street  shall  be  dug  up  or  opened  for 
laying,  repairing  or  removing  conduits  or  wires  in  the  streets  herein- 
before mentioned  until  written  permission  therefor  is  first  obtained 
from  the  street  commissioner  of  the  city  of  Worcester. 

5.  The  petitioner  shall  not  remove  the  mains,  conduits  or  wires 
placed  in  the  streets  under  this  permission  unless  first  permitted  so 
to  do  by  order  adopted  by  the  board  of  aldermen;  and  said  petitioner 
shall  remove  all  mains,  conduits,  wires  or  constructions  erected  or  main- 
tained in  the  streets  hereinbefore  mentioned  when  ordered  so  to  do 
by  order  adopted  by  the  board  of  aldermen;  and  in  case  the  petitioner 
refuses  or  n^lects  to  comply  with  such  order  for  thirty  days  after 
notice  thereof  all  rights  and  privileges  then  enjoyed  or  exercised  by 
the  petitioner  shall  thereupon  cease. 

6.  Whenever  any  mains,  conduits,  wires  or  constructions  authorized 
under  this  petition  shall  be  placed  within  the  locations  or  removed 
from  portions  of  the  highways  herein  specified,  the  petitioner  shall, 
at  his  own  expense,  place  the  streets  in  and  around  such  locations  in 
as  good  order  and  condition  as  the  surrounding  streets  may  then  be, 
and  to  the  satisfaction  and  written  approval  of  the  street  commis- 
sioner of  the  city  of  Worcester;  otherwise  the  mains,  conduits,  wires 
or  constructions  shall  be  forfeited  to  the  city  of  Worcester;  or  the 
street  commissioner  of  the  city  of  Worcester  may,  at  the  expense  of 
the  petitioner,  place  such  street  in  such  order  and  condition  as  he 
deems  suitable  and  proper  with  reference  to  the  surrounding  streets. 

7.  This  consent  and  permit  shall  not  be  construed  as  any  limita- 
tion upon  the  right  of  the  board  of  aldermen  from  time  to  time,  or 
any  board  vested  with  like  authority  in  the  city  of  Worcester,  to  grant 
rights,  privileges  or  authority  similar  to  or  different  from  those 
herein  set  forth,  and  in  the  same  streets  or  portions  of  the  street  here- 
inbefore specified. 

8.  The  rights  and  privileges  hereby  granted  and  consented  to  shall 
be  exercised  only  by  the  petitioner,  and  in  case  of  sale,  transfer, 
assignment  or  lease  of  the  same  by  the  petitioner,  without  first  obtain- 
ing an  order  consenting  thereto,  duly  adopted  by  the  board  of  alder- 
men, then  all  the  rights  and  privileges  herein  granted  to  said  petitioner, 
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and  the  conduits,  wires  or  constructions  placed  in  the  streets  hereunder, 
shall  be  thereby  forfeited,  or  the  city  of  Worcester  may,  at  the  expense 
of  the  petitioner,  remove  all  the  mains,  conduits,  wires  and  construc- 
tions, or  other  appliances  then  in  or  under  the  public  streets  or  high- 
ways hereinbefore  specified,  and  put  such  portions  of  such  streets, 
in  repair  similar  to  adjoining  portions  of  such  streets,  but  at  the 
expense  of  the  petitioner. 

9.  The  rights  and  privileges  herein  given  and  consented  to  are  upon 
the  condition  that  the  petitioner  shall  comply  with  all  the  laws  of  the 
Commonwealth,  ordinances  of  the  city  of  Worcester  and  such  further 
regulations  and  orders  as  the  board  of  aldermen  may  make  or  adopt 
from  time  to  time;  and  if  the  petitioner  neglects  or  refuses  to  comply 
with  any  such  regulations  or  orders  within  thirty  days  after  notice 
thereof  has  been  duly  served  upon  him,  then  all  rights  and  privil^;es 
exercised  and  enjoyed  by  him  shall  thereby  cease. 

10.  The  consent,  rights  and  privileges  of  permission  hereby  granted 
shall  continue  until  modified  or  revoked  by  order  duly  adopted  by  the 
board  of  aldermen. 

11.  This  order  and  permission  is  granted  upon  condition  that  if  it 
is  accepted  in  the  manner  hereinafter  set  forth,  the  petitioner  thereby 
assumes  and  agrees  to  indemnify  and  save  forever  harmless  from  all 
loss,  cost,  damage,  expaise  and  liability  whatsoever,  which  it  may  pay, 
suffer  or  incur  by  reason  of  any  of  the  acts  of  the  petitioner  exer- 
cised by  virtue  of  this  or  any  order  of  the  board  of  aldermen,  relative 
to  the  construction  hereby  permitted. 

12.  The  petitioner  shall,  whenever  requested  in  writing  so  to  do  by 
the  mayor  of  the  city  of  Worcester,  furnish  a  bond  in  such  sum  and 
with  such  sureties  as  are  approved  by  the  mayor  of  the  city  of 
Worcester,  which  bond  shall  be  conditioned  to  indemnify  and  protect 
the  city  of  Worcester  of  and  from  all  loss,  cost,  damage,  expense  and 
liability  which  it  may  pay,  suffer  or  incur  by  reason  of  any  of  the 
acts  of  the  petitioner,  exercised  by  virtue  of  this  or  any  order  of  the 
board  of  aldermen  relative  to  the  construction  hereby  permitted. 

The  rights,  privileges  and  authority  hereby  granted  shall  be  void 
and  of  no  effect  unless  the  petitioner  accepts  this  order  and  con- 
ditions and  stipulations  herein  contained,  and  in  the  form  as  hereto 
annexed,  on  or  before  the  first  day  of  June,  A.D.  1911. 

Form  of  Acceptance. 
Whereas,  the  board  of  aldermen  of  the  city  of  Worcester,  by  an 
order  adopted  Dec.  5,  1910,  approved  by  the  mayor,  .  .  .  granted  to 
me  the  right  to  construct,  lay  and  maintain  conduits,  mains  and  wires 
under  Foster  Street  in  the  city  of  Worcester,  in  accordance  with  my 
petition  to  said  board  dated  Sept.  19,  1910,  I,  Alfred  S.  Lowell,  hereby 
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unconditionally  accept  tha  above  franchise,  and  in  consideration  of  the 
granting  thereof  I  hereby  agree  to  comply  strictly  with  the  terms 
thereof. 

A  public  hearing  was  given  on  the  appeal  at  Worcester,  at 
which  the  petitioner,  Mr.  Alfred  S.  Lowell,  and  the  Worcester 
Electric  Light  Company  were  respectively  represented  by 
counsel. 

Mr.  Lowell  was  the  president  and  treasurer,  and  practically 
sole  owner,  of  the  capital  stock  of  the  A.  S.  Lowell  Company, 
a  corporation  organized  under  the  laws  of  this  Commonwealth 
on  July  31,  1889,  for  the  purpose  of  "  buying  and  selling,  at 
wholesale  and  retail,  millinery,  fancy  and  dry  goods,"  and 
having  its  place  of  business  in  a  building  at  the  corner  of  Main 
and  Foster  streets  in  Worcester.  He  was  also  the  owner  of  a 
brick  building  situated  at  the  comer  of  Foster  and  Norwich 
streets,  distant  about  140  feet  from  that  occupied  by  the  A.  S. 
Lowell  Company,  measuring  diagonally  across  Foster  Street,  a 
public  street. 

In  the  Norwich  Street  building  Mr.  Lowell  has  an  electric 
generating  plant,  installed  when  the  building  was  completed 
about  twelve  years  ago,  which  he  operates  for  the  purpose  of 
furnishing  light,  heat  and  power  to  the  tenants  of  that  building. 
This  plant  has  suflScient  spare  capacity  to  supply  the  A.  S. 
Lowell  Company  as  well,  and  this  Mr.  Lowell  desired  to  do. 
The  conduit  location  described  in  the  order  of  the  board  of  al- 
dermen upon  which  this  appeal  was  taken  was  sought  in  order  to 
accomplish  this  purpose,  and  Mr.  Lowell  disclaimed  any  inten- 
tion of  supplying  electricity  to  any  one  outside  of  his  Norwich 
Street  building  other  than  the  A.  S.  Lowell  Company.  On  the 
other  hand,  it  was  claimed  by  the  Worcester  Electric  Light 
Company,  and  admitted  by  Mr.  Lowell,  that  Main  Street  is 
the  -principal  business  street  of  Worcester,  and  that  the  block 
bounded  by  Main,  Foster,  Waldo  and  Exchange  streets,  in 
which  the  A.  S.  Lowell  Company  is  located,  is  an  important  and 
attractive  field  for  the  supply  of  electricity. 

The  authority  for  granting  permission  to  place  wires  under- 
ground in  Worcester  seems  to  be  vested  in  the  wire  commission- 
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ers,  under  the  provisions  of  chapter  372  of  the  Acts  of  1902, 
and  in  respect  to  matters  arising  thereunder  the  board  of  alder- 
men acts  merely  as  a  board  of  appeal.  The  order  already  quoted, 
however,  purports  to  grant  to  Mr.  Lowell  a  definite  location 
for  the  proposed  conduit,  subject  to  the  approval  of  the  wire 
commissioners.  But  even  if  some  further  action  by  the  public 
authorities  of  Worcester  may  be  requisite  before  Mr.  Lowell's 
authority  to  construct  the  proposed  conduit  and  lay  the  necessary 
wires  therein  is  complete,  yet  in  any  event  the  order  in  question 
appears  to  be  a  sufficient  compliance  with  the  provisions  of 
section  26  of  chapter  121  of  the  Revised  Laws,  which  requires 
in  a  city  already  supplied  with  electric  light  the  consent  of  the 
mayor  and  aldermen,  after  notice  and  a  public  hearing,  before 
any  "  other  person,  firm  or  corporation  shall  lay,  erect,  main- 
tain or  use,  over  or  under  the  streets  ...  of  such  city  .  •  . 
any  wires  for  the  transmission  of  electricity  for  light,  heat  or 
power." 

It  is  from  this  "  consent,"  which  deals  with  an  important 
question  of  public  policy  respecting  the  supply  of  electricity  in 
Worcester,  that  an  appeal  lies  to  this  Board.  On  the  other  hand, 
no  appeal  to  this  Board  is  reserved,  either  in  the  special  act 
already  referred  to  or  in  the  general  law,  from  grants  of  specific 
locations  for  electric  lines  in  public  ways,  although  the  "  con- 
sent "  from  which  an  appeal  does  lie  may  incidentally  include 
the  granting  of  a  specific  location.  The  Board  has  had  occasion 
in  earlier  decisions  to  pass  upon  this  matter,  and  it  has  reached 
the  conclusion  that  its  duty  is  confined  to  passing  upon  the  ques- 
tion of  public  policy  presented  by  the  appeal,  and  that  it  has  no 
authority  to  modify  or  restrict  the  terms  of  the  order  itself. 
Furthermore,  the  Board's  jurisdiction  seems  to  be  exhausted  by 
one  appeal.  In  other  words,  if  this  appeal  be  dismissed,  and  the 
order  of  the  board  of  aldermen  affirmed,  the  right  of  Mr.  Lowell 
to  engage  generally  in  the  manufacture  and  sale  of  electricity 
in  Worcester  is  settled  conclusively  so  far  as  this  Board  is  con-, 
cemed,  and  he  may  thereafter  sell  to  any  one  within  reach  of 
the  proposed  line,  and  may  also  extend  his  lines  wherever  and 
as  far  as  the  board  of  aldermen  shall  grant  the  necessary  street 
locations. 
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In  making  this  last  statement  the  Board  has  no  purpose  to 
question  the  sincerity  of  Mr.  Lowell's  assurance  that  he  desires 
this  conduit  location  for  the  sole  purpose  of  supplying  the  cor- 
poration in  which  he  is  interested.  But  the  meaning  and  effect 
of  the  order  of  the  board  of  aldermen  must  be  determined  by  its 
terms  and  by  the  conditions  which  may  surround  the  exercise 
of  the  privileges  granted  thereby,  and  not  by  any  verbal  repre- 
sentations made  by  Mr.  Lowell  of  his  intentions  with  respect 
to  the  matter.  In  fact,  no  criticism  could  justly  be  made  of 
him  should  some  future  change  of  condition  or  of  business  not 
at  present  anticipated  make  it  desirable  or  necessary  to  modify 
his  purpose  and  exercise  to  the  full  the  rights  acquired  under 
this  order. 

The  legislative  policy  with  respect  to  the  admission  of  a  new 
company  or  person  to  supply  electricity  in  a  territory  already 
served  by  an  existing  company,  and  the  Board's  interpretation 
and  administration  of  this  policy,  are  well  known,  and  were 
not  criticised  or  doubted  by  the  petitioner  in  this  case.  The 
essential  consideration  is  not  merely  the  desire  or  the  personal 
convenience  or  interest  of  the  party  applying  for  admission,  or 
of  those  whom  he  proposes  to  supply,  or  of  the  existing  supply 
company,  but  rather  the  general  public  interest.  An  electric 
light  company  has  no  necessary  or  legal  monopoly  of  the  terri- 
tory which  it  serves.  If  it  is  not  properly  or  adequately  per- 
forming its  public  duties,  a  situation  arises  which  may  not  only 
justify  but  require  this  Board  to  admit  a  competitor.  But  with 
this  restriction  the  prevailing  opinion,  based  upon  experience, 
has  been  that  the  community  as  a  whole  will  be  more  adequately 
and  economically  served  by  one  company  than,  in  the  language 
of  the  Supreme  Court,  by  "  as  many  companies  or  persons  as 
may  be  minded  to  put  wires  in  the  streets  and  try  their  luck." 

In  this  case  it  was  not  contended  that  the  Worcester  Electric 
Light  Company  is  not  properly  and  adequately  performing  its 
public  duties.  It  is  true  that  the  petitioner  had  a  grievance 
against  the  company,  but  this  was  found  to  have  arisen  out  of  a 
mistake  and  was  promptly  remedied. 

But  it  was  urged  that  the  order  of  the  board  of  aldermen  is  so 
restrictive  in  its  terms  as  to  confine  the  use  of  the  proposed  line 

Digitized  by  VjOOQ IC 


38  GAS  AND  ELECTRIC  LIGHT.  [Jan. 

exclusively  to  the  supply  of  the  A.  S.  Lowell  Company,  and 
that  therefore  the  order  should  be  affirmed. 

A  careful  examination  of  the  order  fails  to  give  substantial 
support  to  such  a  construction  of  its  terms.  While  the  petition 
of  Mr.  Lowell  is  quoted  in  the  order  in  full,  and  sets  forth 
specifically  his  purpose,  the  order  permits  the  laying  of  a  con- 
duit and  wires  between  the  two  buildings  mentioned  "for  the 
purpose  of  supplying  light,  heat  and  power."  It  restricts  the 
use  of  the  privilege  to  the  petitioner  himself,  but  this  is  a  restric- 
tion 6ommonly  imposed  in  locations  granted  to  electric  light 
companies,  and  for  that  matter  is  probably  merely  declaratory 
of  the  law  relative  to  the  privilege  given.  The  order  plainly 
does  not  authorize  the  construction  of  a  line  for  "  private  use," 
for  in  that  event  the  line  upon  construction  would  become  the 
property  of  the  city  by  operation  of  law ;  whereas  this  order  ex- 
pressly provides  that  it  shall  be  forfeited  to  the  city  only  upon 
breach  of  a  condition  of  the  grant.  Even  if  the  order  were 
capable  of  the  interpretation  urged,  there  is  serious  reason  to 
doubt  whether  the  board  of  aldermen  may  grant  a  location  for  a 
line  not  for  private  use  with  a  valid  condition  that  no  electricity 
shall  be  distributed  thereunder  save  to  certain  designated  per- 
sons or  corporations. 

It  must  be  kept  in  mind  that  the  law  by  which  the  rights  of 
all  concerned  are  to  be  determined  makes  Mr.  Lowell  and  the 
A.  S.  Lowell  Company,  whatever  his  interest  therein,  two  en- 
tirely distinct  persons.  In  spite  of  the  seeming  identity  of  in- 
terest, the  case  under  discussion  is  not  one  where  an  individual 
or  corporation  owning  a  lighting  plant  has  extended  the  quarters 
necessary  for  the  accommodation  of  its  business  by  purchasing 
or  hiring  a  building  separated  by  a  public  street  from  premises 
already  occupied.  There  are  statutes  which  expressly  provide 
for  permits  for  private  use,  but  they  are  clearly  inapplicable 
to  this  case. 

For  the  foregoing  reasons  the  Board  adopted  the  following:  — 

In  the  matter  of  the  appeal  of  the  Worcester  Electric  Light 
Company  from  a  decison  of  the  mayor  and  aldermen  of  Worces- 
ter, adopted  on  Dec.  5,  1910,  and  approved  on  Dec.  15,  1910, 
granting  to  Alfred  S.  Lowell  of  said  Worcester  permission  to 
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lay  and  maintain  conduits  and  wires  for  the  transmission  of 
electricity  under  and  across  Foster  Street  in  said  Worcester,  — 
Ordered,  That  said  appeal  be  sustained,  and  that  the  said 
decision  and  order  of  the  board  of  aldermen  be  annulled.  (May 
17.) 

Clinton  Appeal. 
This  was  an  appeal  under  the  provisions  of  section  27  of  chap- 
ter 121  of  the  Revised  Laws,  as  extended  by  chapter  617  of  the 
Acts  of  1908,  by  the  Clinton  Gas  Light  Company  from  a  certain 
order  of  the  selectmen  of  the  town  of  Clinton  granting  to  the 
Connecticut  Eiver  Transmission  Company  the  authority  to 
erect  poles,  and  string  and  maintain  wires  for  the  transmission 
of  electric  energy  upon,  over  and  along  certain  public  highways 
in  the  town  of  Clinton.  The  decision  of  the  selectmen  is  fully 
set  forth  in  the  resolution  adopted  Aug.  31,  1909,  of  which  the 
following  is  a  copy :  — 

Whereasj  the  Connecticut  River  Transmission  Company,  hereinafter 
called  the  company,  has  petitioned  the  selectmen  of  the  town  of  Clinton 
for  authority  to  erect  poles  and  string  and  maintain  wires  for  the 
transmission  of  electric  energy  upon,  over  and  along  certain  public 
highways  in  the  town  of  Clinton,  and 

Whereas,  due  notice  has  been  given  and  a  public  hearing  held,  as 
required  by  section  2  of  chapter  122  of  the  Revised  Laws  of  Massa- 
chusetts, as  amended  by  chapter  117  of  the  Acts  of  1906. 

Be  it  therefore  resolved,  That  we,  the  selectmen  of  Clinton,  hereby 
grant  said  petition  with  reference  to  the  following  streets  and  high- 
w&js,  and  authorize  the  company  to  erect  poles  and  string  wires  for 
the  transmission  of  electric  current  over,  along  and  across  the  follow- 
ing highways  and  in  the  following  places  thereon  in  the  town  of 
Clinton:  — 

First.  —  Along,  over  and  across  West  Boylston  Road  from  the  prop- 
erty of  the  Commonwealth  under  the  control  of  the  Metropolitan  Water 
Board  to  other  property  under  the  same  ownership,  but  no  poles  shall 
be  placed  upon  the  public  highway  at  this  point. 

Second.  —  Along,  over  and  across  Grove  Street  from  the  property 
formerly  of  Ellen  Barry  to  the  junction  of  Grove  and  Nashua  streets; 
thence  along,  over  and  across  Nashua  Street  to  Chestnut  Street  to  the 
property  of  the  Lancaster  Mills. 

The  rights  along,  over  and  across  the  above-mentioned  streets  are 
given  upon  the  express  condition  that  all  the  wires  of  the  company 
between  the  locations  at  the  Barry  property  to  the  point  on  Nashua 
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Street  where  said  wires  pass  along  or  in  front  of  the  property  of  the 
Lancaster  Mills  shall  be  placed  in  suitable  insulated  cables  of  lead,  or 
such  other  material  as  the  board  of  selectmen  shall  order  within  four 
months  from  the  date  of  the  granting  of  this  franchise. 

Third.  —  Along,  over  and  across  the  northerly  end  of  Oak  Street  to 
Acorn  Street;  thence  over,  across  and  along  Acorn  Street  to  Chace 
Street;  thence  along^  over  and  across  Chace  Street  to  the  property  of 
Elizabeth  Schimke. 

The  above  grants  hereby  given  to  the  company  to  erect,  maintain  and 
use  poles,  wires  and  other  apparatus  upon  the  above-mentioned  public 
highways  are  given  upon  the  following  conditions:  — 

1.  The  locations  of  all  poles,  the  kind  of  poles  and  the  construction 
of  wires  and  cables  shall  be  as  directed  and  approved  by  the  board  of 
selectmen. 

2.  So  far  as  feasible,  and  if  suitable  arrangements  can  be  made,  the 
company  and  the  Clinton  Qas  Light  Company  may  use  the  same  poles 
for  the  carrying  of  wires  on  the  highways  where  pole  locations  are 
granted,  and  permission  is  hereby  granted  to  replace  the  present  poles 
of  the  Clinton  Gas  Light  Company  with  suitable  poles  for  carrying  the 
electric  circuits  of  both  companies. 

3.  The  wires  of  the  company  shall  be  strung  not  less  than  20  feet 
above  the  level  of  the  public  highway,  and  such  further  height  as  the 
board  of  selectmen  may  require. 

4.  The  voltage  used  on  the  wires  of  the  company  shall  not  exceed 
14,000  volts  under  normal  working  conditions. 

5.  The  company  shall  not  refuse  to  deliver  electricity  for  power  or 
manufacturing  purposes  to  any  applicant  for  the  sole  reason  that  the 
applicant  is  a  small  user  of  electricity. 

6.  The  company  shall  not  furnish  electricity  for  power  purposes  to 
any  firm,  person  or  corporation  whose  sole  object  or  purpose  in  re- 
ceiving such  electricity  is  to  resell  the  same  at  a  profit  to  itself  and  at  a 
rate  higher  than  the  same  could  be  furnished  by  the  company  directly 
to  customers. 

7.  The  rights  and  privileges  hereby  granted  and  consented  to  shall  be 
exercised  only  by  the  Connecticut  River  Transmission  Company,  and  in 
case  of  a  sale,  transfer,  assignment  or  lease  of  the  same  by  the  company 
without  first  obtaining  an  order  adopted  by  the  board  of  selectmen, 
or  if  at  any  time  the  control  of  said  company  passes  directly  or  indi- 
rectly into  the  hands  of,  or  if  the  company  acquires  directly  or  indi- 
rectly the  control  of,  a  competing  company,  then  all  the  rights  and  privi- 
leges hereby  or  hereafter  granted  to  said  company  shall  be  thereby 
forfeited,  and  the  town  of  Clinton  and  its  servants  and  agents  shall 
have  the  right  and  authority,  at  the  expense  of  the  company,  to  remove 
all  its  poles,  wires,  structures  and  other  appliances  then  in,  under, 
upon,  over  or  across  the  public  streets  or  highways,  and  to  put  such 
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portions  of  the  streets  in  repair  similar  to  the  adjoining  parts  of  the 
streets. 

8.  The  company  shall  at  all  times  indemnify  and  save  harmless  the 
town  of  Clinton  from  any  cost,  charge,  liability  or  expense  which  it 
may  incur  or  to  which  it  may  become  liable  by  reason  of  the  privileges 
herein  granted. 

9.  The  locations  granted  on  West  Boylston  Road,  Grove,  Nashua, 
Chestnut,  Oak,  Acorn  and  Chace  streets  are  all  subject  to  the  further 
restrictions  that  the  company  shaU  place  its  wires  undei^ound  at  such 
time  as  the  Clinton  Gas  Light  Company,  its  successors  and  assigns, 
shaU,  on  the  same  streets,  place  its  wires  underground,  and  the  work 
of  both  companies  shall  be  done  simultaneously. 

10.  That  during  all  or  any  part  of  the  period  these  rights  are  in 
force,  and  provided  that  the  town  of  Clinton  establishes  or  controls  a 
municipal  lighting  plant,  the  company  shall,  upon  the  request  of  the 
board  of  selectmen,  at  any  time  deliver  to  the  town  of  Clinton,  at  the 
substation  of  the  company  on  Fitch  Road,  electric  energy  of  sufficient 
and  reasonable  force,  as  the  board  of  selectmen  may  designate. 

Said  electric  energy  shall  be  delivered  in  such  amount,  not  to  exceed 
800  horse  power  of  maximum  demand,  as  the  town  of  Clinton  may 
desire  to  be  used  for  any  or  all  purposes'  within  said  town  of  Clinton, 
and  at  a  rate  or  price  per  kilowatt  hour  not  to  exceed  the  lowest  price 
given  by  the  company  to  any  other  municipality  in  the  Commonwealth 
to  whom  the  company  shall  furnish  electric  energy;  with  further  pro- 
vision that  if  at  any  time  the  customary  price  for  electric  lighting  or 
power  in  similar  hours  and  methods  of  use  shall  decrease,  then  said 
]irice  per  kilowatt  hour  shall  be  decreased  in  like  proportion. 

IL  The  consent,  rights,  privileges  or  permissions  hereby  granted 
shall  expire  twenty-eight  years  from  the  date  of  this  franchise. 

12.  The  rights  and  privileges  herein  granted  are  upon  the  further 
condition  that  the  company  shall  comply  with  all  the  laws  of  the  Com- 
monwealth, by-laws  of  the  town  of  Clinton  and  such  further  regulations 
as  the  board  of  selectmen,  with  the  approval  of  the  Massachusetts  Gas 
and  Electric  Light  Commissioners,  may  pass  from  time  to  time. 

13.  Any  failure  to  comply  with  any  condition  of  the  franchise  shall 
be  remedied  by  the  company  within  a  reasonable  time  after  proper 
notice  thereof;  and  in  the  event  of  a  wilful  and  persistent  refusal  the 
eompany  shall  forfeit  all  right  hereunder. 

14.  Before  delivering  electric  energy  under  this  franchise  the  com- 
pany shall  file  with  the  board  of  selectmen  a  bond  in  the  sum  of  $5,000, 
in  such  form  and  with  such  surety  or  sureties  as  is  approved  by  the 
board  of  selectmen,  and  given  for  the  purpose  of  indenmifying  and 
saving  forever  harmless  the  town  of  Clinton  from  all  loss,  cost,  expense 
or  damage  which  it  may  pay,  suffer  or  incur  by  reason  of  any  of  the 
acts  and  doings  of  the  company. 
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15.  This  consent  and  permit  shall  not  be  construed  as  any  limitation 
upon  the  right  of  the  board  of  selectmen  from  time  to  time,  or  any 
other  board  vested  with  like  authority  in  the  town  of  Clinton,  to  grant 
rights,  privileges  or  authority  similar  to  or  different  from  those  herein 
set  forth,  and  in  the  same  streets  or  public  places  and  to  other  persons 
or  corporations. 

16.  A  formal  acceptance  and  agreement  to  abide  by  the  conditions  of 
this  franchise  shall  be  filed  by  the  company  with  the  town  clerk  within 
thirty  days  of  the  date  thereof. 


After  due  notice  the  Board  heard  all  parties  interested,  as  re- 
quired bj  law,  all  the  hearings  being  held  in  Clinton.  The 
Transmission  company  and  the  Gas  company  were  respectively 
represented  by  counsel,  and  the  tovm  of  Clinton  by  its  solicitor. 

The  character  and  purpose  of  the  Transmission  company  has 
been  considered  by  the  Board  in  connection  with  two  prior  ap- 
peals, the  first  in  Fitchburg  and  the  second  in  Worcester.  In 
its  decisions  the  Board  also  discussed  at  some  length  the  general 
principles  which  should  govern  such  cases.  Many  of  the  facts 
and  principles  so  considered  and  discussed  are  common  to  this 
appeal  as  well,  and  need  be  repeated  here  only  so  far  as  may 
seem  necessary  to  explain  the  Board's  conclusions. 

The  Transmission  company  was  organized  under  the  general 
laws  of  Massachusetts.  It  has  constructed  a  high-tension  trans- 
mission line  from  the  New  Hampshire  boundary  to  Gardner, 
Fitchburg,  Clinton,  Marlborough  and  Worcester.  It  is  selling 
electricity  to  the  electric  light  companies  in  Gardner,  Fitchburg 
and  Marlborough,  and  to  a  few  other  large  users  of  power  in  the 
places  named.  This  electricity  for  the  most  part  is  generated  by 
the  Connecticut  Eiver  at  the  South  Vernon  dam,  and  this  dam 
and  generating  plant  are  controlled  by  the  same  interests  con- 
trolling the  Transmission  company.  The  company  supplies 
either  primary  or  secondary  power,  the  amount  of  the  former 
being  that  which  may  be  obtained  from  the  stream  steadily 
throughout  the  year,  and  the  latter  that  which  may  be  obtained 
in  excess  of  such  minimum  amount.  Obviously  this  secondary 
power  must  be  supplemented  by  power  othenvise  generated, 
either  by  the  company  or  its  customers,  wherever  it  is  supplied 
and  continuous  power  is  desired.     The  company  has  recently 

Digitized  by  VjOOQ IC 


1912.]  PUBLIC  DOCUMENT  — No.  35.  43 

acquired  an  additional  source  of  such  supplementary  power  in 
its  contract  for  the  output  of  the  hydro-electric  plant  installed 
by  the  Metropolitan  Water  and  Sewerage  Board  at  the 
Wachusett  dam  in  Clinton. 

The  company's  main  transmission  line  passes  through  the 
westerly  part  of  Clinton  on  its  way  to  Worcester.  At  this  point 
a  substation  has  been  erected  in  which  the  current  is  transformed 
from  66,000  to  13,000  volts.  This  reduced  current  is  carried 
through  Clinton  on  the  locations  granted  in  the  order  appealed 
from  to  the  Lancaster  Mills,  and  thence  on  to  Berlin,  where  it 
connects  with  a  transmission  line  of  the  Marlborough  Electric 
Company.  A  connection  is  made  on  this  line  at  a  point  between 
the  substation  and  the  Lancaster  Mills  with  the  hydro-electric 
plant  at  the  Wachusett  dam.  The  Transmission  company  has 
but  one  customer  in  Clinton,  namely,  the  Lancaster  Mills,  to 
which  electricity  is  supplied  for  mechanical  and  manufacturing 
purposes. 

The  Clinton  Gas  Light  Company  has  been  engaged  in  making 
and  selling  gas  in  Clinton  since  1854,  in  which  year  it  was  in- 
corporated for  that  purpose  by  special  legislative  act.  In  1887 
it  undertook  the  supply  of  electricity  for  light  and  power  in  the 
same  territory,  having  been  duly  authorized  by  this  Board  so  to 
do;  Electricity  is  furnished  by  the  company,  however,  chiefly 
for  public  street  lights  and  private  lighting.  Its  power  business 
has  been  so  far  very  small.  On  June  30,  1911,  it  supplied  but 
26  motors,  with  an  aggregate  capacity  of  111  kilowatts.  With- 
out imdertaking  to  fully  endorse  its  power  rates,  it  is  perhaps 
fair  to  say,  inasmuch  as  there  was  some  criticism  of  them  at 
the  hearings,  that  under  its  schedule  a  power  customer  making 
a  substantial  use  of  a  motor  of  a  size  reasonably  suited  to  his 
needs  is  entitled  to  a  price  not  necessarily  excessive  as  compared 
with  the  prices  offered  by  other  electric  light  companies  of 
similar  size, 

Ifo  objection  was  made  by  the  Gas  company  to  the  erection  of 
the  Transmission  company's  line  through  Clinton  on  the  location 
granted  by  the  selectmen,  and  counsel  for  the  town  suggested 
that  the  order  of  location  should  be  affirmed  as  originally 
granted.     The  only  issue  between  the  two  companies  which 
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developed  at  the  hearings  was  as  to  what  limitations  should  be 
imposed  upon  the  distribution  and  sale  of  electricity  for  power 
by  the  Transmission  company.  The  town  through  its  counsel 
urged  that  the  Transmission  company  should  not  be  restricted 
to  the  supply  of  large  power  users,  and  that  it  should  not  be 
permitted  to  sell  electricity  to  the  Gas  company. 

In  the  original  charter  of  the  Transmission  company  its  pur- 
pose was  declared  to  be  '^  generating,  manufacturing,  storing, 
transmitting,  purchasing  and  selling  electricity  for  furnishing 
power  or  heat,  and  for  the  erection  and  maintenance  of  poles, 
lines,  conduits  and  wires  for  the  transmission  of  electricity  for 
the  forgoing  purposes,  and  in  general  carrying  on  the  business 
of  furnishing  electricity  for  power  or  heat." 

After  the  decision  of  the  selectmen  above  set  forth,  and  before ' 
the  hearing  on  the  appeal,  this  corporation,  by  a  unanimous  vote 
of  its  stockholders,  pursuant  to  the  provisions  of  section  47  of 
chapter  110  of  the  Eevised  Laws,  changed  the  business  for  the 
transaction  of  which  it  was  incorporated  so  that  its  purpose 
reads  as  follows :  "  For  the  purpose  of  generating,  manufactur- 
ing, storing,  transmitting,  furnishing,  purchasing  and  selling 
electricity  for  mechanical,  manufacturing,  railroad,  railway  and 
heating  purposes,  and  for  the  use  of  municipalities  lawfully 
engaged  under  the  laws  of  this  Commonwealth  in  the  business 
of  furnishing  electricity  for  light,  heat  or  power,  and  for  the 
erection  and  maintenance  of  poles,  lines,  conduits  and  wires  for 
the  transmission  of  electricity  for  the  foregoing  purposes." 
Counsel  for  the  town  claimed  that,  in  view  of  the  purpose  of  the 
company  as  expressed  both  in  its  original  and  amended  charter, 
it  was  not  "  a  company  incorporated  or  authorized  to  distribute 
and  sell  electricity  exclusively  for  power,"  and  that,  in  conse- 
quence, the  provisions  of  chapter  617  of  the  Acts  of  1908  do 
not  apply  to  it. 

This  last  contention  is  of  considerable  importance.  If  it 
be  sustained,  then  this  appeal  is  governed  solely  by  the  pro- 
visions of  sections  26  and  27  of  chapter  121  of  the  Revised  Laws. 
The  Board  in  considering  these  provisions  has  expressed  in 
previous  decisions  doubt  not  only  of  the  authority  of  selectmen 
under  section  26,  in  consenting  to  the  entry  of  a  new  company 
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into  a  territory  abeadj  served,  to  impose  any  restrictions  upon 
tbe  character  and  extent  of  the  business  of  such  new  company, 
but  also,  in  case  of  appeal  under  section  27,  of  the  authority 
of  this  Board  to  modify  or  in  any  way  restrict  tlje  order  upon 
which  the  appeal  is  based.  It  was  because  of  this  doubt,  and 
the  belief  that  the  problem  with  respect  to  the  entry  of  a  com- 
pany engaged  in  the  supply  of  electricity  for  purposes  other 
than  for  light  into  territory  already  supplied  by  an  electric  light 
company  might  differ  from  the  entry  of  a  second  electric  light 
company  into  such  territory,  that  chapter  617  of  the  Acts  of 
1908  was  enacted  by  the  Legislature. 

The  town's  contention,  therefore,  calls  for  a  construction  of 
the  1908  act,  and  especially  of  the  words  "exclusively  for 
power,"  for  it  is  obvious  that  the  Transmission  company  may, 
under  its  original  charter,  transmit  and  sell  electricity  for 
"  heat,"  and  under  its  amended  charter  to  municipal  light  plants 
for  distribution  and  sale  by  them  for  lighting  purposes  as  well 
as  for  heat  or  power.  It  is,  in  fact,  supplying  electricity  to  one 
customer  at  least  whose  chief  use  may  be  properly  described  as 
"  heat "  and  to  several  electric  light  companies  for  resale  by 
them  for  all  purposes  for  which  they  may  lawfully  supply 
electricity. 

The  Legislature  has  never  defined  the  word  "  power,"  so  often 
used  in  the  statutes  relating  to  the  manufacture,  distribution 
and  sale  of  electricity.  It  did,  however,  provide  in  1895  (chap- 
ter 420),  by  an  act  relative  to  the  "  sale  of  electricity  for  heating 
and  cooking,"  that  a  person  or  corporation  "  lawfully  engaged 
in  the  business  of  transmitting  electricity  for  lighting  or  power 
through  wires  legally  located  on  poles  over,  or  in  conduits  under, 
the  streets  and  highways  of  this  Commonwealth,  may  sell  such 
electricity  for  operating,  heating,  cooking  and  kindred  appa- 
ratus and  motors."  This  act  is  now  section  24  of  chapter  121 
of  the  Revised  Laws.  By  virtue  of  its  provisions  an  electric 
light  company  may  sell  its  electricity  for  the  purposes  named 
as  well  as  for  light,  and  a  power  company  may  sell  its  electricity 
for  the  purposes  named  as  well  as  for  power.  While  this  does 
not,  perhaps,  offer  any  definition  of  what  is  meant  by  "  power," 
it  does  indicate  that  the  distinction  between  an  electric  light 
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and  an  electric  power  company,  as  these  terms  are  used  in  the 
statutes,  is  that  the  first  is  and  the  second  is  not  engaged  in  sell- 
ing electricity  for  light.  Furthermore,  in  certain  special  char- 
ters granted  to  corporations  designated  as  power  companies  the 
Legislature  has  indicated  a  purpose  to  observe  this  distinction, 
but  with  the  addition  that  such  companies  have  been  expressly 
authorized  to  furnish  electricity  to  municipal  plants  for  resale 
for  lighting  as  well  as  for  heating  and  power  purposes  (Acts  of 
1895,  chapter  309;  1903,  chapter  350;  1904,  chapter  340; 
3908,  chapter  580;  1909,  chapter  152).  At  any  rate,  it  seems 
clear  that  in  this  instance  by  the  phrase  "  electricity  exclusively 
for  power  "  the  Legislature  did  not  intend  to  describe  a  use  of 
electricity  confined  to  the  operation  of  motors,  but  rather  its 
use  for  mechanical  and  manufacturing  purposes  generally. 
This  construction  of  the  phrase  would  include  in  its  scope  appli- 
cations of  electrical  energy  more  aptly  designated  by  the  word 
'^  heat  "  than  "  power."  It  may  also  be  fairly  claimed  that  the 
phrase  includes  the  supply  of  electricity  in  bulk  to  local  dis- 
tributors substantially  as  it  would  be  received  by  them  from 
their  own  generators. 

This  broader  significance  of  the  term  "  power  "  is  in  keeping 
with  recent  developments  in  the  industry.  Substantially  all  of 
the  so-called  "  power  "  companies  throughout  the  country  are 
organized  for  the  purpose,  and  actually  engaged  in  the  business, 
of  transmitting  and  selling  electricity  for  the  uses  just  described* 
In  England,  in  the  1908  London  Electric  Supply  Act  it  is  ex- 
pressly provided  that  in  the  construction  of  that  act  " '  power 
purposes '  shall  include  all  purposes  for  which  electrical  energy 
may  be  applied  other  than  for  use  either  directly  or  indirectly 
for  lighting."  While  the  common  practice  of  electric  light  com- 
panies has. been  to  use  the  word  "i)ower"  in  the  classification 
of  its  business,  both  with  respect  to  service  and  price,  as  apply- 
ing to  the  supply  of  motors  merely,  yet  it  is  significant  that  they 
have  created  but  two  classes  of  customers,  namely,  for  "  light " 
or  "  power,"  and  in  the  rapid  and  varied  extension  of  the  appli- 
cation of  electrical  energy  it  is  evident  that  these  terms  are 
becoming  inapt  and  inadequate.  For  instance,  the  largest  elec- 
tric light  company  operating  in  this  State  has  found  it  necessary 
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in  its  rate  schedule  to  define  "  power  "  as  "  general  motor  serv- 
ice, cooking,  heating,  electroplating,  charging  storage  batteries 
and  similar  service,  but  not  including  the  running  of  dynamos 
for  electric  lighting  purposes."  In  fact,  in  mechanical  proposi- 
tions the  terms  "  power,"  "  force  "  and  "  energy  "  are  often 
used  indiscriminately  to  express  the  same  idea. 

In  view  of  all  these  considerations  the  Board,  while  recogniz- 
ing that  the  question  is  not  free  from  doubt,  has  reached  the 
conclusion  that  the  Transmission  company  is  incorporated  or 
authorized  to  distribute  and  sell  electricity  exclusively  for 
"power"  within  the  meaning  of  chapter  617  of  the  Acts •  of 
1908,  and,  therefore,  that  in  consenting  to  the  erection  and 
maintenance  of  its  wires  over  the  public  streets  of  Clinton  the 
Board  may  "  affirm,  amend,  alter  or  add  to  the  terms,  limita- 
tions and  restrictions  "  imposed  by  ihe  selectmen  in  their  deci- 
sion from  which  this  appeal  is  taken.  It  should,  however,  be 
remembered,  as  already  pointed  out  in  previous  decisions,  that 
the  authority  of  the  Board  is  confined  to  the  question  of  the 
original  entry  of  the  Transmission  company  into  Clinton.  No 
authority  is  given  to  the  Board  over  street  locations  which  may 
hereafter  be  granted  for  extending  the  company's  lines.  Conse- 
quently, if  this  order  is  affirmed  the  right  of  the  Transmission 
company  to  engage  generally  in  the  sale  of  electricity  in  Clinton 
for  the  purposes  named  in  its  charter  is  concluded  so  far  as  this 
Board  is  concerned,  subject  only  to  such  terms,  limitations  and 
restrictions  as  may  be  imposed  in  the  order  affirmed. 

It  requires  no  argument  to  convince  the  Board  of  the  desira- 
bility of  making  cheap  power  available  to  communities  such  as 
Clinton.  Its  views  upon  this  question  have  been  for  some  years 
a  matter  of  public  record.  It  does  not,  however,  necessarily 
follow  that  the  general  public  interest  is  altogether  co-ordinate 
with  or  entirely  dependent  upon  the  interests  of  individual 
power  users  as  such,  whether  large  or  small,  or  will  necessarily 
be  promoted  by  a  destructive  competition  between  these  two 
companies  for  the  power  business  of  Clinton.  At  the  same  time, 
any  purpose  to  supply  large  as  distinguished  from  small  users 
is  to  be  tolerated  only  during  such  time  as  may  be  necessary  to 
establish  the  public  character  of  the  business  which  the  Trans- 
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miflsion  company  is  undertaking,  and  properly  to  adjust  the  re- 
lations between  it  and  the  local  agencies  for  the  distribution  of 
electricity. 

The  distribution  of  electricity  through  the  public  streets,  and 
its  sale  for  lighting  purposes,  has  been  recognized  as  a  public 
service  for  more  than  twenty  years.  This  conception  of  the 
character  of  the  business  has  not  changed  even  though  electricity 
so  distributed  has  come  to  be  applied  to  other  important  uses. 
For  the  same  period  it  has  been  the  established  legislative  policy 
of  the  Commonwealth  that,  so  long  as  such  an  agency  for  the  dis- 
tribution of  electricity  in  any  given  territory  is  adequately  and 
properly  performing  its  public  duty,  the  public  interest  is  better 
served  by  public  supervision  and  regulation  than  by  competi- 
tion. The  advent  of  the  Transmission  company  into  communi- 
ties abeady  supplied,  for  the  purpose  of  selling  electricity  pri- 
marily to  large  consumers  for  manufacturing  and  mechanical 
uses,  and  to  a  considerable  extent  as  "  secondary  power,"  has  de- 
veloped a  novel  and  important  phase  of  the  problem  with  which 
the  Board  in  administering  the  legislative  policy  previously 
described  has  already  had  to  deal.  In  each  instance  which  has 
been  brought  to  the  attention  of  the  Board  the  local  authorities, 
as  in  this  case,  have  attempted  to  preserve  competitive  relations 
between  the  new  company  and  the  one  already  established,  but 
have  hesitated  to  compel  it,  as  a  condition  of  admission,  to  ob- 
serve the  duties  and  obligations  of  a  public  servant,  to  serve 
all  with  adequate  facilities  vTithout  discrimination  and  for  no 
more  than  a  reasonable  compensation,  since  such  a  require- 
ment, being  obviously  not  included  in  the  company's  pur- 
pose, might  discourage  or  wholly  prevent  the  entry  of  the  new 
company  into  the  field  for  any  purpose  whatever.  Anything 
short  of  an  insistence  on  this  condition  must,  however,  inevitably 
fail  to  give  the  entire  community  the  advantage  of  two  sources 
from  which  electricity  for  mechanical  and  manufacturing  pur- 
poses may  be  purchased.  On  the  other  hand,  an  insistence  on 
this  condition  will  probably  ultimately  result  in  no  greater  ad- 
vantage to  the  community  than  its  supply  by  one  public-service 
agency  properly  regulated  and  supervised. 

To  put  the  matter  more  concretely,  the  Transmission  company 
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came  into  Clinton  to  reach  the  Lancaster  Mills  and  the  Marlbor- 
ough Electric  Company  at  the  Berlin  line.  Without  these  ob- 
jectives it  would  never  have  sought  admission  to  Clinton. 
Unless  compelled  by  law,  any  sale  of  electricity  by  it  to  small 
power  users  will  be  casual  and  incidental  merely  to  its  primary 
purpose.  If  compelled  by  law  to  supply  any  one  customer, 
there  is  no  sound  reason  why  it  should  not  be  required  to  supply 
all  who  may  desire  its  service,  and  to  extend  its  lines  so  far  as 
may  be  reasonably  necessary  for  this  purpose.  In  that  event, 
for  reasons  fully  discussed  in  the  Board's  prior  decisions,  there 
is  at  least  doubt  whether  it  can  charge  much  if  any  less  than  the 
prices  at  which  the  Gas  company  can  afford  to  sell  electricity  to 
small  users  of  power.  If,  however,  the  Transmission  company 
should  serve  all  who  might  require  a  supply  of  electricity  from 
it,  and  should  sell  electricity  for  all  purposes  other  than  light, 
at  prices  less  than  charged  by  the  Gas  company,  the  numerically 
few  users  of  power  might  benefit,  but  the  numerous  users  of  * 
electricity  for  light,  including  the  community  itself,  as  the  most 
important  consumer  of  all,  would  gain  no  advantage.  In  fact, 
inasmuch  as  experience  has  developed  that  low  prices  for  elec- 
tricity for  light  are  dependent  upon  the  extent  and  diversity 
of  the  use  of  electricity  for  other  purposes,  it  seems  fair  to 
conclude  that  any  attempt  to  compel  these  two  companies  to 
observe  competitive  relations  may  not  result  in  any  advantage 
to  small  users  of  power,  and  if  it  does,  then  only  at  a  corre- 
sponding disadvantage  to  the  community  as  a  whole. 

On  the  other  hand,  the  Board  has  for  some  time  been  of  the 
opinion  that  the  public  interest  in  the  distribution  of  electricity 
by  means  of  the  public  streets  is  not  to  be  measured  by  the  use 
to  which  electricity  is  put  after  its  delivery  to  the  customer  to 
whom  it  is  sold.  If  cheap  power  is  to  be  made  available  to  a 
community,  it  should  be  made  available  to  all  for  any  use,  and 
not  confined  to  a  few  for  a  special  use  in  which  the  community 
is  at  best  but  indirectly  interested.  If  it  is  to  be  made  available 
to  all,  it  must  be  through  some  common  public-service  agency. 
It  is  for  this  reason  that  the  Board  believes  that  the  Transmis- 
sion company  should  not  be  excluded  from  selling  to  the  Gas 
compaliy,  but  rather  should  be  free  to  do  so  and  the  latter  com- 
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pany  should  be  willing  to  buy  if  thereby  it  can  obtain  its  elec- 
tricity cheaper  than  it  can  generate  the  same.  Indeed,  were  it 
not  for  certain  practical  difficulties  growing  out  of  the  capacity 
of  the  Gas  company's  plant  as  compared  with  the  requirements 
of  the  one  customer  whom  the  Transmission  company  is  serving, 
and  for  the  further  fact  that  the  line  in  question  also  supplies 
the  Marlborough  company,  an  arrangement  similar  to  that  in 
Fitchburg,  whereby  the  local  company  became  the  distributing 
agency  for  the  Transmission  company,  might  be  desirable.  But 
for  the  time  being,  at  least,  an  arrangement  similar  to  that 
followed  in  Worcester  is,  in  the  judgment  of  the  Board,  suffi- 
cient. Under  it  the  Transmission  company  may  supply  cus- 
tomei-s  whose  requirements  are  too  great  to  make  it  profitable 
for  the  Gas  company,  with  its  present  plant  and  business,  to 
undertake  their  supply,  but  with  provision  for  future  readjust- 
ments of  the  relative  sphere  of  activity  of  the  two  companies 
whenever  the  public  interest  so  demands. 

The  provision  in  the  selectmen's  decision,  by  which  the  rights 
granted  by  them  are  to  terminate  at  the  end  of  twenty-eight 
years,  is  a  distinct  departure  from  the  legislative  policy  and 
practice  of  many  years,  which  has  been  to  grant  indeterminate 
revocable  franchises  in  cases  similar  to  the  one  under  considera- 
tion. The  only  advantage  of  the  provision  in  question  from  any 
standpoint  is  that  at  the  expiration  of  the  term  a  certain  measure 
of  control  may  revert  to  the  selectmen.  If  this  consideration 
was  thought  to  be  of  importance,  it  is  difficult  to  understand  why 
so  long  a  period  was  named.  At  any  rate,  without  undertaking 
a  full  discussion  of  the  important  question  raised,  and  until  the 
Legislature  has  declared  a  different  policy  with  respect  to  the 
matter,  the  Board  believes  that  such  a  provision  is  inexpedient, 
and  that  its  effect,  if  employed,  would  be  to  weaken  the  public 
control  of  the  situation,  and  to  discourage  rather  than  encourage 
the  highest  development  of  the  properties  involved  and  the 
lowest  charges  for  their  service. 

For  the  foregoing  reasons  the  Board  adopted  the  follow- 
ing:— 

Whereas,  by  a  certain  resolntian  adopted  on  Aug.  31,  1909,   the 
selectmen  of  the  town  of  Clinton  granted  their  consent  to  the  Con- 
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necticut  River  Transmission  Company  to  lay,  erect,  maintain  and  use 
over  or  under  the  streets,  lanes  and  highways  of  said  town  wires  for  the 
transmission  of  electricity,  sabject  to  certain  terms,  limitations,  restric- 
tions and  conditions  in  said  resolution  set  forth;  and 

WhereaSy  the  Clinton  Gas  Light  Company  was  aggrieved  by  the  deci- 
sion of  said  selectmen,  and  duly  appealed  therefrom  to  the  Board  of 
Gas  and  Electric  Light  Commissioners,  as  provided  by  law;  and 

Where€t8f  the  Board  of  Gas  and  Electric  Light  Commissioners  gave 
due  notice  of  said  appeal  and  heard  all  parties  interested,  as  required 
by  law:  — 

Now,  iherefor€f  the  Board  of  Gas  and  Electric  Light  Commissioners 
hereby  grants  its  consent  to  the  Connecticut  River  Transmission  Com- 
pany to  lay,  erect,  maintain  and  use  over  or  under  the  streets,  lanes 
and  highways  of  said  town  of  Clinton  wires  for  the  transmission  of 
electricity  for  power,  subject  to  the  terms,  limitations  and  restrictions 
set  forth  in  said  resolution  of  the  selectmen  of  said  town  hereinbefore 
referred  to,  so  affirmed,  amended,  altered  or  added  to  as  to  read  as 
hereinafter  set  forth,  and  as  the  Board  of  Gas  and  Electric  Light  Com- 
missioners adjudges  that  the  public  interest  requires,  viz.:  — 

1.  The  company  may,  subject  to  the  terms,  limitations  and  restric- 
tions herein  expressed,  erect,  maintain  and  use  poles  and  string  wires 
over,  under,  along  and  across  public  highways  in  accordance  with 
the  locations  granted  therefor  in  the  resolution  of  the  selectmen  herein- 
before mentioned.  But  the  company  shall  not  lay,  erect,  maintain  or 
use  wires  for  the  transmission  of  electricity  over  or  under  any  other 
streets,  lanes  and  highways  of  said  town  of  Clinton  without  the  consent 
in  writing  of  the  Board  of  Gas  and  Electric  Light  Commissioners  first 
having  been  obtained  thereto. 

2.  The  locations  of  all  poles,  the  kind  of  poles,  and  the  construction 
of  wires  and  cables  shall  be  as  directed  and  approved  by  the  board  of 
selectmen. 

3.  So  far  as  feasible,  and  if  suitable  arrangements  can  be  made,  the 
company  and  the  Clinton  Gas  Light  Company  may  use  the  same  poles 
for  the  carrying  of  wires  on  the  highways  where  pole  locations  are 
granted,  and  permission  is  hereby  granted  to  replace  the  present  poles 
of  the  Clinton  Gas  Light  Company  with  suitable  poles  for  carrying 
the  electric  circuits  of  both  companies. 

4.  The  wires  of  the  company  shall  be  strung  not  less  than  20  feet 
above  the  level  of  the  public  highway,  and  such  further  height  as  the 
board  of  selectmen  may  require. 

5.  The  voltage  used  on  the  wires  of  the  company  shall  not  exceed 
14,000  volts  under  normal  working  conditions. 

6.  All  wires  strung  by  the  company  from  the  Barry  property  to  the 
pomt  on  Nashua  Street  where  said  wires  pass  along  or  in  front  of  the 
property  of  the  Lancaster  Mills  shall  be  placed  in  suitable  insulated 
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cables  of  lead,  or  such  other  material  as  the  selectmen  shall  order, 
within  four  months  from  the  date  hereof. 

7.  The  company  may  supply  electricity  to  the  Clinton  Gas  Light 
Company,  electric  railroads  and  railways,  but  shall  not,  directly,  or 
indirectly,  supply  electricity  to  any  other  customer  whose  motors  and 
apparatus  connected  for  use  shall  be  of  an  aggregate  rated  capacity  of 
less  than  300  electrical  horsepower,  and  whose  annual  consumption  shall 
be  less  than  450,000  horse-power  hours;  and  all  sales  of  electricity  and 
all  contracts  therefor  made  by  said  company,  except  to  and  with  the 
Clinton  Gas  Light  Company,  shall  be  upon  the  express  condition  that 
no  purchaser  thereof  shall,  directly  or  indirectly,  resell  the  same  or 
any  part  thereof;  but  the  terms,  limitations  and  restrictions  in  thb 
paragraph  expressed  may,  at  the  written  request  of  said  Transmission 
company,  or  upon  the  complaint  in  writing  of  at  least  ten  users  of 
power  in  Clinton,  from  time  to  time  be  amended,  altered  or  added  to 
by  the  Board  of  Gas  and  Electric  Light  Commissioners. 

8.  The  rights  and  privileges  herein  granted  shall  be  exercised  only 
by  the  Connecticut  River  Transmission  Company,  and  in  case  of  a  sale, 
transfer,  assignment  or  lease  of  the  same  by  the  company  without  the 
approval  of  the  selectmen,  or  if  at  any  time  the  control  of  the  said 
company  passes,  directly  or  indirectly,  into  the  hands  of,  or  if  the  com- 
pany acquires  directly  or  indirectly  the  control  of,  a  competing  com- 
pany, then  all  the  rights  and  privileges  hereby  or  hereafter  granted 
to  said  company  shall  be  thereby  forfeited,  and  the  town  and  its 
servants  and  agents  shall  have  the  right  and  authority,  at  the  expense 
of  the  said  company,  to  remove  all  of  its  poles,  wires  and  other  prop- 
erty then  in,  over  or  upon  the  public  streets,  lanes  and  highways,  and 
to  put  such  portions  of  the  streets  in  repair  similar  to  the  adjoining 
parts  of  the  streets. 

9.  The  company  shall  at  all  times  indemnify  and  save  harmless  the 
town  of  Clinton  from  any  cost,  charge,  liability  or  expense  which  it 
may  incur  or  to  which  it  may  become  liable  by  reason  of  the  privileges 
herein  granted. 

10.  The  conjpany  shall  place  its  wires  undei^ound  on  West  Boyls- 
ton  Road,  Grove,  Nashua,  Chestnut,  Oak,  Acorn  and  Chace  streets,  at 
such  time  as  the  Clinton  Gas  Light  Company,  its  successors  and  assigns, 
shall,  on  the  same  street,  place  its  wires  underground,  and  the  work  of 
both  companies  shall  be  done  simultaneously. 

11.  If  the  town  of  Clinton  shall  at  any  time  acquire  a  municipal 
lighting  plant,  the  company  shall,  upon  the  request  of  the  selectmen  or 
municipal  light  board  of  the  town  of  Clinton,  deliver  to  said  town, 
at  the  substation  of  the  company  on  Fitch  Road,  electric  energy  of 
sufficient  and  reasonable  force  as  the  selectmen  may  designate.  Said 
electric  energy  shall  be  delivered  in  such  amount,  not  to  exceed  800 
horse  power  of  maximum  demand,  as  the  town  of  Clinton  may  desire, 
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to  be  used  for  any  or  all  purposes  within  said  town  of  Clinton,  and  at 
a  rate  or  price  per  kilowatt  hour  not  to  exceed  the  lowest  price  given 
by  the  company  to  any  other  municipality  in  the  Commonwealth  to 
whom  the  company  shall  furnish  electric  energy,  with  further  provision 
that  if  at  any  time  the  customary  price  for  electric  lighting  or  power  in 
similar  hours  and  methods  of  use  shall  decrease,  then  said  price  per 
kilowatt  hour  shall  be  decreased  in  like  proportion. 

12.  The  rights  and  privileges  herein  granted  are  upon  the  further 
condition  that  the  company  shall  comply  with  all  the  laws  of  the  Com- 
monwealth, by-laws  of  the  town  of  Clinton,  and  such  further  regula- 
tions as  the  selectmen,  with  the  approval  of  the  Massachusetts  Gas 
and  Electric  light  Commissioners,  may  pass  from  time  to  time. 

13.  Any  failure  to  comply  with  the  terms  of  this  order  shall  be  rem- 
edied by  the  company  within  a  reasonable  time  after  notice  thereof; 
and  in  addition  to  the  remedies  provided  by  law,  in  the  event  of  a 
willful  and  persistent  refusal  so  to  do,  it  shall  forfeit  all  rights  here- 
under. 

14.  Before  delivering  electric  energy  under  this  franchise  the  com- 
pany shall  file  with  the  selectmen  a  bond  in  the  sum  of  $5,000,  in  such 
form  and  with  such  surety  or  sureties  as  may  be  approved  by  the 
selectmen,  and  given  for  the  purpose  of  indenmifying  and  saving  for- 
ever harmless  the  town  of  Clinton  from  all  loss,  cost,  expense  or  damage 
which  it  may  pay,  suffer  or  incur  by  reason  of  any  of  the  acts  and 
doings  of  the  company. 

15.  This  consent  and  permit  shall  not  be  construed  as  any  limitation 
upon  the  right  of  the  selectmen  from  time  to  time,  or  any  other  board 
vested  with  like  authority  in  the  town  of  Clinton,  to  grant  rights,  privi- 
l^es  or  authority  similar  to  or  different  from  those  herein  set  forth, 
and  in  the  same  streets,  or  public  places,  and  to  other  persons  or  cor- 
porations. 

16.  The  authority  granted  by  this  order  shall  be  void  and  of  no  effect 
unless  a  formal  acceptance  and  an  agreement  to  abide  by  the  terms  and 
conditions  of  this  order  is  filed  by  the  company  with  the  town  clerk 
within  thirty  days  of  the  passage  thereof.     (December  8.) 

Consolidation  s . 
GEEBirarrEiJ),  Shelbubne  Falls  and  Colrain  Consolidation. 
These  were  the  joint  applications  of  the  Greenfield  Electric 
Light  and  Pov^er  Company  and  Shelbume  Falls  Electric  Light 
and  Power  Company  and  of  the  Greenfield  Electric  Light  and 
Power  Company  and  Colrain  Electric  Light  and  Power  Com- 
pany, respectively,  for  the  determinations  required  by  chapter 
629  of  the  Acts  of  1908  relative  to  the  consolidation  of  the 
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Shelbume  Falls  and  Colrain  companies  with  the  Greenfield 
company  under  the  name  in  each  instance  of  "  Greenfield  Elec- 
tric Light  and  Power  Company." 

'  After  due  notice  a  public  hearing,  as  required  by  law,  was 
held,  both  applications  being  heard  at  the  same  time. 

Accompanying  each  application  was  a  copy  of  an  agreement 
to  consolidate  the  two  companies  which  were  parties  thereto, 
together  with  certified  transcripts  from  the  records  of  each  com- 
pany, from  which  it  appeared  that  the  terms  of  both  consolida- 
tions had  been  approved  at  meetings  called  for  the  purpose  by 
votes  of  more  than  two-thirds  in  interest  of  the  respective  con- 
tracting parties,  in  each  instance  adopted  within  less  than  four 
months  prior  to  the  filing  of  said  applications. 

The  three  companies  in  question  were  organized  under  the 
laws  of  this  Commonwealth  for  the  purpose  of  making  and 
selling  electricity  for  light,  heat  and  power,  and  were  actually 
engaged  in  that  business.  The  Greenfield  company  had  its  lines 
and  was  supplying  electricity  in  Greenfield,  Deerfield,  North- 
field  and  Bernardston.  The  Shelburne  Falls  Company  had  its 
lines  and  was  supplying  electricity  in  Shelbume  and  Buckland, 
the  former  a  municipality  contiguous  to  Greenfield.  The  Col- 
rain company  had  its  lines  and  was  supplying  electricity  in 
Colrain,  a  municipality  contiguous  to  Greenfield. 

The  Shelbume  Falls  company  was  duly  organized  in  1909, 
and  in  1910  acquired  the  property  and  business  of  a  partnership 
theretofore  engaged  in  the  supply  of  electricity  under  the  same 
name.  For  this  purpose  it  was  duly  authorized  to  issue  capital 
stock  to  the  amount  of  $45,000,  This  stock  was  outstanding  at 
the  date  of  the  decision,  and  on  April  30,  1911,  it  had  a  plant 
with  a  book  value  of  $66,401.95,  and  other  assets  of  a  book 
value  of  $5,891.51,  and  owed  debts  amounting  to  $26,448.36. 
It  had  paid  no  dividends.  The  Colrain  company  was  duly 
organized  in  1908,  and  acquired  the  property  and  business  of 
a  partnership  theretofore  engaged  in  the  supply  of  electricity 
under  the  name  of  "  Colrain  Electric  Light  Company."  For 
this  purpose  it  was  duly  authorized  to  issue  capital  stock  to  the 
amount  of  $2,500.  This  stock  was  outstanding  at  the  date  of 
the  decision,  and  on  April  30,  1911,  it  had  a  plant  with  a  book 
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value  of  $2,710.58,  and  other  assets  of  a  book  value  of  $568.85, 
and  owed  debts  amounting  to  $1,073.76.  It  had  paid  no  divi- 
dends. Subsequent  to  June  20,  1910,  the  Shelburne  Falls  and 
Colrain  companies  passed  into  the  hands  of  the  interests  own- 
ing or  controlling  the  Greenfield  company.  With  this  change 
of  ownership  the  two  former  companies  ceased  to  make  elec- 
tricity, buying  aU  of  their  electricity  from  the  Greenfield  com- 
pany. The  prices  for  electricity  which  prevailed  in  Greenfield 
were  put  in  force  by  the  other  two  companies,  and  for  all 
practical  purposes  the  three  companies  were  operated  and  man- 
aged as  integral  parts  of  one  system. 

By  the  terms  of  the  agreement  to  consolidate,  the  Shelburne 
Falls  and  the  Colrain  companies,  respectively,  were  to  convey 
and  transfer  to  the  Ghreenfield  company  all  their  "  franchises, 
locations,  moneys  and  other  property,  real  and  personal,"  used 
in  their  business  of  generating  and  distributing  electricity,  and 
the  Greenfield  company  was  to  assume  and  pay  all  of  their  debts 
and  lawful  liabilities,  and  to  issue  and  exchange,  share  for 
share,  at  par,  475  shares  of  its  capital  stock,  respectively,  for 
the  outstanding  450  shares  of  the  capital  stock  of  the  Shelburne 
Falls  company  and  the  outstanding  25  shares  of  the  capital 
stock  of  the  Colrain  company.  When  this  exchange  had  been 
effected  the  certificates  of  the  stock  of  the  Shelburne  Falls  and 
Colrain  companies  were  to  be  surrendered  and  cancelled,  and 
were  not  to  be  reissued. 

Under  this  arrangement  the  aggregate  amount  of  the  capital 
stock  and  the  aggregate  amount  of  the  debt  of  the  three  com- 
panies will  not  be  increased  by  reason  of  the  consolidation. 
The  advantage  to  the  public  by  this  extension  of  the  territory 
of  the  Greenfield  company  and  its  absorption  of  these  two  other 
companies,  which  must  remain  relatively  weak  and  inefficient 
if  operated  independently,  seemed  to  be  too  obvious  to  require 
extended  comment  by  the  Board.  By  an  order  simultaneously 
adopted  the  Greenfield  company  was  authorized  to  issue  475 
shares  of  new  capital  stock  for  the  purpose  of  effecting  these 
consolidations,  and  the  Board  also  found  that  the  facilities  for 
furnishing  and  distributing  light,  heat  and  power  would  not  be 
diminished  by  reason  thereof. 
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The  following  was  therefore  adopted :  — 

In  the  matter  of  the  applications,  first  of  the  Greenfield  Electric 
Light  and  Power  Company  and  Shelbume  Falls  Electric  light  and 
Power  Company,  and  second  of  the  Ghreenfield  Electric  light  and  Power 
Company  and  Cohrain  Electric  light  and  Power  Company,  for  the 
determinations  relative  to  their  respective  consolidations  under  the 
name  of  the  ^Greenfield  Electric  Light  and  Power  Company,''  re- 
quired by  the  provisions  of  chapter  629  of  the  Acts  of  1908:  — 

The  Board  of  Gas  and  Electric  Light  Commissioners,  after  notice 
and  a  public  hearing,  and  upon  due  consideration  thereof,  hereby  de-' 
termines  that  the  facilities  for  furnishing  and  distributing  light,  heat 
and  power  will  not  by  reason  of  said  consolidations  be  diminished; 
and  that  said  consolidations  and  the  terms  thereof,  as  set  forth  in 
said  applications  and  in  the  agreements  thereto  annexed,  are  con- 
sistent with  the  public  interest     (July  14.) 

BeVEBLY  AIfJ>  D^NVEBS  CONSOLIDATION. 

This  was  a  joint  application  by  the  Beverly  Gas  and  Electric 
Company  and  the  Danvers  Gas  Light  Company  for  the  deter- 
minations relative  to  their  consolidation  under  the  name  of 
"Beverly  Gks  and  Electric  Company,"  required  by  the  pro- 
visions of  chapter  629  of  the  Acts  of  1908,  as  amended  by  chap- 
ter 816  of  the  Acts  of  1909. 

After  due  notice  a  public  hearing,  as  required  by  law,  was 
held  on  this  application.  Bepresentatives  of  the  town  of  Dan- 
vers were  present  and  expressed  their  approval,  provided  the 
consolidation  did  not  affect  or  interfere  with  the  business  of 
their  municipal  electric  light  plant. 

Accompanying  the  application  was  an  agreement  of  the  two 
companies  to  consolidate,  with  certified  transcripts  from  the 
records  of  both  companies,  from  which  it  appeared  that  the 
terms  of  the  consolidation  had  been  approved  at  meetings  called 
for  the  purpose  by  votes  of  more  than  two-thirds  in  interest  of 
each  of  the  contracting  parties,  adopted  within  less  than  four 
months  prior  to  the  filing  of  said  application. 

The  Beverly  company  is  engaged  in  making  and  selling  gas  in 
Beverly,  It  was  also  duly  authorized  in  1888  to  engage  in  the 
business  of  supplying  electricity  in  Beverly,  and  this  original 
authority  having  been  extended  by  the  Legislature  to  Wenham, 
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Hamilton  and  Topsfield,  it  is  now  supplying  electricity  in  these 
towns  as  well  as  in  Beverly.  In  1889  it  was  duly  authorized  to 
engage  in  the  business  of  selling  electricity  in  the  town  of  Dan- 
vers,  but  has  never  exercised  such  authority.  The  town  had  in 
the  same  year  established  a  municipal  plant,  and  this  action  was 
legalized  by  the  Legislature  in  1891.  While  in  case  of  consoli- 
dation the  Beverly  company  will  acquire  whatever  rights  the 
Danvers  company  now  has  in  view  of  these  facts,  yet  it  will  not 
gain  any  new  or  greater  rights  as  against  the  Danvers  municipal 
plant,  and  before  it  can  engage  in  the  electricity  supply  business 
in  Danvers  must  in  any  event  obtain  from  the  selectmen  loca- 
tions for  its  lines  on  the  public  streets. 

The  Danvers  company  was  engaged  in  selling  gas  only  in  Dan- 
vers, a  municipality  contiguous  to  Beverly.  It  was  organized 
under  the  general  law  in  1861,  with  an  authorized  capital  of 
$20,000,  for  the  purpose  of  "  making  and  selling  gas  for  light 
in  the  town  of  Danvers.'^  In  1909  its  capital  was  duly  increased 
to  $30,000.  On  June  1,  1911,  it  owed  $7,433.06,  and  it  had  a 
plant  with  a  book  value  of  $49,328.15,  and  other  assets  of  a 
book  value  of  $2,348.88.  Since  the  company  began  making  re- 
turns to  the  Board,  in  1885,  it  had  paid  dividends  in  but  five 
of  the  years  prior  to  1906.  In  1906  it  paid  a  dividend  of  3  per 
cent,  in  the  next  three  years  6  per  cent,  and  in  the  last  two  years 
6%  per  cent.  Since  1903  the  company  was  ovnied  or  controlled 
by  the  same  interests  controlling  the  Beverly  company.  During 
the  year  ending  June  30,  1910,  it  sold  7,068,300  cubic  feet 
of  gas,  for  which  it  charged  a  maximum  net  price  of  $1.70 
per  thousand.  In  1906  the  mains  of  the  two  companies  were 
connected  at  the  Danvers  line,  and  thereafter  the  Danvers  com- 
pany purchased  all  of  its  gas  of  the  Beverly  company. 

By  the  terms  of  the  agreement  to  consolidate,  the  Danvers 
company  was  to  convey  to  the  Beverly  company  "  all  its  fran- 
chises, locations,  lands,  buildings,  equipment,  moneys,  rights, 
easements,  choses  in  action  and  other  property  of  whatever 
nature,"  and  the  Beverly  company  was  to  assume  and  pay  all 
lawful  liabilities  and  obligations  of  the  Danvers  company,  and  to 
issue  and  exchange  300  shares,  of  the  par  value  of  $100  each, 
of  the  former  company  for  the  600  outstanding  shares,  of  the 
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par  value  of  $50  each,  of  the  latter  company.  When  this  ex- 
change of  stock  has  been  effected,  the  certificates  for  the  shares 
of  the  stock  of  the  Danvers  company  are  to  be  surrendered  and 
cancelled,  and  are  not  to  be  reissued.  By  an  order  simultane- 
ously adopted  the  Beverly  company  was  authorized  to  issue 
300  shares  of  new  capital  stock  for  the  purpose  of  effecting  the 
consolidation.  Under  this  arrangement  the  aggregate  amount 
of  the  capital  stock  and  the  aggregate  amount  of  the  debt  of  the 
two  companies  will  not  be  increased  by  reason  of  the  consolida-, 
tion. 

As  has  been  previously  stated,  the  two  companies  for  some 
years  past  had  been  physically  connected,  and  for  all  practical 
purposes  operated  as  one  plant.  It  appeared  at  the  hearing 
that  for  some  time  past  there  had  been  complaint  of  the  price 
charged  by  the  Danvers  company  for  the  gas  which  it  supplied. 
It  was  stated,  however,  that  if  the  consolidation  were  approved 
the  price  of  gas  in  Danvers  would  be  reduced  immediately 
from  $1.70  to  $1.40  net  per  thousand  cubic  feet.  Even  at 
this  price  the  substantial  advantage  of  the  consolidation  to 
consumers  of  gas  in  Danvers  is  obvious.  But  while  the  company 
undertook  to  justify  a  difference  in  price  between  Beverly  and 
Danvers,  the  Board  was  not  satisfied  that  any  sufficient  reason 
existed  for  a  permanent  difference  in  price  as  between  the  two 
municipalities  when  supplied  by  the  same  company,  and  that 
any  difference  in  price  should  not  be  a  permanent  arrangement, 
but  should  disappear  as  the  causes  upon  which  it  is  based  are 
eliminated  and  the  benefits  to  be  derived  by  the  Beverly  com- 
pany from  the  increase  in  its  business  are  more  fully  realized. 
The  Board  further  found  that  consolidation  will  bring  no  disad- 
vantage to  the  territory  already  supplied  by  the  Beverly  com- 
pany, and  that  the  facilities  for  furnishing  and  distributing 
light,  heat  and  power  will  not  be  diminished  by  reason  of  such 
consolidation. 

The  following  was  therefore  adopted :  — 

In  the  matter  of  the  application  of  the  Beverly  Gas  and  Electric 
Company  and  the  Danvers  Gas  Light  Company  for  the  determinations 
relative  to  their  consolidation  under  the  name  of  the  "Beverly  Gas 
and  Electric  Company,"  required  by  the  provisions  of  chapter  529  of 
the  Acts  of  1908,  as  amended  by  chapter  316  of  the  Acts  of  1909:  — 
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The  Board  of  Gas  and  Electric  light  Commissioners,  after  notice 
and  a  public  hearing,  and  upon  due  consideration  thereof,  hereby 
determines  that  the  facilities  for  furnishing  and  distributing  light, 
heat  and  power  will  not  by  reason  of  said  consolidation  be  dimin- 
ished; and  that  said  consolidation  and  the  terms  thereof,  as  set 
forth  in  said  application  and  in  the  agreement  thereto  annexed,  are 
consistent  with  the  public  interest.     (September  5.) 

Capital  Stock  and  Bonds. 

Fifteen  applications  for  approval  of  issue  of  stock  or  bonds 
have  been  decided  during  the  year.  The  par  value  of  securities 
asked  for  was  $4,287,100,  and  the  par  value  of  the  amount  ap- 
proVed  was  $2,012,100.  In  9  cases  the  full  amount  asked  for 
was  approved.  Three  petitions,  one  by  the  Leominster  Gas  Light 
Company,  one  by  the  Leominster  Electric  Light  and  Power 
Company  and  one  by  the  Ware  Electric  Company  were  with- 
drawn by  the  petitioners.    Only  one  petition  was  dismissed. 

The  following  table  shows  the  securities  approved  by  the 
Board  for  the  several  companies  applying  therefor,  giving  both 
the  par  value  of  the  stock  and  the  issue  price  thereof,  determined 
as  required  by  law;  and  in  the  pages  following  will  be  found 
the  several  orders  and  votes  of  the  Board  relating  thereto. 


Capital  Stock  approved. 

Bonds 

approved 

at  Par. 

COICPAWT. 

Amount 
at  Par. 

Price. 

Value 

at  Issue 

Price. 

Date. 

Beverly  Gaa  and  Electric  Co., 

Ohtflemont  Electric  Licht  and  Power  Co., 
Eisthampton  Gas  Co.,     .... 

Gardner  Electric  Light  Co..     .                | 

Gwenfield  Electric  Light  and  Power  Co.. 

GiMDfietd  Gaa  Light  Co 

Lynn  Gas  and  Electric  Co 

Pittsfietd  Electric  Co 

Plymouth  County  Gas  Light  and  Power 

Seekmik  Electric  Co.; 
Tmgsborough  Electric  Light  Co.,    . 

United  Electric  Light  Co 

Weymonth  Light  and  Power  Co.,    . 
Woroetter  Gas  TWght  Co.. 

930,000 
121,600 
3,000 
100,000 
85.000 
20.000 
175.000 
35,000 
180,000 
150,000 

288.000 
5,000 
7,500 
250,000 
170,000 
200,000 

1170 
100 
100 
100  • 
150 
100 
50« 
235 
136 

100 
100 
25« 
200 
100 
200 

1206,720 

8.000 

100.000 

85,000 

30.000 

175,000 

35,000 

423,000 

202.500 

288.000 
5,000 
7,500 
500,000 
170.000 
400,000 

}  : 
}  ': 

S102.000 

Sept.    6 

June  29 
Aug.    4 

Mar.     8 

July   14 
Mar.  28 
Jan.    16 
May  18 

Aug.    4 
Dec.  11 
Aug.  20 
Feb.   17 
Aug.  22 
July   28 

*  IsMied  in  exchange  for  capital  stock  of  Danvers  Gas  Light  Comi)any.    (See  under  "Con- 
•didations"  for  decision.) 
<  Preferred  stock.  •  Par  value.  850.  *  Par  value,  S25. 
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Petitions  of  the  Lynn  Gas  and  Electeic  Company. 

These  were  applications  by  the  Lynn  Gas  and  Electric  Com- 
pany for  the  approval  of  an  issue  of  1,800  shares  of  new  capital 
stock  of  the  par  value  of  $180,000,  for  the  purpose  of  paying 
the  cost  of  additions  to  its  plant 

It  appeared  at  the  hearing  that  the  obligations  of  the  company 
already  incurred  on  account  of  additions  to  plant,  and  the 
probable  cost  of  further  additions  determined  upon  by  the  com- 
pany, would  exceed  the  proceeds  of  the  amount  of  stock  named 
in  the  petition.  On  June  30,  1910,  the  company  completed  the 
purchase  of  the  plant  and  business  of  the  Marblehead  Gas  and 
Electric  Light  Company,  having  been  duly  authorized  so  to.  do 
in  accordance  with  the  provisions  of  chapter  529  of  the  Acts  of 
the  year  1908,  and  as  part  payment  therefor  assumed  the  pay- 
ment of  the  bonds  and  other  indebtedness  of  the  Marblehead 
company,  amounting  to  $39,392.  The  following  was  therefore 
adopted :  — 

On  the  petitions  of  the  Lynn  Gas  and  Electric  Company,  pursuant 
to  the  provisions  of  section  24  of  chapter  109  of  the  Revised  Laws, 
for  the  approval  of  an  issue  of  additional  capital  stock,  of  the  par 
value  of  $180,000,  for  the  objects  named  in  said  petitions,  after 
public  notice  and  hearing,  it  being  deemed  by  the  Board  that  said 
amount  of  stock  is  reasonably  necessary  for  the  purpose  for  which 
such  issue  is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Lynn 
Gas  and  Electric  Company^  in  conformity  with  all  the  requirements  of 
law  relating  thereto,  at  the  price  of  $235  per  share,  as  determined  by 
the  directors,  of  1,800  shares  of  new  capital  stock,  of  the  par  value 
of  $100  each,  the  proceeds  thereof  to  be  applied  to  the  following 
purposes  and  to  no  other,  to  wit:  the  proceeds  of  120  shares  to  the 
payment  and  cancellation  of  bonds  of  the  par  value  of  $10,000  issued 
by  the  Marblehead  Gas  and  Electric  Light  Company,  and  other  in- 
debtedness of  said  company  to  the  amount  of  $18,200,  the  payment 
of  all  said  bonds  and  debt  having  been  assumed  by  said  Lynn  com- 
pany; the  proceeds  of  540  shares  to  the  payment  and  cancellation  of 
an  equal  amount  of  the  other  obligations  of  the  L3mn  company  ex- 
isting on  the  thirtieth  day  of  June,  1910,  for  account  of  additions 
to  plant;  the  proceeds  of  180  shares  to  the  payment  and  cancellation 
of  obligations  incurred  for  additions  to  plant  in  the  town  of  Marble- 
head subsequent  to  said  thirtieth  day  of  June,  and  the  proceeds  of 
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960  shares  to  the  payment  and  cancellation  of  obligations  iacurred 
for  other  additions  to  plant  n:iade  subsequent  to  said  thirtieth  day  of 
June. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto,  it 
is  further — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be 
offered  for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that 
notice  of  the  time  and  place  of  such  sale  shall  be  published  in  the 
'^  Boston  Daily  Advertiser/'  a  newspaper  published  in  the  city  of 
Boston,  and  in  the  "  Lynn  Daily  News  "  and  the  "  Lynn  Daily  Item," 
newspapers  published  in  the  city  of  Lynn.    (January  16.) 

Petition  of  the  United  Electric  Light  Company  of 
Spbingfield. 

This  was  an  application  by  the  United  Electric  Light  Com- 
pany of  Springfield  for  approval  of  an  issue  of  2,500  shares  of 
new  capital  stock,  of  the  par  value  of  $100  each,  for  the  pur- 
pose of  paying  the  cost  of  additions  to  its  plant. 

On  Jan.  14,  1908,  this  Board  approved  an  issue  of  new  capi- 
tal stock  sufficient  to  produce  the  sum  of  $126,000,  to  be  applied 
to  the  cost  of  additions  made  subsequent  to  Oct.  31,  1907.  The 
expenditures  for  construction  less  what  had  been  provided  from 
earnings  and  charged  to  depreciation  from  that  date  to  Sept.  30, 
1910,  were  $502,205.95.  This  leaves  $376,205  expended  for 
that  purpose  in  excess  of  the  proceeds  of  stock  previously 
approved.  Other  additions  determined  upon  by  the  company, 
and  for  the  most  part  contracted  for,  will  probably  cost  about 
$150,000.  The  company^s  promissory  notes  outstanding  on 
Sept.  30,  1910,  amounted  to  $397,000.  The  following  was 
therefore  adopted :  — 

On  the  petition  of  the  United  Electric  Light  Company  of  Springfield, 
pursuant  to  the  provisions  of  section  24  of  chapter  109  of  the  Revised 
Laws,  for  the  approval  of  an  issue  of  2,500  shares  of  additional 
eapital  stock,  of  the  par  value  of  $100  each,  for  the  objects  named  in 
said  petition,  after  public  notice  and  hearing,  it  being  deemed  by  the 
Board  that  said  amount  of  stock  is  reasonably  necessary  for  the 
purpose  for  which  such  issue  is  authorized,  it  is  — 

Ordered,  That  the  Board  herd[>y  approves  of  the  issue  by  the  United 
Electric  Light  Company  of  Springfield,  in  conformity  with  all  the  re- 
qoiiements  of  law  relating  thereto,  at  the  price  of  $200  per  share,  as 
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determined  by  the  directors,  of  2,500  shares  of  new  capital  stock, 
of  the  par  value  of  $100  each;  the  proceeds  of  said  stock  to  be  ap- 
plied to  the  following  purposes,  and  to  no  other,  to  wit:  the  proceeds 
of  1,875  shares  to  be  applied  to  the  payment  and  canoelUtion  of  an 
equal  amount  of  the  obligations  of  the  company  represented  by  its 
promissory  notes  outstanding  on  Sept.  30,  1910,  and  the  proceeds 
of  625  shares  to  the  payment  and  cancellation  of  an  equal  amount 
of  the  obligations  of  the  company  incurred  on  account  of  additions  to 
plant  made  subsequent  to  said  thirtieth  day  of  September. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto, 
it  is  further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be 
offered  for  sale  at  some  suitable  place  in  the  city  of  Springfield,  and 
that  notice  of  the  time  and  place  of  such  sale  shall  be  published  in 
the  "Boston  Daily  Advertiser,^'  a  newspaper  published  in  the  city  of 
Boston,  and  in  the  "  Springfield  Daily  Republican  '^  and  the  "  Spring- 
field Daily  Union,"  newspapers  published  in  the  city  of  Springfield* 
(February  17.) 

Pbtition^  of  the  Gbeenfield  Gas  Light  Company. 

The  Greenfield  Gas  Light  Company  applied  for  the  approval 
of  an  issue  of  additional  capital  stock  to  the  amount  of  1,000 
shares,  of  the  par  value  of  $50  each,  for  the  purpose  of  paying 
obligations  already  incurred  or  to  be  incurred  for  account  of 
additions  to  plant  At  the  hearing  that  part  of  the  request 
which  related  to  future  additions  was  waived. 

From  the  statements  submitted  by  the  company  at  the  hear- 
ing, and  the  examination  of  its  accounts,  it  appeared  that  the 
total  expenditure  for  additions  to  plant  between  Jan.  1,  1907, 
and  Dec.  1,  1910,  were  slightly  in  excess  of  $155,000.  On 
July  13,  1907,  and  Dec.  4,  1908,  new  stock  and  bonds  for 
account  of  the  cost  of  this  work  were  approved  to  the  amount  of 
$121,000,  leaving  about  $35,000  of  the  expenditure  for  which 
no  securities  had  previously  been  approved.  On  Dec.  1,  1910, 
the  company  had  outstanding  promissory  notes  to  the  amount  of 
$61,700.     The  following  was  therefore  adopted:  — 

On  the  petition  of  the  Greenfield  Gas  Light  Company,  pursuant  to 
the  provisions  of  section  34  of  chapter  109  of  the  Revised  Laws,  for 
the  approval  of  an  issue  of  700  shares  additional  capital  stock,  of  the 
par  value  of  $50  each,  for  the  purpose  named  in  said  petition,  after 
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public  notice  and  hearing,  it  being  deemed  by  the  Board  that  the 
amount  of  stock  hereinafter  named  is  reasonably  necessary  for  the 
purpose  for  which  the  same  is  authorized,  it  is  — 

Orderedf  That  the  Board  hereby  approves  of  the  issue  by  the  Green- 
field Gas  light  Company,  in  conformity  with  all  the  requirements  of 
law  relating  thereto,  and  at  the  price  of  $50  per  share,  as  determined 
by  its  directors,  of  700  shares  of  new  common  capital  stock,  of  the 
par  value  of  $50  each;  the  proceeds  of  said  stock  to  be  applied  to  the 
payment  and  cancellation  of  an  equal  amount  of  the  obligations  of 
the  company  represented  by  its  promissory  notes  outstanding  on 
Dec  1,  1910,  and  to  no  other  purpose. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto, 
it  is  further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be 
offered  for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that 
notice  of  the  time  and  place  of  such  sale  shall  be  published  in  the 
"  Boston  Daily  Advertiser,"  a  newspaper  published  in  the  city  of  Bos- 
ton, and  in  the  "  Springfield  Daily  Republican  "  and  the  '*  Springfield 
Daily  Union/'  newspapers  published  in  the  city  of  Springfield.  (March 
28.) 

Petition  of  the  Gaednee  Electbio  Light  Company. 

This  was  an  application  by  the  Gardner  Electric  Light  Com- 
pany for  the  approval  of  an  issue  of  new  capital  stock,  of  the 
par  value  of  $105,000,  to  be  composed  of  850  shares  of  pre- 
ferred stock  and  200  shares  of  common. 

The  liabilities  of  the  company  on  Dec.  31,  1910,  included 
capital  stock  of  a  par  value  of  $65,000,  bonds  for  $13,000  and 
notes  payable  for  $83,000.  On  Nov.  22,  1907,  this  Board  ap- 
proved an  issne  of  350  shares  of  new  capital  stock  at  par  and 
of  mortgage  bonds  to  the  amount  of  $65,000,  the  proceeds  to  be 
applied  to  the  payment  of  a  mortgage  note  of  $20,000,  other 
notes  for  $40,000  and  the  balance  to  the  cost  of  additions  to 
plant  made  subsequent  to  June  30,  1907.  The  entire  amount 
of  stock  and  $13,000  only  of  the  bonds  so  approved  had  been 
issued. 

Between  June  30,  1907,  and  Dec.  31,  1910,  the  expenditures 
for  additions  to  plant  were  about  $90,500.  From  the  securities 
issued,  $40,000  were  available  for  account  of  this  expenditure 
and  $8,000  for  account  of  the  ordinary  notes  payable  outstand- 
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ing  on  June  30,  1907.  The  unpaid  portions  of  those  notes  and 
of  the  cost  of  the  plant  additions  were  included  in  the  ordinary 
promissory  notes  for  $63,000  outstanding  on  Dec.  31,  1910. 
ITo  payment  had  been  made  on  account  of  the  principal  sum  of 
the  mortgage  note  above  referred  to  and  outstanding  on  Jime 
80,  1907.  Of  the  bonds  approved  on  Nov.  22,  1907,  $62,000 
par  value  had  never  been  issued,  and  the  vote  authorizing  the 
same  had  been  rescinded  and  annulled  by  the  stockholders. 
Further  extensions  subsequent  to  Dec.  31,  19X)9,  partially  com- 
pleted but  not  represented  by  the  promissory  notes  outstand- 
ing on  Dec.  31,  1910,  will  probably  cost  about  $12,000. 
In  view  of  these  facts  the  following  was  adopted:  — 

On  the  petition  of  the  Gardner  Electric  light  Company,  pursuant 
to  the  provisions  of  section  24  of  chapter  109  of  the  Revised  Laws, 
for  the  approval  of  an  issue  of  additional  capital  stock,  of  the  par 
value  of  $105,000,  for  the  objects  named  in  said  petition,  after  pub- 
lic notice  and  hearing,  it  being  deemed  by  the  Board  that  said  amount 
of  stock  is  reasonably  necessary  for  the  purpose  for  which  such  issue 
is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the 
Gardner  Electric  Light  Company,  in  conformity  with  all  the  requhre- 
ments  of  law  relating  thereto,  of  850  shares  of  preferred  capital  stock, 
at  the  price  of  $100  per  share,  and  of  200  shares  of  common  stock,  at 
the  price  of  $150  per  share,  the  prices  for  both  classes  of  stock  being  so 
determined  by  its  directors;  the  proceeds  thereof  to  be  appUed  to  the 
following  purposes  and  to  no  other,  to  wit:  the  proceeds  of  200 
shares  of  preferred  stock  to  the  payment  and  cancellation  of  the 
mortgage  note  of  the  company  for  the  principal  sum  of  $20,000; 
the  proceeds  of  130  shares  of  preferred  stock  to  the  payment  and  can- 
cellation of  an  equal  amount  of  the  company's  bonds  outstanding  on 
Dec  31,  1910;  the  proceeds  of  520  shares  of  preferred  and  73  shares 
of  common  stock  to  the  payment  and  cancellation  of  an  equal  amount 
of  the  obligations  of  the  company  represented  by  its  ordinary  notes 
outstanding  on  Dec.  31,  1910;  the  procceeds  of  52  shares  of  conm:ion 
stock  to  the  payment  of  the  cost  of  the  extension  of  the  distribution 
system  of  the  company  into  Westminster,  Hubbardston,  Barre  and 
Winchendon,  and  the  proceeds  of  75  shares  of  common  stock  to  the 
cost  of  other  additions  to  the  company's  plant. 

And  if  any  shares  shall  remain  unsubBcribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto, 
it  is  further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be 
offered  for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that 
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the  time  and  plaee  of  such  sale  shall  be  published  in  the  "Boston 
Daily  Advertiser,"  the  "  Worcester  Daily  Telegram ''  and  the  "  Gardner 
News/'  newspapers  published  in  the  cities  of  Boston  and  Worcester 
and  the  town  of  Gardner,  respectively.    (March  8.) 


In  be  Bonds  Gabdnee  Electbic  Light  Company. 

Whereas,  This  Board  on  Nov.  22,  1907,  did  approve  of  an 
issue  by  the  Gardner  Electric  Light  Company  of  first  mortgage 
bonds  to  an  amount  not  exceeding  $65,000  par  value,  payable 
in  not  exceeding  twenty  years  from  the  date  thereof,  and  bearing 
interest  at  a  rate  not  exceeding  five  per  cent,  per  annum;  and 

Whereas,  Of  said  bonds  so  approved  bonds  to  the  amount  of 
$13,000  and  no  more  have  been  issued  by  the  corporation,  and 
the  said  Gardner  Electric  Light  Company  at  a  meeting  of  its 
stockholders  has  voted  to  rescind  and  annul  such  portion  of  the 
vote  authorizing  the  issue  of  said  bonds  as  relates  to  the  un- 
issued portion  thereof,  to  wit,  the  amount  of  $52,000  par  value ; 
and 

Whereas,  This  Board  has  this  day  approved  an  issue  of  new 
capital  stock,  the  proceeds  whereof  are  to  be  applied  in  part  to 
the  payment  and  cancellation  of  that  portion  of  the  indebted- 
ness of  the  company  now  unpaid  to  which  the  proceeds  of  said 
bonds  to  the  said  amount  of  $52,000  were  to  be  applied,  it  is  — 

Voted,  That  the  aforesaid  approval  by  this  Board,  so  far  as  the 
same  relates  to  the  unissaed  portion  of  said  bonds  at  par,  to  wit,  of 
bonds  of  the  par  value  of  $52,000,  is  hereby  cancelled  and  annulled. 
(March  8.) 

Pbtitiok  of  Pittsfield  Eleoteio  Company. 

This  was  an  application  by  the  Pittsfield  Electric  Company 
for  the  approval  of  an  issue  of  additional  capital  stock,  of  the 
par  value  of  $225,000,  for  account  of  additions  to  its  plant. 

On  Nov.  24,  1906,  this  Board  approved  an  issue  of  capital 
stock  and  bonds  of  the  par  value  of  $225,000,  based  upon  the 
condition  and  requirements  of  the  company  on  Sept.  30,  1906. 
It  appeared  from  an  examination  of  the  company's  affairs  that 
between  Sept.  80,  1906,  and  April  1,  1911,  the  company  ex- 
pended for  additions  to  plant  in  excess  of  those  for  which  se- 
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curities  had  been  approved  about  $189,000,  and  on  the  date 
last  named  had  outstanding  promissory  notes  for  $230,000.  It 
appeared  at  the  hearing  that  certain  additions  to  the  plant, 
which  would  probably  cost  about  $45,000,  had  been  determined 
upon  by  the  company  but  had  not  then  been  undertaken.  Since 
the  hearing  and  up  to  March  31,  1911,  nearly  $28,000  was  ex- 
pended for  account  of  this  work,  and  that  amount  is  included 
in  the  $189,000  stated  above,  leaving  a  further  expenditure 
for  that  account  of  about  $17,000.  The  following  was  therefore 
adopted :  — 

On  the  petition  of  the  Pittsfield  Electric  Company,  pursuant  to  the 
provisions  of  section  24  of  chapter  109  of  the  Revised  Laws,  for  the 
approval  of  an  issue  of  additional  capital  stock,  of  the  par  value  of 
$225,000,  for  the  objects  named  in  said  petition,  after  public  notice 
and  hearing,  it  being  deemed  by  the  Board  that  the  amount  of  stock 
hereinafter  named  is  reasonably  necessary  for  the  purpose  for  which 
such  issue  is  anthoiized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the 
Pittsfield  Electric  Company,  in  conformity  with  all  the  requirements  of 
law  relating  thereto,  at  the  price  of  $135  per  share,  as  determined  by 
the  directors,  of  1,500  shares  of  new  capital  stock,  of  the  par  value  of 
$100  each,  the  proceeds  thereof  to  be  apptied  to  the  following  pur- 
poses and  to  no  other,  to  wit:  the  proceeds  of  1,400  shares  to  the 
payment  and  cancellation  of  an  equal  amount  of  the  obligations  of 
the  company  represented  by  its  promissory  notes  outstanding  on  March 
31,  1911;  the  proceeds  of  100  shares  to  the  payment  and  cancellation 
of  an  equal  amount  of  obligations  of  the  company  incurred  for  addi- 
tions to  plant  made  subsequent  to  March  31,  1911. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto, 
it  is  further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be 
offered  for  sale  at  some  suitable  place  in  the  city  of  Pittsfield,  and 
that  notice  of  the  time  and  place  of  such  sale  shall  be  published  in 
the  "Boston  Daily  Advertiser,"  a  newspaper  published  in  the  city 
of  Boston,  and  in  the  "Pittsfield  Daily  Eagle"  and  the  "Pittsfield 
Evening  Journal,"  newspapers  published  in  the  city  of  Pittsfield^ 
(May  18.) 
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Petition  of  the  Chaklemokt  Electbio  Light  and  Poweb 

Company. 

The  Charlemont  Electric  Light  and  Power  Company  applied 
for  the  approval  of  an  iseue  of  new  capital  stocky  of  the  par 
value  of  $8,000. 

This  corporation  was  organized  under  the  laws  of  this  Com- 
monwealth for  the  purpose  of  "engaging  in  the  manufacture 
of  electricity  for  light,  heat  and  power,  to  maintain  poles,  lines, 
wires  and  all  necessary  fixtures  for  the  transmission  and  sale 
of  electricity  for  light,  heat  and  power ;  to  purchase  lands  and 
water  power  rights  for  the  purpose  of  generating  electricity,  and 
to  acquire  all  property  rights  and  franchises  that  may  be  law- 
fully acquired  for  the  purpose  of  manufacturing,  distributing 
and  selling  electricity  for  light,  heat  and  power  and  other  pur- 
poses ;  with  a  capital  of  five  thousand  dollars,  common  stock." 
Its  charter  was  issued  on  the  ninth  day  of  March,  1911.  The 
company  did  not  own  or  operate  an  electric  light  plant  and  had 
never  issued  any  stock.  The  business  of  making  and  selling 
electricity  bad  been  carried  on  in  Charlemont  by  G.  H.  Turner, 
doing  business  under  the  name  of  "  G.  H.  Turner  Electric  Light 
Plant,"  and  he  was  one  of  the  incorporators  of  the  petitioning 
corporation.  The  purpose  of  the  proposed  issue  of  stock  was  to 
enable  the  corporation  to  purchase  all  of  the  property  of  Mr. 
Turner  used  in  the  electric  light  business,  and  to  continue  the 
business.  Prom  the  evidence  submitted  at  the  hearing  it  ap- 
peared that  such  property  would  fairly  represent  the  amount 
of  capital  stock  hereinafter  approved.  The  following  was  there- 
fore adopted:  — 

On  the  petition  of  the  Charlemont  Electric  Light  and  Power  Com- 
pany, pursuant  to  the  provisions  of  section  24  of  chapter  109  of  the 
Revised  Laws,  for  the  approval  of  an  issue  of  new  capital  stock,  of 
the  par  value  of  $3,000,  for  the  objects  named  in  said  petition,  after 
public  notice  and  hearing,  it  being  deemed  by  the  Board  that  the  said 
amount  of  stock  is  reasonably  necessary  for  the  pmrpose  for  which 
such  issue  is  authorized,  it  is  — 

Ordered^  That  the  Board  hereby  approves  of  the  issue  by  the 
Charlemont  Electric  Light  and  Power  Company,  in  conformity  with 
all  the  requirements  of  law  relating  thereto,  of  30  shares  of  new 
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capital  stocki  of  the  par  value  of  $100  each,  the  proceeds  thereof 
to  be  applied  to  the  purchase,  free  and  clear  of  all  encumbrances,  of 
all  the  plant,  rights,  privileges  and  other  property  of  whatever  name 
and  nature  in  use  on  the  ninth  day  of  May,  1911,  by  G.  H.  Turner  in 
the  business  conducted  by  him  under  the  name  of  '^G.  H.  Turner 
Electric  Light  Plant"  in  generating,  distributing  and  selling  elec- 
tricity for  light,  heat  or  power,  or  incidental  to  such  in  use  in  the 
town  of  Charlemont.     (June  29.) 


Petition  of  Greenfield  Electeio  Light  and  Power  Com- 
pany. 

This  was  an  application  by  the  Greenfield  Electric  Light  and 
Power  Company  for  the  approval  of  an  issue  of  new  capital 
stock,  of  the  par  value  of  $175,000,  for  the  purpose  of  effecting 
its  consolidation  with  the  Shelbume  Falls  Electric  Light  and 
Power  Company  and  the  Colrain  Electric  Light  and  Power 
Company,  respectively,  and  of  paying  for  the  cost  of  additions 
to  plant. 

By  an  order  adopted  simultaneously  the  Board  authorized 
the  consolidation  of  the  Greenfield  company  with  the  Shel- 
bume Falls  company  and  with  the  Colrain  company,  under 
agreements  which  call  for  the  issue  and  exchange  of  one  share 
of  the  capital  stock  of  the  Ghreenfield  company  for  each  of  the 
outstanding  shares  of  the  capital  stocks  of  the  Sbelburne  Falls 
and  the  Colrain  companies.  From  Sept  30,  1908,  to  April 
30,  1911,  the  cost  of  additions  to  the  Greenfield  company's 
plant,  less  depreciation  charges  and  other  credits,  were  slightly 
in  excess  of  $95,000.  The  company  had  also  under  contract 
on  the  last-named  date  certain  additions  to  its  generating  plant 
not  then  completed,  the  probable  cost  of  which  was  about 
$65,000. 

The  following  was  therefore  adopted :  — 

On  the  petition  of  the  Ghreenfield  Electric  Light  and  Power  Company, 
pursuant  to  the  provisions  of  section  24  of  chapter  109  of  the  Re- 
vised Laws  and  chapter  529  of  the  Acts  of  1908,  for  the  approval  of 
additional  capital  stock  of  the  par  value  of  $175,000  for  the  objects 
Darned  in  said  petition,  after  public  notice  and  hearing,  it  being  deemed 
by  the  Board  that  the  said  amount  of  stock  is  reasonably  necessary  for 
the  purpose  for  which  such  issue  is  authorized,  it  is  — 
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Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Green- 
field Electric  light  and  Power  Company,  in  conformity  with  all  the 
requirements  of  law  relating  thereto,  of  450  shares  of  new  capital 
stock,  of  the  par  value  of  $100  each,  and  of  the  exchange  of  the 
same,  share  for  share,  for  the  entire  capital  stock  of  the  Shelbume 
Palls  Electric  Light  and  Power  Company;  of  25  shares  of  new  capital 
stock,  of  the  par  value  of  $100  each,  and  of  the  exchange  of  the 
same,  share  for  share,  for  the  entire  capital  stock  of  the  Colrain  Elec- 
tric Light  and  Power  Company;  and  of  1,275  shares  of  new  capital 
stock,  of  the  par  value  of  $100  each,  at  the  price  of  $100  per  share, 
as  determined  by  its  directors,  the  proceeds  thereof  to  be  applied  to 
the  following  purposes  and  to  no  other,  to  wit:  the  proceeds  of  950 
shares  to  the  payment  and  cancellation  of  an  equal  amount  of  the 
obligations  of  the  company  represented  by  its  promissory  notes  out- 
standing on  April  30,  1911,  and  the  proceeds  of  325  shares  to  the 
payment  of  obligations  incurred  on  account  of  additions  to  plant  made 
subsequent  to  April  30,  1911. 

And  if  any  shares  shall  remain  .unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto, 
it  is  further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be 
offered  for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that 
notice  of  the  time  and  place  of  such  sale  shall  be  published  in  the 
"Boston  Daily  Advertiser,"  a  newspaper  published  in  the  city  of 
Boston,  and  in  the  "  Springfield  Daily  Republican,"  and  the  "  Spring- 
'  field  Daily  Union,"  newspapers  published  in  the  city  of  Springfield. 
(July  14.) 


Petition  of  the  Worcester  Gas  Light  Company. 

This  was  an  application  by  the  Worcester  Gas  Light  Company 
for  the  approval  of  an  issue  of  new  capital  stock,  of  the  par  value 
of  $200,000,  on  account  of  additions  to  its  plant. 

On  June  26,  1908,  this  Board  approved  an  issue  of  new 
capital  stock  by  this  company,  the  proceeds  of  which,  to  the 
amount  of  $60,000,  were  to  be  applied  toward  the  cost  of  addi- 
tions to  plant  made  subsequent  to  the  thirty-first  day  of  May 
of  that  year. 

Since  that  date  and  prior  to  Jan.  31,  1911,  the  expenditures 
for  account  of  new  plant,  in  addition  to  the  $60,000  which  was 
to  be  applied  thereto  and  the  depreciation  charges,  had  been 
about  $255,000.    Further  additions  would  probably  cost  about 
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$155,000,  including  about  $74,000  for  completing  retort  house 
contract.  On  Jan.  31,  1911,  the  company  had  outstanding 
promissory  notes  to  the  amount  of  $315,000.  The  following  was 
therefore  adopted :  — 

On  the  petition  of  the  Worcester  Gas  Light  Company,  puisuant  to 
the  provisions  of  section  24  of  chapter  109  of  the  Revised  Laws,  for 
the  approval  of  an  issue  of  additional  capital  stock,  of  the  par  valae 
of  $200,000,  for  the  objects  named  in  said  petition,  after  pubtic  notice 
and  hearing,  it  being  deemed  by  the  Board  that  said  amount  of  stock 
is  reasonably  necessary  for  the  purpose  for  which  such  issue  is  aa- 
thorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the 
Worcester  Gras  Light  Company,  in  conformity  with  all  the  require- 
ments of  law  relating  thereto,  at  the  price  of  $200  a  share,  as  de- 
termined by  its  directors,  of  2,000  shares  of  new  capital  stock,  of  the 
par  value  of  $100  each,  the  proceeds  of  said  stock  to  be  applied  to 
the  following  purposes,  and  to  no  other,  to  wit :  the  proceeds  of  1,250 
shares  to  the  payment  and  cancellation  of  an  equal  amount  of  the 
obligations  of  the  company,  represented  by  its  promissory  notes  out- 
standing on  the  thirty-first  day  of  January,  1911,  and  the  proceeds 
of  750  shares  in  payment  of  obligations  incurred  on  account  of 
additions  to  plant  made  subsequent  to  said  thirty-first  day  of  January. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto, 
it  is  further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be 
offered  for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that 
notice  of  the  time  and  place  of  such  sale  shall  be  published  in  the 
"Boston  Daily  Advertiser,"  a  newspaper  published  in  the  city  of 
Boston,  and  in  the  "Worcester  Evening  Gazette,'*  the  "Worcester 
Evening  Post "  and  the  "  Worcester  Daily  Telegram,"  newspapers  pub- 
lished in  the  city  of  Worcester.     (July  28.) 

PETrrioN  OF  THE  Easthampton  Gas  Compa:?^t. 

The  Easthampton  Gas  Company  applied  for  the  approval 
of  an  issue  of  new  capital  stock,  of  the  par  value  of  $125,000, 
on  account  of  additions  to  its  plant.  At  the  hearing  the  com- 
panv  siifirgested  that  this  amount  might  be  reduced  to  $100,000. 

On  June  30,  1911,  this  company  had  outstanding  promissory 
notes  to  the  amount  of  $129,000,  of  which  upwards  of  $100,000 
appeared  to  have  heen  issued  on  account  of  additions  to  plant 
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for  which  no  securities  had  previously  been  issued  or  approved. 
The  following  was  therefore  adopted :  — 

On  the  petition  of  the  Easthampton  Gas  Company,  pursuant  to 
the  provisions  of  section  24  of  chapter  109  of  the  Revised  Laws,  for 
the  approval  of  an  issne  of  additional  capital  stock  of  the  par  value 
of  $125,000,  for  the  objects  named  in  said  petition,  after  public 
notice  and  hearing,  it  being  deemed  by  the  Board  that  the  amount 
of  stock  hereinafter  named  is  reasonably  necessary  for  the  purpose 
for  which  such  issue  is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  East- 
hampton Gas  Company,  in  conformity  with  all  the  requirements  of 
law  relating  thereto,  at  the  price  of  $100  a  share,  as  determined  by 
its  directors,  of  1,000  shares  of  new  capital  stock,  of  the  par  value  of 
$100  each,  the  proceeds  of  said  stock  to  be  applied  to  the  payment  and 
eanceUation  of  an  equal  amount  of  the  obligations  of  the  company 
represented  by  its  promissory  notes  outstanding  on  June  30,  1911. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto, 
it  is  further-T- 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be 
offered  for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that 
notice  of  the  time  and  place  of  such  sale  shall  be  published  in  the  ''  Bos- 
ton Evening  Transcript,"  the  "Boston  Daily  Advertiser"  and  the 
"Boston  Post,"  newspapers  published  in  the  city  of  Boston.  (August 
4.) 

Petition  of  the  Plymouth  CotrwTY  Gas  Light  and  Powee 

Company. 

This  was  an  application  by  the  Plymouth  County  Gas  Light 
and  Power  Company  for  the  approval  (whether  by  an  amend- 
ment of  the  Board's  outstanding  order  of  Jan.  17,  1910,  or 
otherwise)  of  the  issue  of  shares  of  capital  stock  and  bonds  to 
an  aggregate  amount  (including  200  shares  already  issued)  not 
exceeding  $1,700,000,  for  the  cost  of  constructing  its  gas  works, 
distributing  system  and  other  property,  and  for  any  other  law- 
ful purpose  of  said  company. 

This  company  was  organized  in  1908  for  the  purpose  of 
"  making,  selling  and  distributing  gas  for  light  and  for  heating, 
cooking,  chemical  and  mechanical  purposes,"  with  an  authorized 
capital  of  $100,000.     On  Jan.  17,  1910,  upon  an  application 
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for  an  approval  of  stock  and  bonds,  the  Board  approved  of  the 
issue  by  the  company  of  stock  and  bonds  to  the  amount  of 
$300,000  in  all,  for  the  construction  of  a  gas  works  in  the  town 
of  Braintree,  and  continued  the  consideration  of  the  application 
for  the  approval  of  such  additional  amount  of  stock  and  bonds 
as  might  appear  reasonably  necessary  for  the  completion  of  the 
entire  work  proposed.  Under  this  approval  of  the  Board  only 
200  shares  of  capital  stock  were  issued,  and  the  proceeds  thereof 
were  applied  to  the  purchase  of  land  in  Braintree,  its  grading 
and  improvement,  a  sea  wall  and  foundations  for  the  gas 
apparatus. 

Since  this  action  of  the  Board,  and  the  issue  of  the  200  shares 
above  described,  the  original  incorporators  had  disposed  of 
their  interest  in  the  company^  and  the  new  owners  had  revised 
and  considerably  modified  the  plans  of  the  incorporators  respect- 
ing the  extent  and  method  of  carrying  on  the  proposed  work. 
They  made  a  contract  for  the  construction  and  completion  of 
a  fully  equipped  water  gas  manufacturing  plant,  with  a  daily 
capacity  of  800,000  cubic  feet  and  a  distribution  system  in  the 
towns  of  Braintree,  Weymouth,  Abington,  Whitman  and  Bock- 
land,  with  at  least  111  miles  of  street  mains  and  the  requisite 
house  coxmections.  The  contractor  also  undertakes,  pending  the 
completion  of  the  contract,  to  solicit  customers  for  the  company, 
with  a  view  to  turning  over  to  it  in  the  end  a  complete  plant 
with  a  going  business.  For  this  the  company  undertakes  to  pay 
the  contractor,  as  the  work  progresses,  in  all  the  sum  of  $1,202,- 
898.25,  of  which  $340,630.07,  is  for  plant,  $459,148.18  for 
mains,  and  $403,120  for  services,  meters  and  obtaining  cus- 
tomers. The  balance  of  the  amount  for  which  the  Board's  ap- 
proval was  asked  was  for  equipment,  incidental  expenses  during 
construction  and  working  capital. 

From  the  statements  filed  with  the  Board  it  appeared  that  the 
company  intended  to  expend  during  the  current  year  upon  the 
main  gas  works  construction  about  one-half  their  contemplated 
entire  cost,  to  install  a  specified  amount  of  street  mains,  services 
and  meters  in  the  several  towns  above  named,  and  upon  the 
completion  of  this  work  to  begin  the  supply  of  gas  to  the  public. 
The  needs  of  the  company  at  the  time  of  the  decision  would  be 
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fully  met  by  the  immediate  approval  of  an  amount  of  stock 
and  bonds  sufficient  for  this  purpose,  and  the  case  was  continued 
for  the  approval  from  time  to  time  of  such  further  amounts 
as  might  be  found  reasonably  necessary  as  the  work  progresses. 
The  following  was  therefore  adopted :  — 

On  the  petition  of  the  Plymouth  County  Gas  Light  and  Power  Com- 
pany, pursuant  to  the  provisions  of  section  24  of  chapter  109  of  the 
Revised  Laws,  for  the  approval  (by  amendment  of  the  Board's  order 
of  Jan.  17,  1910,  or  otherwise)  of  an  issue  of  new  capital  stock  of  the 
par  value  of  $1,020,000,  and  of  bonds  to  the  amount  of  $680,000,  for 
the  objects  named  in  said  petition,  after  public  notice  and  hearing, 
it  being  deemed  by  the  Board  that  the  amount  of  stock  and  bonds  here- 
inafter named  is  reasonably  necessary  for  the  purpose  for  which  such 
issue  is  authorized,  it  is  — 

Ordered,  That  the  orders  of  the  Board  adopted  on  Jan.  17,  1910, 
upon  the  petition  of  said  company,  be  hereby  amended  so  as  to  read 
as  follows,  viz.:  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Plymouth 
Ck>niity  Gas  Light  and  Power  Company,  in  conformity  with  all  the  require- 
ments of  law  relating  thereto,  of  2,880  shares  of  new  capital  stock  of  the 
par  value  of  $100  each,  and  of  bonds,  at  not  less  than  par  and  accrued 
interest,  to  the  amount  of  $192,000,  payable  in  not  exceeding  twenty  years 
from  the  date  thereof  and  bearing  interest  at  a  rate  not  exceeding  5  per 
cent,  per  annum,  the  proceeds  thereof  to  be  applied  to  the  following  pur- 
poses and  to  no  other,  to  wit:  the  proceeds  of  2,700  shares  of  stock  and  of 
bonds  to  the  amount  of  $180,000  to  be  applied  on  account  of  the  construc- 
tion of  gas  works  in  the  town  of  Braintree  and  a  gas  distribution  system 
in  the  towns  of  Weymouth,  Braintree,  Abington,  Whitman  and  Bockland, 
and  the  proceeds  of  180  shares  of  stock  and  of  bonds  to  the  amount  of 
$12,000  to  be  for  working  capital. 

Ordered,  That  the  consideration  of  said  petition  be  continued  for  such 
further  approval  as  may  appear  reasonably  necessary  for  the  completion  of 
the  entire  work  proposed.     (August  4.) 

Petition  of  the  Weymouth  Light  and  Power  Company. 

This  was  an  application  by  the  Weymoxith  Light  and  Power 
Company  for  the  approval  of  an  issue  of  new  capital  stock  of 
the  par  value  of  $210,000  on  account  of  additions  to  plant. 

On  Feb.  6,  1903,  the  Board,  upon  the  petition  of  this  com- 
pany, approved  an  issue  of  250  shares  of  the  par  value  of 
$25,000  and  of  first  mortgage  bonds  to  the  amount  of  $50,000. 
The  proceeds  of  110  shares  of  this  stock  were  to  be  applied  to 
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the  cost  of  installing  new  steam  and  electrical  equipment  at  the 
station,  the  proceeds  of  140  shares  to  the  cancellation  of  an 
equal  amount  of  the  coupon  notes  of  the  company  then  out- 
standing, and  all.  the  bonds  were  for  the  purpose  of  refunding 
an  equal  amount  of  bonds.  At  that  time  the  company  had 
capital  stock  of  $50,000,  bonds  of  $50,000,  coupon  notes  of 
$29,500  tod  other  notes  for  $25,000.  No  part  of  the  stock  nor 
the  bonds  approved  in  1903  had  ever  been  issued,  but  extensive 
additions  had  been  made  in  the  company's  plant,  the  expendi- 
ture for  this  purpose  during  the  year  ending  June  30,  1911, 
having  been  upwards  of  $80,000.  The  bonds  and  all  but  $7,000 
of  the  coupon  notes  had  also  matured  and  been  paid. 

In  the  opinion  of  the  Board  the  capital  stock  already  issued, 
together  with  the  amount  approved  in  the  order  following,  will 
fairly  represent  the  present  plant  of  the  company. 

The  following  was  therefore  adopted :  — 

On  the  petition  of  the  Weymouth  Light  and  Power  Company,  pursu- 
ant to  the  provisions  of  section  24  of  chapter  109  of  the  Revised 
Laws,  for  the  approval  of  an  issue  of  2,100  shares  of  additional  capital 
stock,  of  the  par  value  of  $210,000,  for  the  ohjects  named  in  said 
petition,  after  public  notice  and  hearing,  it  heing  deemed  by  the 
Board  that  the  amount  of  stock  hereinafter  named  is  reasonably  nec- 
essary for  the  purpose  for  which  such  issue  is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the 
Weymouth  Light  and  Power  Company,  in  conformity  with  all  the 
requirements  of  law  relating  thereto,  at  the  price  of  $100  per  share, 
as  determined  by  the  directors,  of  1,700  shares  of  new  capital  stock, 
of  the  par  value  of  $100  each,  the  proceeds  thereof  to  be  applied  to 
the  payment  and  cancellation  of  an  equal  amount  of  the  obligations 
of  the  company  represented  by  its  promissory  notes  outstanding  on 
June  30,  1911,  and  to  no  other  purpose. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto, 
it  is  further  — 

Ordered  and  determined  that  all  such  shares  shall  be  offered  for 
sale  at  some  suitable  place  in  the  city  of  Boston,  and  that  notice  of 
the  time  and  place  of  such  sale  shall  be  published  in  the  ''Boston 
Daily  Advertiser,"  the  "  Boston  Daily  Herald  "  and  the  "  Boston  Even- 
ing Transcript,"  newspapers  published  in  the  city  of  Boston. 

And  whereas,  This  Board  by  its  order  adopted  on  Feb.  6,  1903,  did 
approve  an  issue  by  the  said  Weymouth  Light  and  Power  Company  of 
250  shares  of  new  capital  stock  and  of  bonds  to  the  amount  of  $50,000 
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for  the  purpose  of  refunding  a  like  amount  of  bonds  and  the  payment 
of  certain  other  obligations  of  the  company  then  or  thereafter  accrued; 
and  whereas,  it  now  appears  that  no  part  of  said  stock  or  bonds  has 
been  issued  by  the  company,  that  said  bonds  are  no  longer  outstand- 
ing against  the  company  and  that  so  much  of  the  said  other  obliga- 
tions as  are  now  outstandmg  is  to  be  paid  and  extinguished  out  of 
the  proceeds  of  new  capital  stock,  the  issue  whereof  has  been  this  day 
approved  by  the  Board  as  above  set  forth;  now,  therefore,  it  is  — 
Ordered  and  determined,  That  the  order  of  the  Board  issued  Feb. 
69  1903,  approving  an  issue  of  additional  capital  stock  and  of  bonds, 
is  hereby  rescinded  and  annulled.     (August  22.) 

Petition  of  Ttngsbobouoh  Electbic  Light  Company. 

This  was  an  application  by  the  Tyngsborough  Electric  Light 
Company  for  the  approval  of  an  issue  of  nev7  capital  stock,  of 
tlie  par  value  of  $7,500. 

This  corporation  was  organized  under  the  laws  of  this  Com- 
monwealth, with  an  authorized  capital  stock  of  $3,000,  for  the 
purpose  of  "  manufacturing,  purchasing  or  otherwise  producing 
electric  light,  power  and  heat  for  sale;  to  light  and  heat  and 
furnish  power  for  public  and  private  properties;  and  for  all 
other  necessary  and  reasonable  purposes  for  which  electric  light 
companies  are  usually  operated ;  and  to  purchase,  lease,  sell  or 
otherwise  dispose  of  real  and  personal  properties  reasonably 
necessary  for  such  purposes."  Its  charter  was  issued  on  Sept. 
24,  1909.  The  company  did  not  own  or  operate  an  jelectric 
light  plant  and  had  never  issued  any  stock.  A  partnership 
consisting  of  A.  A.  Flint  and  A.  L.  Derby,  having  built  a  gener- 
ating plant  and  distributing  system,  had  been  carrying  on  for 
a  year  or  more  the  business  of  making  and  selling  electricity  in 
the  towns  of  Tyngsborough  and  Dunstable.  The  members  of 
this  partnership  were  among  the  incorporators  of  the  petitioning 
company.  The  purpose  of  the  proposed  issue  of  stock  was  to 
enable  the  corporation  to  purchase  all  of  the  property  of  the 
above-named  partnership  used  in  the  electric  light  business  and 
to  continue  the  business.  From  the  evidence  submitted  at  the 
hearing  it  appeared  that  such  property  would  fairly  represent 
the  capital  stock  asked  for. 

The  authorized  capital  of  the  corporation,  however,  is  but 
$3,000,  and  this  amount  of  stock  must  first  be  issued  so  as  to 
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enable  the  stockholders  to  vote  to  increase  the  stock  to  the  full 
amount  of  $7,500. 

The  following  was  adopted  by  the  Board :  — 

On  the  petition  of  the  Tyngsborough  Electric  Light  Company,  pur- 
suant to  the  provisions  of  section  24  of  chapter  109  of  the  Revised 
Laws,  for  the  approval  of  an  issue  of  new  capital  stock  of  the  par 
value  of  $7,600,  for  the  objects  named  in  said  petition,  after  public 
notice  and  hearing,  it  being  deemed  by  the  Board  that  said  amount 
of  stock  is  reasonably  necessary  for  the  purpose  for  which  such  issue 
is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  Tyngs- 
borough Electric  Light  Company,  in  conformity  with  all  the  require- 
ments of  law  relating  thereto,  at  the  price  of  $25  per  share,  as 
determined  by  its  directors,  of  300  shares  of  new  capital  stock,  of  the 
par  value  of  $25  each,  the  proceeds  of  said  stock  to  be  applied  to  the 
following  purposes  and  to  no  other,  to  wit:  to  the  payment  and  can- 
cellation of  all  obligations  incurred  on  account  of  the  purchase,  free 
and  clear  of  all  encumbrances,  of  all  the  rights,  privileges  and  property 
of  whatever  name  and  nature  in  use  by  A.  A.  Flint  and  A.  L.  Derby 
on  the  first  day  of  May,  1911,  in  the  business  conducted  by  them  under 
the  name  of  the  '^  Tyngsborough  Electric  Light  Company,'^  in  generat- 
ing, distributing  and  selling  electricity  for  light,  heat  or  power,  or 
incident  to  such  use  in  the  towns  of  Tyngsborough  and  Dunstable. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto, 
it  is  further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be 
offered  for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that 
notice  of  the  time  and  place  of  such  sale  shall  be  published  in  the 
"Boston  Daily  Advertiser,"  the  "Boston  Post"  and  the  "Boston 
Evening  Transcript,"  newspapers  published  in  the  city  of  Boston. 
(August  29.) 

Petition  of  the  Bevekly  Gas  and  Eleoteic  Company. 

This  was  an  application  by  the  Beverly  Gas  and  Electric  Com- 
pany for  the  approval  of  an  issue  of  capital  stock,  of  the  par 
value  of  $151,600,  for  the  purpose  of  effecting  its  consolidation 
with  the  Danvers  Gas  Light  Company,  of  retiring  its  special 
stock  and  of  providing  funds  for  additions  to  its  plant. 

By  an  order  adopted  simultaneously  the  Board  authorized 
the  consolidation  under  an  agreement  which  calls  for  the  issue 
and  exchange  of  1  share  of  the  capital  stock  of  the  Beverly 
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company  for  each  2  shares  (par  $50)  of  the  outstanding  capital 
stock  of  the  Danvers  company.  The  Beverly  company  had 
outstanding  118  shares  of  special  stock  issued  in  1874^  sub- 
ject to  redemption  at  par  at  any  time  after  Nov.  15,  1880. 
It  had  begun  the  construction  of  considerable  additions  to  its 
electric  and  gas  generating  stations,  estimated  to  cost  about 
$125,000  and  $50,000  respectively,  and  extensions  to  its  dis- 
tributing plant  estimated  to  cost  about  $15,000. 
The  following  was  therefore  adopted :  — 

On  the  petition  of  the  Beverly  Gas  and  Electric  Company,  pursuant 
to  the  provisions  of  section  24  of  chapter  109  of  the  Revised  Laws, 
and  of  chapter  529  of  the  Acts  of  1908,  for  the  approval  of  an 
issue  of  additional  capital  stock,  of  the  par  value  of  $151,000,  for 
the  objects  named  in  said  petition,  after  public  notice  and  hearing, 
it  being  deemed  by  the  Board  that  the  said  amount  of  stock  is  reason- 
ably necessary  for  the  purpose  for  which  such  issue  is  authorized, 
it  is —  ^ 

Ordered^  That  the  Board  hereby  approves  of  the  issue  by  the 
Beverly  Gas  and  Electric  Company,  in  conformity  with  all  the  re- 
quirements of  law  relative  thereto,  of  300  shares  of  new  capital  stock, 
of  the  par  value  of  $100  each,  and  of  the  exchange  of  the  same  for 
the  entire  capital  stock  of  the  Danvers  Gas  Light  Company,  upon  the 
basis  of  1  share  of  stock  of  said  Beverly  company  for  2  shares  of  the 
stock  of  said  Danvers  company;  and  of  1,216  shares  of  new  capital 
stock,  of  the  par  value  of  $100  each,  at  the  price  of  $170  per  share, 
as  determined  by  its  directors,  the  proceeds  thereof  to  be  applied  to 
the  following  purposes  and  to  no  other,  to  wit:  the  proceeds  of  69 
shares  to  the  redemption  at  par  of  the  118  shares  of  special  stock 
now  outstanding,  and  the  proceeds  of  1,147  shares  to  the  payment  of 
the  cost  of  additions  to  plant  made  subsequent  to  Jan.  1  A.  D.  1911, 
and  to  no  other  purpose. 

And  if  any  shares  shall  remain  unsubscribed  for  by  the  stockholders 
entitled  to  take  them  under  the  provisions  of  law  relating  thereto, 
it  is  further  — 

Ordered  and  determined  by  the  Board  that  all  such  shares  shall  be 
offered  for  sale  at  some  suitable  place  in  the  city  of  Boston,  and  that 
notice  of  the  time  and  place  of  such  sale  shall  be  published  in  the 
"  Boston  Daily  Advertiser ''  and  the  "  Boston  Post,"  newspapers  pub- 
lished in  the  city  of  Boston,  and  in  the  "Beverly  Evening  Times," 
a  newspaper  published  in  the  city  of  Beverly.     (September  5.) 
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Petition  of  the  Seekokk  Eleotbic  Company. 

This  was  an  application  by  the  Seekonk  Electric  Company  for 
the  approval  of  an  issue  of  new  capital  stock,  of  the  par  value 
of  $5,000. 

This  is  a  corporation  organized  under  the  general  laws  of  this 
Commonwealth  on  Nov.  3,  1911,  with  an  authorized  capital  of 
$25,000,  for  the  purpose  of  "  manufacturing,  producing,  trans- 
mitting, buying,  selling  and  supplying  electricity  for  use  for 
light,  heat  and  power  in  the  towns  of  Seekonk  and  Swansea 
within  said  Commonwealth."  It  was  organized  by  persons  in- 
terested in  the  Narragansett  Electric  Light  Company,  a  Ehode 
Island  corporation.  A  few  customers  in  Seekonk  near  the  State 
line  had  been  supplied  with  electricity  furnished  by  the  last- 
named  company.  The  new  corporation  proposed  to  purchase 
the  lines  within  the  town  of  Seekonk  used  to  reach  such  cus- 
tomers, to  continue  to  operate  the  same  with  electricity  pur- 
chased of  the  Ehode  Island  Company  at  the  State  line,  and  to 
make  a  considerable  extension  of  the  lines  so  acquired  in  the 
town  of  Seekonk.  The  estimated  value  of  the  lines  in  Seekonk 
was  about  $1,000,  and  estimated  cost  of  the  proposed  extensions 
was  over  $5,400.    The  following  was  therefore  adopted :  — 

On  the  petition  of  the  Seekonk  Electric  Company,  pnrsnant  to  the 
provisions  of  section  24  of  chapter  109  of  the  Revised  Laws,  for 
the  approval  of  an  issue  of  new  capital  stock,  of  the  par  value  of 
$5,000,  for  the  objects  named  in  said  petition,  after  notice  and  hearing, 
it  being  deemed  by  the  Board  that  the  amount  of  stock  hereinafter 
named  is  reasonably  necessary  for  the  purpose  for  which  such  issue 
is  authorized,  it  is  — 

Ordered,  That  the  Board  hereby  approves  of  the  issue  by  the  See- 
konk Electric  Company,  in  conformity  with  all  the  requirements  of 
law  relating  thereto,  of  50  shares  of  new  capital  stock,  of  the  par 
value  of  $100  each,  the  proceeds  thereof  to  be  applied  to  the  following 
purposes  and  to  no  other,  to  wit:  the  proceeds  of  10  shares  to  the 
purchase,  free  and  clear  of  all  incumbrance,  of  the  distributing  sys- 
tem now  within  the  town  of  Seekonk  and  specified  in  the  schedule' 
thereof  filed  with  the  Board,  and  the  proceeds  of  40  shares  to  addi- 
tions to  and  extensions  of  the  distributing  plant  so  acquired.  (Decem- 
ber 11.) 
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Petition  of  Havekixill  Gas  Company. 

This  is  an  application  by  the  Haverhill  Gas  Company  for 
the  approval  of  an  issue  of  new  capital  stock  of  the  par  value 
of  $900,000,  —  $500,000  common  and  $400,000  preferred 
stock,  —  the  proceeds  to  be  used  for  the  acquisition  of  the  prop- 
erty, real  and  personal,  of  the  Haverhill  Gas  Light  Company 
and  of  other  new  property  in  connection  therewith,  and  the  im- 
provement of  the  property.thus  acquired. 

Xotice  of  a  public  hearing  on  this  application  was  duly  given, 
and  at  the  request  of  the  municipal  council  the  hearing  was  ad- 
journed to  Haverhill.  Several  sessions  of  the  Board  were  held 
there,  at  which  the  company,  the  municipal  council  and  certain 
citizens  were  represented  by  counsel.  Evidence  was  submitted 
by  the  company  in  support  of  its  application,  the  substance  of 
which  is  hereinafter  stated.  From  this  evidence  it  appeared 
that  the  company  intended  to  apply  the  proceeds  of  stock  of  the 
par  value  of  $680,000  to  the  acquisition  of  the  plant  and  prop- 
erty of  the  Haverhill  Gas  Light  Company,  and  the  proceeds  of 
the  balance  of  the  stock  covered  by  the  application  to  the  cost  of 
reconstructing  and  adding  to  said  plant.  There  was  also  evi- 
dence submitted  by  the  company  tending  to  show  that  the  value 
of  the  property  to  be  acquired  of  the  old  company  was  $630,000, 
and  that  the  new  company  intended,  upon  acquiring  the  plant 
and  property  of  the  old  company,  to  utilize  the  same  in  supply- 
ing gas  to  the  inhabitants  without  any  interruption  in  the  service 
or  diminution  in  the  facilities  for  such  supply. 

When  the  facts  hereinbefore  stated  had  appeared  in  the  evi- 
dence submitted  by  the  company,  and  before  cross-examining 
the  company's  witnesses  or  offering  any  evidence  to  control  or 
controvert  that  offered  by  the  company,  counsel  for  the  munici- 
pal council  raised  the  question  that  the  Haverhill  Gas  Light 
Company  could  not  make  a  valid  sale  and  conveyance  of  its 
plant  to  the  Haverhill  Gas  Company,  and  that  therefore  an  issue 
of  stock  by  the  latter  company  could  not  lawfully  be  approved 
for  the  purpose  of  acquiring  the  former's  plant.  After  hearing 
arguments  upon  the  issue  thus  raised,  the  case  was  continued 
pending  its  consideration.  On  April  6,  1911,  the  Board  made 
the  following  ruling:  — 
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The  Haverhill  Gas  Company  is  applying  for  the  approval  of  an 
issue  of  new  capital  stock  of  the  par  value  of  $900,000,  the  proceeds 
to  be  used  in  acquiring  all  the  tangible  property,  real  and  personal, 
of  the  Haverhill  Gas  Light  Company,  and  other  property  to  be  added 
to  or  for  the  improvement  of  the  property  thus  acquired. 

The  petitioning  company,  the  municipal  council  and  certain  residents 
and  customers  of  the  Haverhill  Gas  Light  Company  have  been  severally 
represented  by  counsel. 

The  presentation  of  the  evidence  by  the  petitioner  has  been  inter* 
rupted  by  the  suggestion  that  no  part  of  the  proposed  capital  stock 
can  be  lawfully  used  for  the  purpose  of  acquiring  the  property  of  the 
Haverhill  Gas  Light  Company,  and  that  it  would  be  unlawful  in  any 
event  to  issue  for  such  purpose  the  amount  of  stock  proposed  by  the 
petitioner.  The  legal  questions  involved  have  been  ably  argued.  Al- 
though the  presentation  of  the  evidence  of  the  petitioner  was  not  con- 
cluded, the  Board  understands  that  all  the  facts  material  to  a  decision 
of  the  questions  raised  have  been  brought  to  its  attention. 

The  Haverhill  Gas  Light  Company  was  organized  under  a  special 
legislative  act  and  began  the  supply  of  gas  in  Haverhill  in  1853.  It 
has  ever  since  continued  to  supply  gas,  and  is  now  the  only  company 
engaged  in  the  sale  of  gas  in  Haverhill.  Its  capital  stock,  which  was 
originaDy  $45,000,  was  increased  in  1871  or  1873  to  $75,000,  which 
is  the  present  par  value  of  the  outstanding  stock.  In  July  1899,  all 
of  the  capital  stock  was  purchased  by  the  Haverhill  Gas  Securities 
Company,  a  corporation  organized  under  the  laws  of  this  Common- 
wealth. The  Securities  company,  having  authorized  and  issued  capital 
-stock  of  $500,000,  proceeded  to  issue  and  sell  its  collateral  trust  5  per 
cent,  twenty-year  debentures,  for  the  full  amount  of  $500,000,  secured 
by  a  deposit  of  the  entire  capital  stock  of  the  Gbb  light  company  with 
a  trustee,  and  by  a  mortgage  by  the  Gas  light  company  of  its  plant 
and  property  to  the  same  trustee.  The  property  of  the  Securities  com- 
pany is  the  equity  in  the  capital  stock  of  the  Gas  Light  company,  and 
the  debentures  have  no  other  security  than  that  described. 

In  1909  Messrs.  Stone  &  Webster  of  Boston  and  their  associates, 
having  previously  had  no  financial  interest  whatever  in  the  Securities 
company,  acquired  all  of  its  stock  and  bonds,  and  in  the  latter  part 
of  that  year  assumed  and  have  since  continued  to  exercise  the  active 
management  of  the  Gas  light  company.  The  stock  may  not  have  all 
been  secured  in  1909,  but  either  in  1909  or  1910,  prior  at  all  events 
to  the  bringing  of  this  petition. 

In  1900,  upon  complaint  of  the  mayor  of  Haverhill,  this  Board 
ordered  the  Haverhill  Gas  Light  Company  to  reduce  its  price  of  gas 
from  $1  to  80  cents  per  thousand  cubic  feet.  The  company  refused 
to  obey  this  order  and  brought  suit  in  the  United  States  court  to  enjoin 
its  enforcement.    This  case,  some  time  in  1907  or  1908,  was  referred 
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to  a  master,  who  later,  in  1908  or  1909,"  began  hearings  upon  the  issues 
involved. 

While  these  hearings  were  pending  the  municipal  council  of  Haver- 
hill, on  Dec.  23,  1909,  acting  under  section  2  of  chapter  34  of  the 
Revised  Laws,  passed  the  first  vote  favorable  to  the  acquiring  of  a 
municipal  gas  plant.  The  officers  of  the  Haverhill  Gas  Light  Company 
thereupon  submitted  to  the  municipal  council  certain  proposals  relative 
to  the  price  and  improved  service,  but  conditional  upon  a  settlement 
of  the  pending  litigation.  Modifications  of  the  original  offer  were  sub- 
sequently made,  first,  by  the  old  compan3^;  but  later,  after  its  organi- 
zation, by  the  new  company,  the  petitioner  in  this  case.  After  a  public 
hearing,  and  considerable  delay  for  its  further  consideration,  the  mu- 
nicipal council  passed  the  franchise  and  consent  already  described,  and 
containing,  in  a  modified  form,  the  proposals  originally  submitted  by 
the  Gas  Light  company.  Meantime,  a  proposition  for  a  second  vote 
in  favor  of  a  muneipal  gas  plant,  required  by  section  2  of  chapter  34 
of  the  Revised  Laws,  was  offered  in  the  municipal  council  and  laid 
on  the  table,  where  it  has  ever  since  remained. 

The  Haverhill  Gas  Company,  the  petitioner,  was  organized  on  April 
7,  1910,  under  the  provisions  of  chapter  110  of  the  Revised  Laws,  with 
an  authorized  capital  of  $5,000,  for  the  purpose  of  ''making,  selling 
and  distributing  gas  for  lighting,  heating,  cooking,  chemical  and  me- 
chanical purposes  in  the  city  of  Haverhill."  The  original  capital  was 
at  that  time  duly  subscribed  for,  to  be  issued  subject  to  the  approval. of 
this  Board;  and  at  what  purports  to  be  a  meeting  of  the  stockholders, 
on  Jan.  7,  1911,  it  was  vot«d  to  increase  the  capital  stock  to  $900,000. 
Messrs.  Stone  &  Webster  and  their  associates,  who,  as  has  been  stated, 
are  the  owners  of  the  stock  and  bonds  of  the  Haverhill  Gas  Secui:ities 
Company,  are^  and  will  be  the  owners  of  all  the  stock  of  the  Haverhill 
Gas  Company. 

The  municipal  council  of  Haverhill,  having  under  the  charter  the 
authority  of  mayor  and  aldermen  under  the  general  law,  passed  an 
order  on  June  30,  1910,  the  body  of  which  is  as  follows :  — 

Ordered^  That  subject  to  all  conditions  hereinafter  set  forth  as  to  the 
time  when  this  franchise  and  consent  shall  become  effective,  and  as  to 
the  time  when  any  rights  or  privileges  thereunder  shall  accrue  to  the 
Hayerhin  Gas  Company,  and  subject,  further,  to  all  other  terms,  condi- 
tions and  restrictions  herein  provided,  the  consent  of  the  city  of  Haver- 
hill and  of  the  municipal  council  thereof  is  hereby  given  to  the  Haverhill 
Gas  Company,  hereinafter  called  the  "company,**  to  lay,  erect,  maintain 
and  use  in  and  under  the  streets,  lanes  and  highways  of  said  city,  as 
the  same  shall  from  time  to  time  exist,  hereinafter  called  the  "  streets," 
gas  pipes,  mains  and  appurtenances  thereto  for  the  distribution  of  gas 
for  heat,  light,  cooking,  chemical  and  mechanical  purposes,  and  to  that 
end  for  such  purposes  to  dig  up  and  open  said  streets.     The  consent  of 
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the  city  of  HaverhOl  and  of  the  -  municipal  council  thereof  is  hereby  fur- 
ther given  to  the  company  to  maintain,  renew,  restore,  replace  and  use  in, 
on,  over  and  under  the  streets  such  gas  pipes,  mains  and  appurtenances 
thereto  as  the  company  has  or  shall  have  legally  acquired  from  the  Haver- 
hill Gas  Light  Company,  and  to  that  end  and  for  such  purposes  to  dig 
up  and  open  said  streets.  The  foregoing  consents  and  grants  are  given 
for  the  purposes  aforesaid  and  in  accordance  with  and  for  the  purposes 
of  section  25  of  chapter  121  and  section  76  of  chapter  110  of  the  Bevised 
Laws.  All  the  foregoing  franchises  and  consents  are  hereby  expressly 
given  the  company  in  consideration  of  its  acceptance  of  the  terms  hereof, 
and  of  its  written  contract,  hereinafter  referred  to,  and  subject  to  the 
terms,  conditions  and  restrictions  following. 

The  terms,  conditions  and  restrictions  contained  therein,  which  are 
not  quoted,  relate  to  the  price  of  gas  to  private  consumers  and  to  the 
city  of  Haverhill,  provide  for  annual  payments  by  the  company  to 
the  city  in  possible  excess  of  taxes,  so  as  to  produce  certain  stated 
amounts,  the  opening  of  the  publie  streets,  inspection  of  the  company's 
books  and  accounts,  the  capitalization  of  the  company,  the  termination 
of  the  franchise  and  consent,  and  the  date  when  it  should  begin  to  be 
operative.  This  franchise  and  consent  were  to  become  effective  as 
soon  as,  but  not  until,  certain  things  were  done,  provided  they  were 
done  before  Oct.  1,  1910.  These  things  include  a  formal  acceptance 
of  the  franchise  and  consent  and  the  contract  to  perform  all  of  the 
terms  and  conditions  thereof,  a  contract  by  the  Haverhill  Gas  Light 
Company  of  like  tenor  and  eifect,  a  declaration  of  trust  by  the  Gas 
Light  company  for  the  distribution  of  $21,000  among  its  customers, 
so  as  to  make  the  reduction  in  price  relate  back  to  July  1,  1909,  and 
the  deposit  of  $21,000  under  the  trust  so  dreated.  All  that  was  thus 
required  to  be  done  by  the  Haverhill  Gas  Company  or  /the  Haverhill 
Gas  Light  Company  before  Oct.  1,  1910,  was  duly  and  seasonably 
performed. 

When  the  knowledge  of  these  facts  was  brought  to  the  attention  of 
this  Board,  on  the  assumption  that  a  practical  solution  of  the  long 
pending  controversy  had  been  found  which  was  satisfactory  to  the 
community  immediately  concerned,  the  Board  assented  to  the  entry  of 
a  final  decree  in  the  suit  pending  in  the  federal  court  enjoining  the 
enforcement  of  the  order  adopted  in  1900. 

Some  of  the  facts  which  have  been  stated  may  not  be  material  to  a 
decision  of  the  issue  immediately  before  the  Board,  but  they  are  stated 
because  they  have  been  frequently  referred  to  in  the  discussions,  and 
in  order  that  the  bearing  of  those  which  are  material  may  not  be  mis- 
understood. 

The  municipal  council  was  within  its  undoubted  rights  when  it  took 
the  first  vote  in  favor  of  a  municipal  gas  plant  and  looking  to  the 
probable  acquisition  of  the  property  of  the  Gas  Light  company,  and 
thereby  incidentally  ending  the  pending  ten-year  controversy  with  that 
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company.  In  respect  to  this  matter,  it  owed  no  duty  to  the  courts 
or  to  this  Board,  and  in  considering  the  expediency  of  the  proposed 
municipalization,  the  amount  which  the  city  might  have  to  pay  for  the 
company's  property,  the  price  which  the  municipal  plant  when  estab- 
lished might  have  to  charge  for  gas  in  comparison  with  the  price  which 
the  company  in  operation  was  charging,  or  might  in  future  charge, 
for  its  gas,  were  all  matters  of  vital  importance  and  material.  The 
municipal  council  also  acted  within  its  undoubted  rights  in  granting 
its  eonsent  to  a  new  company  to  dig  \ip  and  open  the  streets  for  the 
purpose  of  laying  gas  pipes  therein,  and  this  grant,  no  appeal  having 
been  made  to  this  Board  by  any  party  aggrieved,  is  final  and  con- 
clusive. 

The  foregoing  facts,  together  with  the  testimony  of  the  petitioner 
as  to -the  value  of  the  property  of  the  Haverhill  Gas  Light  Company, 
having  appeared,  it  was  contended  on  behalf  of  the  municipal  council 
that  the  petitioner,  the  Haverhill  Gas  Company,  cannot  lawfully  apply 
the  proceeds  of  new  capital  stock. to  the  purchase  of  the  property  of 
the  Haverhill  Gas  light  Company  for  the  reason  that  both  the  statute 
(Revised  Laws,  chapter  121,  section  13)  and  the  common  law  forbid 
the  latter  company  to  dispose  of  all  its  property  without  special 
legislative  authority,  and  that  the  entire  transaction  will  amount  in 
substance  and  effect  to  a  stock  dividend  or  a  division  of  the  proceeds 
of  the  sale  of  stock  among  its  stockholders,  which  is  expressly  pro- 
hibited by  the  Revised  Laws,  chapter  109,  section  20. 

Counsel  for  certain  gas  consumers  also  raised  some  questions  as 
to  the  validity  of  the  so-called  "  franchise  and  consent "  granted  to  the 
Haverhill  Gas  Company. 

It  was  contended,  on  behalf  of  the  petitioning  company,  that  the 
Haverhill  Gas  Light  Company  may  lawfully  sell  its  property  to  the 
petitioner,  and  that  where  such  sale  is  made,  as  in  this  case,  for  the 
purpose  of  liquidating  the  affairs  and  winding  up  the  corporate  ex- 
istence of  the  former  company,  it  is  neither  in  law  nor  in  fact  a  stock 
dividend  nor  a  division  of  the  proceeds  of  stock  among  its  stockholders 
for  the  petitioner  to  issue  capital  stock  to  the  amount  of  the  fair 
value  of  the  property  which  it  is  to  acquire. 

In  the  case  under  consideration  the  same  persons  own  and  control 
the  corporate  destinies  of  both  the  old  and  the  new  company.  The 
same  plant  will  continue  to  supply  gas  in  the  city  of  Haverhill  whether 
its  ownership  is  retained  by  the  old  company  or  acquired  by  the  new. 
The  same  persons  will  continue  in  the  control  and  ownership  of  the 
respective  stocks  of  the  two  companies,  whichever  may  hereafter  own 
and  operate  this  plant.  If  it  should  happen,  as  has  been  suggested, 
that  the  bonds  of  the  Securities  company  should  be  cancelled  and  that 
company  be  dissolved,  the  present  owners  of  its  stock  and  bonds  would 
become  the  direct  and  immediate  holders  of  the  stock  of  the  Gas 
Light  company.  ^  j 
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From  the  explanation  of  the  plans  of  those  now  in  control  of  the 
companies  it  is  obvious  that  one  very  important  reason  for  transfer- 
ring the  plant  to  the  new  company  is  that  it  may  be  represented  by 
a  capital  stock  more  nearly  equivalent  at  par  to  its  value.  It  is 
equally  ob\dous  that  this  purpose  cannot  be  accomplished  if  the  own- 
ership of  the  plant  is  retained  by  the  old  company  without  the  decla- 
ration of  a  stock  dividend,  in  direct  violation  of  the  statutory 
prohibition.  As  an  issue,  merely  for  account  of  the  old  plant,  of  an 
increased  amount  of  stock  by  the  new  company  is  to  pass  directly 
into  the  hands  of  the  same  persons,  precisely  the  same  result  will  be 
secured  so  far  as  relates  to  them  or  the  public.  For  these  reasons 
the  Board  cannot  in  any  event  see  its  way  clear  to  approve,  for  ac- 
count of  the  purchase  of  the  old  plant,  prior  to  the  recent  expenditures 
thereon,  any  stock  in  excess  of  a  par  value  of  $75,000. 

Section  24  of  chapter  109  of  the  Revised  Laws  provides  that  "a 
gas  or  electric  light  company  shall  issue  only  such  amount  of  stock 
or  bonds  as  the  board  may  from  time  to  time  vote  is  reasonably  nec- 
essary for  the  purpose  for  which  such  issue  of  stock  or  bonds  has 
been  authorized.  Such  decision  shall  be  in  writing,  shall  assign  the 
reasons  therefor,  shall,  if  authorizing  such  issue,  specify  the  respec- 
tive amounts  of  stock  or  bonds  which  are  authorized  to  be  issued  for 
the  respective  purposes  to  which  the  proceeds  thereof  are  to  be  ap- 
pUed." 

Under  these  provisions  there  may  be  fair  ground  for  questioning 
the  right  of  the  Board  to  refuse  to  approve  stock  merely  because  it 
does  not  agree  with  the  company  as  to  the  wisdom  or  expediency  of 
certain  expenditures  which  are  yet  within  its  corporate  power,  or 
even  because  in  its  judgment  another  company  is  already  adequately 
and  fairly  serving  a  community,  and  a  new  plant  may  be  an  unneces- 
sary duplication  of  capital.  On  the  other  hand,  it  is  within  the  power, 
and  doubtless  is  the  duty,  of  the  Board  tor  refuse  its  approval  of  stock 
whose  proceeds  are  to  be  devoted  to  an  illegal  purpose. 

The  request  of  the  company  is  that  the  proceeds  of  a  portion  of  the 
proposed  stock  issued  be  applied  to  the  purchase  of  all  the  property 
of  the  existing  Qss  light  company.  The  municipal  council  insists  that 
the  QtB8  Light  company  has  no  authority  to  sell  its  property,  and  that 
such  a  sale  is  prohibited  both  at  common  law  and  by  section  13  of 
chapter  121  of  the  Revised  Laws.  It  may  be  conceded  that  if  the  old 
company  were  in  actual  process  of  liquidation,  in  bankruptcy  or  re- 
ceivership proceedings,  or  under  a  decree  of  court  for  its  dissolution, 
a  new  company  might  purchase  its  assets  and  be  allowed  to  issue  capital 
stock  for  such  sum  as  might  be  reasonably  necessary  for  the  purpose, 
but  in  this  case  the  old  company  has  not  encountered  any  of  these 
vicissitudes  of  fortune.  It  is  solvent,  and  no  proceedings  have  been 
undertaken  for  its  dissolution.  It  is  actually  engaged  in  the  manu- 
facture and  sale  of  gas,  and  no  conveyance  of  its  property  to  the  new 
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company  has  yet  been  made.  If  the  contention  of  counsel  for  the  city 
is  correct,  such  conveyance  will  he  void  because  it  is  contrary  to  the 
statute  prohibiting  a  gas  company  from  transferring  its  fi-anchise, 
and  because  of  the  established  common  law  principle  that  a  public- 
service  corporation  cannot  so  dispose  of  its  property  as  to  take  away 
its  power  to  perform  its  public  duties.  The  determination  of  this 
Board  can  neither  make  such  conveyance  valid  nor  invalid.  That  ques- 
tion is  for  the  courts;  it  is  not  necessary  that  the  Board  should  attempt 
to  determine  it.  It  is  the  opinion  of  the  Board,  however,  that  the 
question  raised  and  the  transaction  to  which  it  relates  is  of  such  im- 
portance, and  that  the  legality  of  such  a  conveyance  by  the  old  com- 
pany to  the  new  is  open  to  so  serious  doubt,  that  the  Board  ought  not 
to  approve  an  issue  of  stock  for  the  purpose  until  either  the  convey- 
ance has  been  actually  made  or  its  legality  has  been  determined  by  some 
judicial  tribunal. 

Counsel  for  the  municipal  council  thereupon  moved  that  the 
Board  dismiss  the  application.  At  the  request  of  counsel  for  the 
company,  however,  the  case  was  continued  from  time  to  time 
pending  such  further  suggestions  as  to  the  form  of  the  Board's 
final  order  and  reasons  therefor  as  either  of  the  parties  inter- 
ested might  make.  On  Dec.  4,  1911,  counsel  for  the  company 
submitted  certain  requests  for  findings  of  fact,  rulings  of  law 
and  alternative  forms  of  orders,  which  were  duly  received  and 
filed.  Subsequently,  further  requests  for  findings  of  fact  were 
submitted  and  filed.  All  of  the  oral  evidence  offered  at  the  hear- 
ings was  taken  in  shorthand  and  has  since  been  extended  in 
typewriting.  After  hearing  the  parties  with  respect  to  the 
findings  and  rulings  requested,  and  after  due  consideration 
thereof,  the  Board  refused  to  make  any  of  the  rulings  of  law  or 
to  enter  either  of  the  orders  therein  set  forth.  The  Board  fur- 
ther refused  to  make  the  findings  of  fact  therein  requested,  save 
so  far  as  the  same  are  hereinbefore  or  hereinafter  set  forth. 

The  work  of  reconstructing  and  extending  the  plant  and  prop- 
erty to  be  acquired  by  the  new  company  had  been  started  prior 
to  the  filing  of  said  application,  and  has  meantime  been  sub- 
stantially completed  and  charged  to  the  Haverhill  Gas  Light 
Company.  The  Haverhill  Gas  Light  Company  was  chartered 
by  chapter  8  of  the  Acts  of  1853.  By  chapter  163  of  the  Acts 
of  the  same  year  it  was  authorized  to  extend  its  mains  into  the 
town  of  Bradford.    By  chapter  61  of  the  Acts  of  1869  the  town 
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of  Haverhill  became  the  city  of  Haverhill.  In  1897  Bradford 
was  annexed  to  HaverhiU. 

The  capital  stock  of  the  Haverhill  Gas  Light  Company  orig- 
inally issued  was  $50,000  and  not  $45,000,  and  about  1872  it 
was  increased  to  $75,000.  This  is  the  amount  now  outstanding. 
All  of  the  Haverhill  Gas  Light  Company^s  plant  and  property 
used  for  the  manufacture  and  sale  of  gas  is  located  in  Haver- 
hill, and  there  is  no  other  company  actively  engaged  in  that  bus- 
iness therein.  The  Haverhill  Gas  Light  Company  is  still  actively 
engaged  in  the  manufacture  and  sale  of  gas  in  Haverhill,  and 
the  plant  and  property  now  used  and  necessary  for  the  purpose 
is  the  property  which  the  Haverhill  Gas  Company  proposed  to 
acquire  with  the  proceeds  of  this  issue  of  stock.  The  Haverhill 
Gas  Light  Company  has  made  annual  returns  to  the  Board,  as 
required  by  law,  since  1885.  The  Board  had  knowledge  of  their 
contents  when  the  ruling  hereinbefore  set  forth  wa^  made.  On 
July  1,  1910,  the  Haverhill  Gas  Light  Company  reduced  the 
maximum  net  price  for  gas  supplied  by  it  from  $1  to  90  cents, 
and  on  July  1,  1911,  from  90  to  85  cents. 

In  April,  1909,  Messrs.  Stone  &  Webster  purchased  all  of  the 
outstanding  5,000  shares  of  the  Haverhill  Gas  Securities  Com- 
pany for  the  sum  of  $101,691.66.  Between*  April  27,  1909, 
and  Dec.  11,  1909,  they  purchased  all  of  the  outstanding  $500,- 
000  bonds  of  the  Securities  company,  and  paid  therefor,  includ- 
ing certain  expense  items  amounting  to  $1,550,  some  small  items 
of  commissions  and  accrued  interest-  on  bonds  purchased  amount- 
ing to  $6,301.07,  in  all  the  sum  of  $500,398.57.  They  still  own 
all  of  the  stock  and  bonds  of  the  Haverhill  Gas  Securities  Com- 
pany so  acquired.  Copies  of  the  letters  written  by  the  old  and 
new  company  to  the  tnunicipal  council  in  the  winter  and  spring 
of  1910,  and  the  proceedings  and  votes  of  the  council  during  the 
same  period,  and  hereinbefore  referred  to,  are  filed  with  the 
records  of  the  Board  in  this  case.  The  so-called  "  franchise  and 
consent "  passed  by  the  municipal  council  on  June  80,  1910,  as 
hereinbefore  related,  and  the  accompanying  acceptance,  con- 
tracts and  declaration  of  trust,  are  also  on  file.  A  copy  of  the 
decree  entered  by  the  United  States  Circuit  Court  on  Aug.  31, 
1910,  enjoining  the  enforcement  of  the  Board's  order  of  1900, 


Digitized  by  VjOOQIC 


1912.]  PUBLIC  DOCUMENT  — No.  35.  S7 

as  hereinbefore  described,  is  filed  with  the  records  of  the  Board 
in  this  case. 

The  municipal  council  of  the  city  has  the  authority  of  mayor 
and  aldermen  under  general  laws,  and  such  further  authority 
as  is  conferred  upon  it  by  the  charter  of  said  city,  chapter  674 
of  the  Acts  of  1908. 

The  importance  of  the  questions  involved  in  this  case,  the 
wide  divergence  between  counsel  as  to  the  law  and  public  policy 
applicable  thereto  and  the  ability  with  which  their  respective 
views  were  urged  made  it  seem  appropriate  last  spring  to  con- 
sider at  some  length  the  Board's  own  views  with  respect  to  the 
matters  discussed  in  the  argument  upon  the  city's  motion  to  dis- 
miss. The  issue  raised  by  that  motion,  however,  involved  pri- 
marily the  authority  of  the  Board  to  approve  an  issue  of  stock 
the  proceeds  of  which  were  to  be  applied  to  the  purchase  from 
the  old  company  of  the  plant  and  property  used  and  necessary 
for  the  supply  of  gas  by  the  old  company  to  the  inhabitants  of 
Haverhill.  In  reaching  its  decision  the  Board  did  not  deem 
it  necessary  to  determine  the  value  of  the  property  owned  by 
the  old  company  which  the  new  company  proposed  to  acquire. 
The  Board  therefore  adopted  the  following:  — 

On  the  petition  of  the  Haverhill  Gas  Company,  pursuant  to  the  pro- 
visions of  section  24  of  chapter  109  of  the  Revised  Laws,  for  the 
approval  of  an  issue  of  new  capital  stock,  of  the  par  value  of  $900,000, 
for  the  objects  named  in  said  petition,  after  public  notice  and  hearing, 
in  view  of  the  facts  and  considerations,  and  for  the  reasons  set  forth 
in  the  foregoing  decision  and  upon  motion  of  counsel  for  the  city 
of  HaverhiU,  it  is  — 

Ordered,  That  said  petition  be  dismissed.     (December  30.) 

Miscellaneous. 

Mastek  Plttmbees'  Association  of  Lowell  v,  Lowell  Gas 
Light  Company. 
This  was  a  complaint  of  the  Master  Plnmbers'  Association  of 
Lowell  relative  to  the  sale  and  installation  of  gas  appliances  bv 
the  Lowell  Gas  Light  Company,  upon  which  a  hearing  was  given 
by  the  Board  to  the  petitioner,  the  State  Association  of  Master 
Plumbers  and  the  company.  A  statement  of  the  facts  found  by 
the  Board,  and  its  conclusions,  follow :  — 
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The  Lowell  Gas  Light  Company  was  established  by  special 
law  (Acts  of  1849,  chapter  234),  "for  the  purpose  of  manu- 
facturing and  disposing  of  gas  in  the  city  of  Lowell  and  it3 
immediate  vicinity,"  and  is  now  engaged  in  that  business.  It 
appears  that  in  connection  therewith  it  has  for  a  considerable 
period  sold  to  its  customers  various  types  of  gas  appliances, 
including  lamps,  fixtures,  stoves  and  hot-water  heaters,  and  has 
a  store  at  the  comer  of  Merrimac  and  John  streets  for  this 
purpose.  In  this  branch  of  its  business  it  has  been  and  still  is 
the  practice  of  the  company  to  install  on  the  premises  of  its 
customers  the  appliances  sold  to  them.  At  one  time  the  cost  to 
the  company  of  the  labor  and  material  necessary  for  such  in- 
stallation was  charged  in  each  instance  to  the  customer,  in 
addition  to  the  price  of  the  appliance,  but  at  the  present  time, 
as  a  rule,  the  company  is  selling  such  appliances  at  fixed  prices, 
which  includes  their  installation  on  the  customers'  premises. 
In  the  sale  of  hot-water  heaters  a  water  connection  is  necessary, 
and  this  work  is  required  by  law  to  be  done  by  a  licensed 
plumber.  For  this  purpose  the  company  has  for  several  years 
employed  a  licensed  journeyman  plumber. 

The  avowed  purpose  of  the  company  in  fixing  its  prices  for 
the  sale  and  installation  of  the  appliances  in  question  is  to  make 
itself  whole,  but  not  to  make  a  profit.  The  company  finds  its 
profit,  if  at  all,  indirectly  in  an  increased  sale  of  gas,  due  to 
the  increase  in  the  use  of  such  appliances,  and  it  stated  that, 
especially  with  respect  to  hot-water  heaters,  there  had  been  a 
great  increase  in  their  use  since  the  adoption  of  a  fixed  price 
for  the  heater  and  its  installation,  and  the  abandonment  of  the 
policy  of  selling  the  heater  separately,  the  customer  paying 
either  the  company  or  some  plumber  the  cost  of  installation. 

It  is  claimed  by  the  master  plumbers,  and  there  is  obvious 
reason  to  believe,  that,  because  of  the  practice  of  the  company 
hereinbefore  described,  they  find  that  the  sale  and  installation 
of  gas  appliances  at  such  prices  as  are  necessary  to  meet  those 
fixed  by  the  company  is  unprofitable,  and  that  in  consequence 
they  are  virtually  excluded  from  what  might  otherwise  be  a 
profitable  branch  of  their  business.  It  is  further  claimed  that 
the  company's  acts  in  selling  and  installing  such  appliances  are 

Digitized  by  LjOOQ IC 


1912.]  PUBLIC  DOCUMENT  — No.  35.  89 

ultra  vires  and  unlawful,  and  it  was  upon  this  ground  that  com- 
plaint was  made  to  this  Board. 

The  Board  has  general  supervision  of  this  company  and  the 
duty  of  keeping  itself  informed  as  to  the  oompany^s  compliance 
with  the  provisions  of  law,  and  of  giving  notice  to  the  com- 
pany and  the  Attorney-General  of  any  violation  or  neglect  to 
comply  therewith.  It  assumed  that  this  complaint  was  made  to 
the  Board  because  of  this  supervisory  authority  and  duty,  and 
that,  if  it  were  satisfied  that  the  company  was  violating  or 
neglecting  to  comply  with  the  provisions  of  law,  the  matter 
should  be  reported  to  the  Attorney-Gteneral  for  his  action. 

The  Board,  however,  is  not  satisfied  that  the  acts  of  the  com- 
pany hereinbefore  described  are  beyond  its  corporate  powers. 
There  can  be  no  doubt  that  under  its  charter  the  main  purpose 
for  which  it  was  incorporated  was  to  manufacture  and  sell  gas 
in  Lowell  and  vicinity.  It  can  exercise  only  such  other  purpose 
as  may  be  subordinate  and  incidental  to  this  main  design.  If 
the  company  had  abandoned  the  manufacture  and  sale  of  gas, 
and  were  now  devoting  itself  exclusively  to  the  sale  and  installa- 
tion of  gas  appliances,  this  would  plainly  be  ultra  vires.  But 
such  is  not  the  fact.  The  sale  of  gas  appliances  is  incidental 
merely  to  its  main  business  of  making  and  selling  gas,  in  like 
manner  as  its  sale  of  coke,  tar  and  ammonia  is  incidental 
thereto.  It  is  also  important  to  the  full  accomplishment  of 
this  main  business,  for  by  having  the  company's  customers 
install  the  greatest  possible  number  of  gas-consuming  appli- 
ances, especially  such  as  are  designed  to  utilize  gas  during  the 
portions  of  the  year  when  relatively  little  is  required  for  illu- 
minating purpose,  the  sale  of  gas  may  be  and  unquestionably 
has  been  greatly  increased.  The  Supreme  Court  in  this  State 
has  repeatedly  given  a  liberal  interpretation  to  what  is  reason- 
ably incidental  to  the  specific  chartered  powers  of  a  corpora- 
tion, and  in  Pennsylvania,  in  a  case  similar  to  the  one  under 
discussion,  the  court  expressly  held  that  the  sale  of  gas-consum- 
ing appliances  and  conveniences  is  within  the  corporate  powers 
of  a  corporation  organized  to  manufacture  and  supply  illumi- 
nating and  heating  gas  (Malone  v,  Lancaster  Gas  Co.,  182  Pu. 
St.  309). 
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In  reaching  its  conclusions  the  Board  tas  confined  its  con- 
sideration strictly  to  the  question  presented,  as  was  requested. 
It  has  not  entered  into  the  expediency  of  the  particular  acts  of 
this  company  or  their  effect  upon  its  revenues,  its  output  of  gas 
or  its  ability  to  give  its  customers  adequate  service  at  a  rea- 
sonable rate.  All  of  these  matters  may  have  a  bearing  upon 
the  proper  performance  by  the  company  of  its  duty  to  the  pub- 
lic, and  their  consideration  may  well  be  postponed  until  com- 
plaint is  made,  in  the  manner  provided  by  law,  of  the  prices 
or  quality  of  the  company's  service. 

It  would  be  a  distinct  menace  to  the  public  interest  and  a 
serious  embarrassment  to  proper  supervision  and  regulation  if 
corporations  engaged  in  the  performance  of  a  public  service 
should  extend  their  activities  to  other  lines  of  private  trade  or 
business.  So  long  as  the  companies  keep  within  what  is 
plainly  subordinate  and  incidental  to  the  performance  of  their 
public  service,  no  public  interest  seems  to  be  injuriously  af- 
fected or  endangered,  and  for  that  matter  the  practice  of  selling 
and  installing  gas  and  electric  appliances  may  often  be  clearly 
of  public  advantage. 

In  this  particular  case  the  Board  is  satisfied  that  no  public 
interest  has  suffered,  and  that  the  acts  of  the  Lowell  company 
which  have  deprived  the  master  plumbers  of  a  possible  profit 
have,  on  the  other  hand,  operated  to  the  immediate  advantage 
of  the  purchasers  of  gas  appliances,  and  indirectly  to  the  ad- 
vantage of  all  gas  consumers  in  Lowell.  If,  however,  the  Board 
is  wrong  in  its  opinion  that  the  company's  acts  are  within  its 
cori)orate  powers,  and  if  the  private  rights  of  the  master 
plumbers  or  any  of  them  are  injured  or  put  in  hazard  thereby, 
they  have  a  clear  remedy  against  the  company  in  the  courts  on 
their  own  initiative.     (March  16.) 

East  Boston  Coxteact. 
Upon  the  petition  of  the  Boston  Consolidated  Gas  Company 
for  the  approval  of  a  contract  for  the  sale  of  gas  by  said  Bos- 
ton Consolidated  Otis  Company  to  the  East  Boston  Gas  Com- 
pany, which  petition  was  publicly  heard  on  Dec.  2,  9  and  13, 
1910,  it  was  voted  by  the  Board  that  the  following  contract. 
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being  a  modification  and  amendment  of  the  contract  contained 
in  said  petition,  be  approved,  to  wit :  — 

This  agreement  made  in  duplicate  this  fourteenth  day  of  September^ 
1910,  b^tvireen  the  Boston  Consolidated  Gas  Company  (hereinafter 
called  tbe  Consolidated  company)  and  the  East  Boston  Oas  Company 
(hereinafter  called  the  East  Boston  company) ,  both  corporations  duly 
established  under  the  laws  of  the  Commonwealth  of  Massachusetts, 
witnesseth  as  follows :  — 

First,  —  The  Consolidated  company  agrees  that  it  will  for  a  period 
of  two  years  beginning  Dec.  1,  1910,  furnish,  sell  and  deliver  to  the 
East  Boston  company,  at  the  latter's  holder  in  Chelsea,  such  quantity 
of  illuminating  gas  as  the  East  Boston  company  may,  during  that 
period,  require  from  day  to  day  for  the  purpose  of  supplying  its  cus- 
tomers, not  to  exceed,  however,  30,000,000  cuhic  feet  of  gas  per  month, 
such  gas  to  conform  in  all  respects  to  all  legal  requirements  and  to 
be  of  heating  power  equal  to  not  less  than  600  British  thermal  units. 

Second.  —  The  East  Boston  company  agrees  that  it  will  pay  to  the 
Consolidated  company  40  cents  per  thousand  cubic  feet  for  all  gas 
sold  and  delivered  to  it  under  the  provisions  of  this  agreement,  pay- 
ing on  or  before  the  fifteenth  day  of  each  month  for  all  gas  sold  and 
delivered  during  the  month  immediately  preceding. 

Third.  —  All  gas  sold  and  delivered  under  the  terms  hereof  shall  be 
measured  by  a  meter  provided  by  the  East  Boston  company  at  its 
works  in  Chelsea,  and  that  meter  shall  be  open  at  all  reasonable  times 
to  the  inspection  of  the  Consolidated  company  or  its  properly  au- 
thorized representatives. 

Fourth.  —  The  East  Boston  company  shall  pay  to  the  Consolidated* 
company  the  sum  of  $3,500  per  year,  payable  in  monthly  instalments 
at  the  same  time  when  payment  is  made  for  the  gas  sold  and  delivered, 
said  sum  being  approximately  10  per  cent,  of  the  cost  of  the  mains 
eonstructed  by  the  Consolidated  company  in  the  city  of  Chelsea  and 
used  exclusively  for  the  delivery  of  gas  sold  hereunder. 

Fifth.  —  The  East  Boston  company  agrees  that  its  own  works  shall, 
during  the  term  of  this  agreement,  be  operated  in  the  manufacture 
of  gas  to  the  greatest  extent  that  shall  be  consistent  with  a  due  regard 
to  efiSciency  and  economy. 

In  witness  whereof,  the  Boston  Consolidated  Gas  Company  and  the 
Cast  Boston  Gas  Company  have  caused  their  corporate  seals  to  be 
hereto  affixed  and  these  presents  to  be  signed  in  their  names  and  be- 
half by  their  respective  officers  thereto  duly  authorized.     (August  3.) 
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Petition  of  the  Bkookton  Gas  Light  Company. 

This  was  an  application  by  the  Brockton  Gas  Light  Company 
for  authority,  under  the  provisions  of  chapter  197  of  the  Acts 
of  1910,  to  carry  on  the  business  for  which  it  was  incorporated 
in  the  towns  of  Randolph,  Holbrook  and  Avon. 

The  company  was  organized  under  the  general  law  in  the 
year  1869  for  the  purpose  of  manufacturing  and  selling  gas 
for  light  and  other  purposes  in  the  town  of  North  Bridgewater, 
under  the  name  of  the  North  Bridgewater  Gas  Light  Company. 
In  the  year  1874,  pursuant  to  the  provisions  of  chapter  113  of 
the  Acts  of  that  year,  the  name  of  the  town  of  North  Bridge- 
water  was  changed  to  Brockton,  and  by  chapter  38  of  the  Acts 
of  1882  the  name  of  the  company  was  changed  to  the  Brockton 
Gas  Light  Company. 

The  towns  of  Avon  and  Holbrook  are  contiguous  to  the  city 
of  Brockton  and  the  town  of  Randolph  adjoins  both  of  said 
towns. 

It  appeared  at  the  hearing  that  it  was  the  intention  of  the 
company  to  construct  through  all  the  towns  named  a  system 
of  gas  mains  for  high-pressure  distribution,  and  the  selectmen 
in  all  the  towns  have  voted  to  give  the  company  the  necessary 
privileges  in  the  streets.  The  following  was  adopted  by  the 
Board :  — 

On  the  petition  of  the  Brockton  Gas  light  Company,  a  corporation 
established  nnder  the  laws  of  this  Commonwealth  for  the  pnrpose  of 
''making  and  selling  gas  in  the  town  of  North  Bridgewater/'  now 
Brockton,  for  authority  to  carry  on  the  business  for  which  it  was 
incorporated  in  the  towns  of  Randolph,  Holbrook  and  Avon  in  this 
Commonwealth,  as  provided  in  chapter  197  of  the  Acts  of  the  year 
1910,— 

Voted,  That  the  Board  of  Gas  and  Electric  Light  Commissioners, 
after  notice  and  a  public  hearing  and  upon  due  consideration  thereof, 
hereby  authorizes  the  said  Brockton  Gas  Light  Company  to  carry  on 
the  business  for  which  it  was  incorporated  in  the  towns  of  Randolph, 
Holbrook  and  Avon,  with  all  the  rights,  powers  and  privileges,  and 
subject  to  all  the  duties  and  liabilities  set  forth  in  all  general  laws 
now  or  hereafter  in  force  applicable  to  said  corporation.  (Septem- 
ber 7.) 
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Petition  of  the  South  Hadley  Falls  Eleotbio  Light 

Company. 
On  the  petition  of  the  South  Hadley  Falls  Electric  Light 
Company,  a  corporation  established  under  the  laws  of  this 
Commonwealth  for  the  purpose  of  manufacturing  and  selling 
electricity  for  light  and  other  purposes  in  the  town  of  South 
Hadley,  in  the  county  of  Hampshire,  for  authority  to  carry  on 
the  business  for  which  it  was  incorporated  in  the  town  of 
Granby  in  this  Commonwealth,  as  provided  in  chapter  197  of 
the  Acts  of  1910,— 

Voted,  That  the  Board  of  Gas  and  Electric  Light  Commissioners, 
after  notice  and  a  public  hearing  and  upon  due  consideration  thereof, 
hereby  authorizes  the  said  South  Hadley  Falls  Electric  Light  Company 
to  carry  on  the  business  for  which  it  was  incorporated  in  the  town 
of  Granby,  with  all  the  rights,  powers  and  privileges,  and  subject  to 
all  the  duties  and  liabilities  set  forth  in  all  general  laws  now  or  here- 
after in  force  applicable  to  said  corporation.     (October  13.) 

Petition  of  the  Buzzard's  Bay  Electbio  Company. 

This  was  an  application  by  the  Buzzard's  Bay  Electric  Com- 
pany, under  the  provisions  of  chapter  197  of  the  Acts  of  1910, 
for  authority  to  carry  on  the  business  for  which  it  was  incor- 
porated in  the  towns  of  Barnstable,  Bourne  and  Sandwich. 

This  corporation  was  organized  in  1895  under  the  general 
law,  with  the  name  of  "  Martha's  Vineyard  Electric  Light  and 
Power  Company,''  "to  manufacture,  sell  and  distribute  elec- 
tricity for  use  for  lighting,  for  heating  and  for  power  upon  the 
island  of  Martha's  Vineyard."  In  1909  its  name  was  duly 
changed  to  "Buzzard's  Bay  Electric  Company,"  and  the  cor- 
poration voted  to  remove  its  business  from  Martha's  Vineyard 
to  the  town  of  Falmouth.  It  began  to  supply  electricity  in  that 
town  in  September,  1909. 

Bourne  is  contiguous  to  Falmouth,  Sandwich  to  Bourne,  and 
Barnstable  to  Sandwich,  and  Barnstable  and  Falmouth  are  sep- 
arated by  the  town  of  Mashpee.  It  appeared  at  the  hearing 
that  there  is  a  demand  for  electric  service,  chiefly  from  sum- 
mer residents,  in  the  villages  of  Pocasset  and  Monument 
Beach  in  Bourne,  in  the  village  of  Hyannis  in  Barnstable  and 
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in  the  town  of  Sandwich.  With  this  application  was  heard  an 
application  of  the  Marion  Gas  Company,  which  is  distributing 
electricity  in  Marion  and  Wareham,  for  authority  to  extend  its 
lines  into  Bourne.  The  last-named  company  is  now  supplying 
one  summer  resident  whose  house  is  in  Bourne  but  close  to  the 
Wareham  line,  and  there  appeared  to  be  some  demand  for 
service  to  other  summer  residents  in  the  neighborhood  and  in 
the  village  of  Bourne.  The  town  of  Bourne  covers  a  consid- 
erable territory  and  includes  several  distinct  villages.  The  atti- 
tude of  the  selectmen  was  one  of  apparent  indifference  as  to 
which  company  should  supply  electricity  so  long  as  an  adequate 
supply  at  reasonable  prices  was  furnished.  Under  all  the  cir- 
cumstances both  companies  may  well  be  restricted  to  those 
sections  of  the  town  which  they  respectively  can  most  conven- 
iently and  economically  reach.  The  following  was  therefore 
adopted :  — 

On  the  petition  of  the  Buzzard's  Bay  Electric  Company,  a  corpora- 
tion established  under  the  laws  of  this  Commonwealth  with  authority 
''to  manufacture,  sell  and  distribute  electricity  for  use  for  lighting, 
for  heating  and  for  power''  in  the  town  of  Falmouth,  for  authority 
to  carry  on  the  business  for  which  it  was  incorporated  in  the  towns 
of  Barnstable,  Bourne  and  Sandwich  in  this  Conmionwealth,  as  pro- 
vided in  chapter  197  of  the  Acts  of  1910,  — 

Voted,  That  the  Board  of  Gas  and  Electric  light  Commissioners, 
after  notice  and  a  public  hearing,  and  upon  due  consideration  thereof, 
hereby  authorizes  the  said  Buzzard's  Pay  Electric  Company  to  carry 
on  the  business  for  which  it  was  incorporated  in  the  towns  of  Barn- 
stable and  Sandwich  and  in  so  much  of  the  town  of  Bourne  as  lies 
south  and  east  of  a  line  beginning  with  the  point  where  the  railroad 
bridge  of  the  New  York,  New  Haven  &  Hartford  Railroad  Company 
crosses  the  thread  of  the  stream  of  the  Back  River  in  said  town  of 
Bourne,  and  thence  running  due  east  to  a  point  70°  35'  west  of  the 
Greenwich  meridian,  and  thence  turning  and  running  due  north  to 
the  boundary  line  between  the  towns  of  Bourne  and  Plymouth,  with 
all  the  rights,  powers  and  privileges,  and  subject  to  all  the  duties  and 
liabilities,  set  forth  in  all  general  laws  now  or  hereafter  in  force 
applicable  thereto.     (November  7.) 


Digitized  by  VjOOQ IC 


1912.]  PUBLIC  DOCUMENT  — No.  35.  95 

Petition  of  the  Mabion  Gas  Company. 

This  was  an  application  by  the  Marion  Gas  Company,  under 
the  provisions  of  chapter  197  of  the  Acts  of  1910,  for  authority 
to  extend  its  lines  into  the  town  of  Bourne  for  the  purpose  of 
supplying  in  that  town  electricity  for  light,  power  and  heat. 

This  company  was  organized  in  1902,  under  the  general  laws 
of  this  Commonwealth,  for  the  purpose  of  "  making,  selling  and 
distributing  gas  and  electricity,  or  either  of  them,  for  light  and 
for  heating,  cooking,  chemical  and  mechanical  purposes,  and 
for  the  purpose  of  generating  and  furnishing  steam  or  hot  water 
for  heating,  cooking  and  mechanical  power  in  the  town  of 
Marion  in  the  county  of  Plymouth."  Soon  after  its  organiza- 
tion it  acquired  a  gas  plant  and  began  to  make  and  sell  gas, 
but  it  did  not  acquire  an  electric  plant  until  1910.  In  1909, 
under  a  special  act,  it  was  authorized  "  to  carry  on  the  business 
of  furnishing  gas  and  electricity  for  heat,  light  and  power  in 
the  town  of  Wareham,"  and  is  now  actively  engaged  in  the 
supply  of  electricity  in  that  town. 

Bourne  is  contiguous  to  Wareham,  and  the  purpose  of  this 
application  was  to  enable  the  company  to  extend  its  elec- 
tric lines  into  Bourne,  where  it  is  now  supplying  a  single 
customer  whose  residence  is  near  the  Wareham  boundary, 
over  his  own  lines.  With  this  application  was  heard  the  peti- 
tion of  the  Buzzard's  Bay  Electric  Company  to  extend  its  lines 
into  Bourne  and  certain  other  towns.  For  reasons  mentioned 
in  its  decision  on  this  last-named  application,  the  Board  be- 
lieves that  both  companies  may  properly  be  permitted  to  ex- 
tend their  lines  into  Bourne,  but  only  so  far  as  to  enable  each 
to  supply  in  those  sections  which  it  may  most  conveniently  and 
economically  reach.    The  following  was  therefore  adopted :  — 

On  the  petition  of  the  Marion  Gas  Company,  a  corporation  estab- 
lished under  the  laws  of  this  Commonwealth  for  the  purpose  of  "  mak- 
ing, selling  and  distributing  gas  and  electricity,  or  either  of  them,  for 
light  and  for  heating,  cooking,  chemical  and  mechanical  purposes,  and 
for  the  purpose  of  generating  and  furnishing  steam  or  hot  water  for 
heating,  cooking  and  mechanical  power  in  the  town  of  Marion  in  the 
county  of  Plymouth,"  and  authorized  "to  carry  on  the  business  of 
furnishing  gas  and  electricity  for  heat,  light  and  power  in  the  town 
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of  Wareham,"  for  authority  "to  extend  its  lines  into  the  town  of 
Bourne  for  the  purpose  of  furnishing  its  inhabitants  with  electricity 
for  light,  power  and  heat,"  as  provided  in  chapter  197  of  the  Acts 
of  1910,— 

Voted,  That  the  Board  of  Gas  and  Electric  Light  Commissioners, 
after  notice  and  a  public  hearing  and  upon  due  consideration  thereof, 
hereby  authorizes  the  said  Marion  Gas  Company  to  carry  on  the  busi- 
ness of  furnishing  electricity  for  heat,  light  and  power  in  so  much  of 
the  town  of  Bourne  as  lies  north  and  west  of  a  line  beginning  with 
the  point  where  the  railroad  bridge  of  the  New  York,  New  Haven  & 
Hartford  Railroad  Company  crosses  the  thread  of  the  stream  of  the 
Back  River  in  said  town  of  Bourne,  and  thence  running  due  east  to 
a  point  70°  35'  west  of  the  Greenwich  meridian,  and  thence  turning 
and  running  due  north  to  the  boundary  line  between  the  towns  of 
Bourne  and  Plymouth,  with  all  the  rights,  powers  and  privileges,  and 
subject  to  all  the  duties  and  liabilities,  set  forth  in  all  general  laws 
now  or  hereafter  in  force  applicable  thereto.     (November  15.) 


GAS  COMPANIES* 

The  following  table  shows  the  corporate  names  and  capital 
stock  of  the  gas  companies  in  active  operation,  and  the  names  of 
the  persons  and  corporations  other  than  gas  companies  making 
and  selling  gas,  on  the  thirtieth  day  of  June  last,  with  the  locali- 
ties supplied  and  the  population  of  each  according  to  the  census 
of  1910.  Unless  otherwise  noted  the  par  value  of  each  share  of 
capital  stock  reported  is  $100 :  — 


CORPORATE  NAME. 

Localities  supplied. 

1  Popular 
1     tion. 

Capital. 

Adams  Gas  Light  Co.,  . 

Adams.   . 

13,026 

$60,000 

Amesbury  &  Salisbury  Gas  Co., 

Amesbury, 

9.894 

60.000 

Salisbury, 

1.658 

— 

Amherst  Gas  Co., 

Amherst, 

6,112 

100,000 

Arlington  Gas  Light  Co., 

Arlington, 

11,187 

100,000 

Belmont, 

5,542 

— 

Winchester, 

9.309 

- 

Athol  Gas  &  Electric  Co., 

Athol,      . 

8.536 

214,300 

Attleborough  Gas  Light  Company 

Corporation,      .... 

Attleborough, 

16,215 

58.000 

Atwood,  L.  Sidney,  I 

Chatham, 

1,564 

— 

Barre  Acetylene  Gas  Co., 

Barre,     . 

2.957 

2.400* 

Bernardston  Acetylene  Light  Co.,  • 

Bernardston, 

741 

2.300 

Beverly  Gas  &  Electric  Co.,   . 

Beverly, 

18.650 

286.900 

Blackstone  Electric  Light  Co., 

Blackstone, 

.    5.648 

10.000 

Boston  ConsoUdated  Gas  Co.. 

Boston,   . 

670,585 

15,124,600 

Br6okline, 

27,792 

— 

MUton,   . 

7,924 

1  Manufacture  of  gas,  minor  portion  of  busineas.        *  Par  value,  S50.        *  Uninoorporated. 
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CORPORATE  NAME. 

LocaUties  auppUed. 

Popula- 
tion. 

Capital. 

Brockton  Gas  Light  Co.. 

Brockton, 

56,878 

$659,000 

Cambridge  Gas  Light  Co..      . 

Cambridge, 
Somerville  (in  part). 

104,839 
61,085 » 

1.200.000 

Charlertown  Gas  &  Electric  Co..     . 

Boston  (Charlestown 

District),      . 

41,444 

600,000" 

Somerville  (in  part), 

16,151 » 

- 

Medford  (in  part),    . 

— 

— 

Everett  (in  part).     . 

- 

- 

Chioopee  Gas  Light  Co.. 

Chioopee. 

25,401 

166,500 

South  Hadley  Falls. 

4,804 

— 

Citisens'  Gas,  Electric  &  Power  Co., 

Nantucket, 

2,962 

26,000 

CitiseDs' Gas  Light  Co.. 
Clinton  Gas  Light  Co., 

Quincy.  . 
CUnton,  . 

32,642 

383,000 

13,076 

123,000' 

Cotuit  Acetylene  Gas  plant,  * 

Barnstable  (Cotuit), 

4,676 

2,226 

Dsnvers  Gas  Light  Co.. 

Danvers, 

9,407 

30,000  • 

Dedham  &  Hyde  Park  Gas  &  Eleo- 

trio  Light  Co..  .... 

Dedham, 

9,284 

141,760 « 

Hyde  Park.      . 

16,507 

— 

East  Boston  Gas  Co 

Boston  (East  Boston). 

58.488 

676,000  • 

Chelsea, 

32.452 

— 

Easthanopton  Gas  Co 

Edison  (Brockton),        .         .  '       . 

Easthampton, 

8,524 

160,000 

Stoughton, 
Fall  River. 

6,316 

948,800 

Fall  River  Gas  Works  Co.,     . 
Pitchburg  Gas  A  Electric  Light  Co., 

119,295 

690,000 

Fitchburg, 

37,826 

666,150 « 

12,948 

76,000 

Gardner  Gas.  Fuel  &  Light  Co.,      . 

Gardner. 

14,699 

26,200 

Georgetown  Gas  Co.,     . 

Georgetown,    . 

1,958 

7,600 

Gloucester  Gas  Light  Co., 

Gloucester, 

24,398 

160,000" 

Greenfield  Gas  Light  Co.. 

Greenfield, 

10,427 

116,860* 

Turners  Falls, 

4,6981 

_ 

Gregory.  J.  D..«   .... 
Hadley  Lighting  Co.,     . 
Hatfield  Gas  Co., 

Princeton, 

818 

- 

Hadley,  . 
Hatfield, 

1,999 

1,726  • 

1,986 

4.760 « 

Haverhill  Gas  Light  Ca.. 

Haverhill. 

44,116 

75,000  • 

Hyannis  Acetylene  Gas  Plant.  * 
Ipswich  Gas  Light  Co., 
Ilawrenoe  Gas  Co.. 

Barnstable  (Hyannis). 

4.676 

6,014 

Ipswich. 

6,777 

16,000 

Lawrence. 

85,892 

1,900,000 

Methuen, 

11,448 

— 

North  Andover, 

6,529 

— 

Andover. 

7,301 

- 

Leominster  Gas  Light  Co..     . 

Leominster,     . 

17,580 

60,000 

Lunenburg, 

1,393 

- 

Liezington  Gas  Co., 
LoweU  Gas  Light  Co.,    . 

£a^"'    :    : 

4,918 
106,294 

40,000 
1,000.000 

Dracut,  . 

3,461 

— 

Tewskbury,      . 

3,750 

- 

Chehnsford,     . 

5,010 

— 

Lynn  Gas  A  Electric  Co., 

Ljrxin, 

89.336 

1,182,500 

Swampscott,    . 

0,204 

- 

Saugus,  . 

8,047 

— 

Nahant, 

1,184 

— 

Marblehead,    . 

7,338 

- 

Maiden  A  Melrose  Gas  Light  Co..  . 

Maiden, 

44.404 

1,584,000 

Melrose, 

15,716 

— 

Medford  (in  part),    . 

- 

- 

Everett  (in  part),     . 

- 

- 

Marion  Gas  Co 

Marion,  . 

1,460 

28,900 

Marlborough-Hudson  Gas  Co., 

Marlborough,  . 

14,579 

130,000 

Hudson, 

6,743 

— 

Milford  Gas  Light  Co., 

Milford, 

13,055 

72,300 

■ 

Hopedale, 

2,188 

— 

Natick  Gas  Light  Co.,  . 

Natick.   . 

9.866 

60,000 

New  Bedford  Gas  <fc  Edison  Light 

Co.. 

New  Bedford. . 

96,652 

1,059,800 

i  Estimated, 
s.  Par  value  150. 
s  Par  value,  1500. 


'  Unincorporated. 

•  Par  value,  $25. 

•  Manufacture  of  gas.  minor  portion  of  busiiiess.        j 
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CORPORATE  NAME. 

LocaUties  supplied. 

Popuki- 
tion. 

Capital. 

Newburyport  Gas  d:  Electric  Co.,   . 

14,949 

$286,000 

Newton  <fc  Watertown  Gas  Light  Co., 

Newton, 

39.806 

660,000 

Waltham, 

27.834 

— 

Watertown,      . 

12,876 

- 

WeUesley, 

6,413 

- 

Weston,  . 

2,106 

— 

North  Adams  Gas  Light  Co.,  . 

North  Adams, 

22,019 

200,000 

Clarksburg, 

1,207 

— 

Northampton  Gas  Light  Co., 
North  Attleborough  Gas  Light  Co., 

Northampton, 

19,431 

120,000* 

North  Attleborough, 

9,662 

68,100 

Wrentham, 

1,743 

_ 

Northfield  Acetylene  Gas  Co.,  * 
Norwood  Gas  Co., 

Northfield,       . 

1,642 

3.276 

Norwood, 

8,014 

72.000 

Otis  Co.. » 

Ware,      . 

8,774 

— 

People's   Gas   h  Electric   Co.,   of 

Stoneham,          .... 

7,090 

10.000 

Pittsfield  Coal  Gas  Co., 

Reading. 
Pittsfield, 

6,818 
32,121 

396.000 

Dalton,  . 

3.668 

— 

Plymouth  Gas  Light  Co., 

Plymouth, 

12.141 

40,000 

Sadler,  Thomas  G.,«      . 

Attleborough, 

16.216 « 

— 

Salem  Gas  Light  Co 

Salem,     . 

43.697 

499,600 

South  Hadloy  Gas  Co.,  - 

Peabody, 
South  Hadley, 

16,721 
4.894 

6.000 

Spencer  Gas  Co.,  .... 
I^ringfield  Gas  Light  Co.,      . 

Spencer, 

6,740 

97.600 

Springfield,      . 

88,926 

1,137,500 

^zawam, 

West  Springfield,      . 

3,601 
9,224 

~" 

Longmeadow,  . 
Ludlow, 

1,084 
4,948 

— 

Suburban  Gas  4  Electric  Co., 

Revere,  . 

18.219 

676,200 

- 

Winthrop, 

10,132 

_ 

Sunderland  Gas  Co.,      . 

Sunderland,     . 

1,047 

1.200  » 

Taunton  Gas  Light  Co., 

Taunton, 

34,269 

220,000* 

Dighton, 

2,236 

— 

Berkley, 

999 

. 

Vinoyard   Haven   Gas   h   Electric 
Light  Co 

Vineyard  Hi^ven,      . 

1,196 

10.000 

Vineyard  Lighting  Co., 

Oak  Bluffs,      . 

1,084, 

26,000 

Waite4Smith.« 

Dartmouth,     . 

3,793  • 

— 

Webster  &  Southbridge  Gas  <fc  Elec- 

tric Co.,    

Webster, 

11,609 

170,000 

Dudley,  . 
Southbridge,    . 

4.267 
12.692 

: 

WiUiamstown, 

3,708 

40.000 

Wobum  Gas  Light  Co., 

Wobum, 

15.308 

46,100 

Worcester  County  Gas  Co.,    . 

Broojcfield, 

2.204 

86,000 

Leicester, 

3.237 

— 

Monson, 

4.768 

— 

North  Brookfield,     . 

3,076 

- 

Palmer,  . 

8,610 

- 

Warren,  . 

4,188 

— 

West  Brookfield, 

1,327 

— 

Worcester  Gas  Light  Co., 

Worcester, 

146,986 

1.000,000 

>  Par  value,  $25. 

*  Unincorporated. 

•  Manufacture  of  sae,  minor  portion  of 

bujdneflB. 


*  Supplies  a  few  customen  in  the  villace  of  South 

Attleborough.  *  Par  value,  $50. 

•  Supplies  a  few  customers  in  the  village  ot  South 

Dartmouth. 


The  companies  in  Adams,  Amherst,  Athol,  Beverly,  Black- 
stone,  Charlestown,  Clinton,  Easthampton,  Fitchburg,  Law- 
rence, Lynn,  Marion,  Nantucket,  New  Bedford,  Newburyport, 
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North  Adams,  Oak  Bluffs,  Revere  and  Winthrop,  Spencer, 
Webster  and  Southbridge  and  Williamstown  supply  gas  and 
electricity.  The  Edison  Electric  Illuminating  Company  of 
Brockton  supplies  gas  and  electricity  in  the  town  of  Stoughton. 

The  following  statistics  exhibit  a  summary  of  the  financial 
operations  of  all  the  companies  in  the  State  compiled  from  the 
items  relating  to  the  manufacture  and  sale  of  gas  in  the  returns 
of  the  last  two  years  made  to  the  Board :  — 


For  Ysar  smdikg  Jtma  30. 


m«. 


mi. 


Ikcoms:  — 
For  su  sold  by  meter. 
For  su  sapplied  to  pubUo  lamps,  . 
For  su  8€ua  to  other  companies,    . 
From  sales  of  coke, 

sales  of  tar,  .... 

sales  of  ammoniacal  liquor,  . 

rent  of  meters,     .... 

rent  of  gas  stoves  and  engines, 

rent  of  gas  lamps, 

public  lamps  other  than  gas  lamps, 

other  sources 


$10,288,487  11 

240,651  79 

364,637  24 

419,498  86 

142,680  29 

67,134  09 

4,692  51 

313  50 

18,979  19 

19.376  34 

650  30 


$10,972,929  58 

241,323  84 

411,322  44 

387,506  22 

178,303  55 

58,891  43 

5,566  05 

3,089  07 

24.891  71 

18,241  46 

1,666  74 


Total,  . 

EXPBNSBS:  — 


4. 
6. 
6. 
7. 
& 


2.  Enric] 

3.  Purifying  materials. 

Water 

Wages  at  works, 

Repairs  and  maintenance  of  works.  . 

Renewal  of  plant, 

Apparatus  and  machinery, 

9.  Gas  bought, 

10.  Wages  of  meter  takers,  clerical  labor  in  di»- 

tzibution,  and  salary  or  commissions  of 
collectors, 

11.  Repairs,    renewals    and    maintenance    of 

mains  and  service  pipes, 

12.  Distribution  tools  and  appliances,     . 

13.  Repairs  and  renewals  of  meters, 

14.  Gas  stove  fixing,  repairs,  etc.,  . 

15.  Lighting  and  repairing  (gas  lamps  only), 

16.  Tiighting  and  repairing,  and  materials  used 

for  other  lamps,  . 

17.  Directors'  allowances, 

18.  Salaries  of  officers, 

19.  General  salaries, 

20.  Rent  of  offices, 

21.  General  office  expenses, 

22.  Taxes,  . 

23.  Insurance. 

24.  Law  expenses, 
26.  Claims, 

26.  Bad  debts,     . 

27.  Incidental  expenses. 

Total,  . 


$11,557,101  22 


$1,740,719  34 

841,403  40 

41.938  98 

31.068  97 

677.893  91 

378.090  35 

65,428  75 

51.242  84 

1.011.679  36 


451.162  46 

273.174  95 

93.640  96 

227,008  16 

106.850  21 

66.119  45 

23.164  90 

14.699  40 

245.553  67 

306,315  89 

58.164  78 

286.564  35 

835.030  43 

65,585  48 

39,100  75 

23.436  68 

14.428  76 

3.760  08 


$7,973,217  26 


$12,303,732  09 


$1,922,012  61 

833,631  35 

37,275  55 

25.724  95 

690,243  48 

359,430  46 

96,484  49 

56,941  21 

1,108,129  89 


473.013  42 

299,380  66 
125.836  13 
237,986  07 
116.866  72 
59,783  66 

30,214  75 

16.461  30 

264,654  41 

355,067  70 

62,423  79 

301,025  43 

974,976  67 

79,545  81 

29,686  33 

31,012  92 

16,707  30 

2.634  87 


$8,607,151  93 
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Fob  Ykab  bndxno  Junb  30. 

IflO. 

1»U. 

Leaving  an  apparent  profit  on  their  gas  busi- 
ness of 

They  have  also  received  for  interest,  etc., 
for  rents,  etc.,   . 
as  profits  from  electric 
fighting, 

$3,683,883  96 

26,803  66 

1,594,864  89 

817,986  07 

$3,696,680  16 

34.761  67 

218,692  38 

908,336  37 

Making  a  total  of 

Leaving  an  apparent  deficit  of        .         .         . 

$6,023,538  58 

$4,858,370  48 
1,894,628  31 

From  these  receipts  sl^ould  be  deducted:  — 
Interest  on  bonds  and  loans, 

Dividends, 

Other  items 

$402,835  44 
3,090,951  21 
2,009,642  22 

$6,752,998  79 

$421,838  65 
3,319,468  32 
3,011.691  82 

Leaving  a  surplus  for  the  year  of   . 

$5,503,428  87 
$520,109  71 

$6,752,998  79 

Ten  *  of  the  companies  appear  not  to  have  earned  expenses, 
and  seventeen  ^  others  have  not  earned  sufficient  to  warrant  the 
declaration  of  any  dividend. 

The  receipts  from  gas  sold  by  meter  show  an  increase  of 
$684,442.47.  The  receipts  from  sales  for  public  lamps  have 
increased  by  $672.05. 

In  Appendix  B  will  be  found,  under  date  of  June  30,  1911, 
the  separate  balance  sheets,  profit  and  loss  and  manufacturing 
accounts  of  the  gas  companies,  as  taken  from  the  annual  re- 
turns, with  corrections  made  by  the  Board  after  their  examina- 
tion and  correspondence  with  the  officers  of  the  several  com- 
panies. 

Aggregates  from  these  balance  sheets  and  those  in  the  returns 
of  1910  show  the  following  facts:  — 


Junb  30. 


mo. 


ifii. 


Assets:  — 

Real|estate,  machinery,  street  mains  and  meters, 
Cash  on  hand. 
Due  for  gas, 
Other  accounts  due. 
Materials,  etc.,     . 
Notes  receivable, 
Investments,  etc., 
Electric  assets, 


$51,041,230  44 

1,187.313  97 

675,049  26 

549,910  60 

2,271,409  20 

146,687  95 

1,311,528  85 

7,836.778  62 


$52,757,389  00 

1,489.504  97 

700,298  91 

622.063*  94 

2,631.047  92 

26.826  26 

1,338.573  90 

8.878,772  73 


$65,019,908  89 


$68,444,477  63 


:;/:  -l^rtol#s^Vear. 


■  Seventeen  last  year. 
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JUNB  30. 


mo. 


mi. 


LLA.BILITIE8: 

Capital  stock. 

Bonds, 

Notes  payable, 

Unpaid  bills, 

Unpaid  dividends, 

Deposits,     . 

Interest  due  and  unpaid, 

Interest  accrued  but  not  due, 

Premium  on  capital  stock, 

Other  items. 


Reserved  and  depreciation  funds,  . 


Surplus, 


Of  these  companies : — 

63  ^  show  an  aggregate  surplus  of 
8  *  show  an  aggregate  deficit  of 

Leaving  total  net  surplus,  as  shown  above. 
Which  added  to  reserves  carried  as  liabilities, 

Would  show  an  actual  surplus  of    . 
Equivalent  to  a  per  cent  on  capital  of  about 


$34,417,140  02 

1,670,800  00 

6,193.236  68 

761,108  13 

76,540  00 

384,472  05 

1,662  77 

56,150  63 

10.867,246  58 

1.783,741  83 


$36,550,241  27 

1,664,800  00 

7,422,936  72 

767,366  90 

86.706  96 

399,869  89 

2,926  18 

60,813  73 

13,687,664  75 

279.318  14 


$66,192,088  69 
828,187  47 


$69,822,613  54 
2,456,613  70 


$67,020,276  06 
7.999.632  83 


$62,279,027  24 
6,166,460  39 


$66,019,908  89 

$8,166,376  14 
166,743  31 


$68,444,477  63 

$6,226,612  68 
61,162  29 


$7,999,632  83 
828,187  47 


$6,165,450  39 
2,456,513  70 


$8,827,820  30 
26.65 


$8,621,964  09 
24.26 


>  Sixty-dz  in  1910. 


•  Nioe  in  1910. 


Taxes. 

The  valuation  of  the  property  of  the  several  companies  as 
fixed  by  the  local  assessors  may  be  found  in  detail  in  Appendix 
D.  The  aggregate  valuation  of  all  the  companies  is  $48,656,- 
463.  Certain  companies,  however,  have  electric  light  plants, 
and  the  assessed  value  of  such  whenever  separately  returned  is 
as  follows :  — 


Amherst,  . 

$39,960 

Marion,  . 

$18,000 

Blackstone, 

15,000 

Spencer,  . 

7,400 

dtisens'  (Nantucket), 

12,965 

Suburban  (Revere).  . 

494,660 

Casthampton, 

148,200 

Webster,  . 

183,725 

Fitohburg, 

520,264 

Iiawrence, 

874.085 

Total,    . 

.    $3,670,764 

Jjynn, 

1,356,526 

The  value  of  the  gas  plants  as  assessed  by  the  local  assessors 
is  then,  in  round  numbers,  probably  not  far  from  $43,000,000, 
as  there  are  electric  plants  at  Adams,  Athol^  Beverly,  Charles- 
town,   Clinton,   New  Bedford,   Newburyport,   IsTorth  Adams, 

/Google 
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Oak  Bluffs  and  Williamstown,  which  are  not  given  in  the  last 
table. 

The  total  sum  paid  by  the  companies  for  taxes,  including 
State  supervision,  after  apportioning  to  electric  account  that 
part  of  the  gas  companies'  taxes  belonging  to  their  electrical 
departments,  was  $974,976.67,  an  average  of  7.2  cents  per 
thousand  feet  of  gas  sold ;  being  an  increase  over  the  amoimt 
paid  the  previous  year  of  $139,946.24  in  the  total  and  an  in- 
crease of  five-tenths  of  a  cent  for  every  thousand  feet  sold. 

Dividends. 

The  amount  paid  in  dividends  by  the  several  companies,  the 
rate  and  amount  per  thousand  feet  of  gas  sold,  will  be  foimd 
in  detail  in  Appendix  D.  Seventeen  companies  paid  no  divi- 
dends. The  54  companies  paying  dividends  paid  out  in  all 
for  this  purpose  the  sum  of  $3,319,468.32,  which  is  an  average 
rate  of  9.6  per  cent,  on  their  capital  stock. 


Beduotions  in  Price. 

The  following  companies  reduced  the  maximum  net  price  of 
gas  per  1,000  feet  during  the  year  ending  June  30,  1911 :  — 

Adams, 

Amherst,^   . 

Charlestowzip 

Chicopee,    . 

Citizens'  (Quincy) 

East  Boston, 

Fall  River, 

Greenfield, 

Haverhill,    . 

Leominster, 

Lexington,^. 

Lowell, 

Lynn, 

Maiden, 

Milford,      . 

Natick, 

New  Bedford, 

Newburyport, 

Newton, 


from  $1.20  to  $1.05 

from 

6.00  to 

1.50 

from 

.90  to 

.85 

from 

1.35  to 

1.25 

from 

1.60  to 

1.40 

from 

.90  to 

.85 

from 

.85  to 

.80 

from 

1.80  to 

1.62 

from 

1.00  to 

.90 

from 

1.60  to 

1.50 

from 

4.50  to 

1.50 

from 

.90  to 

.85 

from 

.80  to 

.75 

from 

1.00  to 

.95 

from 

1.60  to 

1.50 

from 

1.65  to 

1.60 

from 

.85  to 

.80 

from 

1.40  to 

1.35 

from 

.95  to 

.90 

1  Sale  of  oil  gas  abandoned. 
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North  Adams, 
Northampton, 
People's  (Stoneham), 
Pittflfield,    . 
Plymouth,  . 
Springfield, 
Vineyard  lighting, 
Webster.     . 
Williamstown, 


from  $1.05  to  $1.00 

from 

1.25  to 

1.15 

from 

1.80  to 

1.50 

from 

1.25  to 

1.15 

from 

1.90  to 

1.80 

from 

.90  to 

.85 

from 

3.60  to 

3.51 

from 

1.50  to 

1.25 

from 

1.20  to 

1.05 

Price. 


The  following  pages  show  the  prices  charged  by  the  several 
companies  June  30,  1911,  and  the  average  price,  per  thousand 
feet,  received  from  sales  by  meter  in  each  of  the  two  years  end- 
ing June  30,  1910  and  1911:  — 
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The  average  price  paid  by  consumers  for  coal  gas  to  the 
companies  selling  annually  more  than  30,000,000  feet  each  is 
$0,873  per  thousand  feet.  If  the  Boston  company  be  excluded 
the  average  is  $0,915.  The  average  price  received  by  the  re- 
mainder of  the  coal-gas  companies  from  sales  by  meter  isf  $1.53, 
the  average  received  by  all  is  $0,890  per  thousand.  The 
average  price  for  oil  gas  is  $4.73  per  thousand  feet.  Acetylene 
gas  is  commonly  billed  to  customers  at  a  price  per  hundred  feet 
instead  of  per  thousand  feet,  as  in  other  kinds  of  gas.  The 
average  price  for  acetylene  gas  is  $1.11  per  hundred. 

The  average  price  paid  by  consumers  of  coal  gas  for  sales  by 
meter  in  1886  was  $1.72 ;  in  1887,  $1.66 ;  in  1888,  $1.56 ;  in 
1889,  $1.50;  in  1890,  $1.46;  in  1891,  $1.43;  in  1892,  $1.52; 
in  1893,  $1.45;  in  1894,  $1.26;  in  1895,  $1.21;  in  1896, 
$L17;  in  1897,  $1.15;  in  1898,  $1.14;  in  1899,  $L12;  in 
1900,  $1.10;  in  1901,  $1.08;  in  1902,  $1.07;  in  1903,  $1.06; 
in  1904,  $1.05;  in  1905,  $1.05;  in  1906,  $0,998;  in  1907, 
$0,948;  in  1908,  $0,921;  in  1909,  $0,914;  in  1910,  $0,901. 

NoTB.  —  The  terms  "coal  gas**  and  "ooal-gas  oompanies"  whenever  uaed  in  the  report  are 
intended,  unleaa  otherwise  qualified,  to  include  all  except  the  acetylene  companies  and  tboae 
that  make  their  gas  entirely  frtwi  oil  distilled  in  closed  retorts  eactemally  fired. 


ELECTRIC  UGHT  COMPANIES 

The  following  table  gives  the  names  of  the  persons  and  corpo- 
rations under  the  supervision  of  the  Board  who  were  engaged  in 
the  supply  of  electricity  on  June  30,  1911,  with  the  localities 
supplied  by  each  and  the  population  of  the  same  according  to 
the  census  of  1910,  and  the  capital  stock  of  the  incorporated 
companies.  Unless  otherwise  noted,  the  par  value  of  each  share 
of  capital  stock  reported  is  $100. 


NAME. 

Localities  supplied. 

Popula- 
Uon. 

CapiUl. 

Abineton  and  Rockland.  Electric  Light 
and  Power  Co.  of, 

Adams  Gas  Light  Co..       .... 

Adams.  U.S..  1 

American  Woolen  Co..*     .... 
Amesbury  Electric  Light  Co.,  . 

Amherst  Gas  Co.. 

Athol  Gas  and  Electric  Co 

Abington,  Cohaseet,  Han- 
over, Norwell,  Rockland, 
Scituatc, 

Adams.  Cheshire, 

Townsend. 

Acton.  Maynard, 

Amesbury, 

Amherst.  Hatfield.  Pelham, 

Athol.  Erving.  Orange. 
Wendell. 

21.186 
14.534 
1.761 
8.A26 
0,894 
7,565 

15.468 

S189.000  00 
60.000  00 

70.300'00 
100,000  00 

214.300  00 

>  Manoiacture  of  eleotrioity,  minor  portion  of  business. 
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NAME. 

Localities  supplied. 

^s^ 

Capital. 

Attleborough  Steam  and  Electric  Co.,      . 

Attleborough,  Seekonk,     . 

18.612 

$235.000  00 

Ayer  Eleeirio  liffht  Co 

Balk)u,  GUbertM.,* 

Ayer, 

2,797 

30.000  00 

Shirley,       . 
Beverly,  Hamilton, 

2,130 

- 

Beverly  Gaa  and  Electric  Co 

rope^ 

field,  Wenham, 

22.583 

285.900  00 

Blackatone  Electric  Li^t  Co..          .        . 

Blackstone, 

5.648 

10.000  00 

Block  Plant  Electric  Ught  Co., 

Boston  (in  part). 

9,500  00 

Bridges,  J.  B.  A  Co., »        .        .        .        . 

South  Deerfield, 

2,209 

5,647  50 

Buzzards  Bay  Electric  Co 

Cambridfe  £leotrio  Ught  Co., 
Cape  Light,  Heat  and  Power  Co..    . 
Central  MaaeachuBetta  Electric  Co., 

Falmouth,  . 

3.144 

11,000  00 

Cambridge. 
Provincetown,    . 

104,839 
4.369 

850,000  00 
35,000  00 

Monson,  Palmer.  Warren, 

Wilbraham,  West  Brook- 

field 

21,215 

150,000  00 

Charlestown  Gas  and  Electric  Co..  . 

Charlestown, 

41,444 

600.000  00> 

Chester  Electric  liight  Co., 

Chester,      . 

1,377 

5,000  00 

Citizens'  Gas,  Electric  and  Power  Co.  of 

Nantucket, 

Nantucket, 

2,962 

26.000  00 

Clinton  Gas  Light  Co.,     . 

Clinton,  LancaMer, 

15,539 

123.000  00* 

Colrain  Electric  Light  and  Power  Co.,     . 

Colrain,      . 

1,741 

2.500  00 

Deerfield  River  Electric  light  Co.,  . 

Conway.     . 

1,230 

4,700  00 

8,524 

150.000  00 

Arlington,  . 
Ashland.     . 
Bedford,     . 
Bellingham. 
Boston, 
Burlington. 
BrookUne.  . 
Canton, 
Chelsea.      . 
Coohituate. 

Dedham,    . 

Dover, 

Framingham, 

Franklin,    . 

Holliston,  . 

Hopkinton. 

Lexington, 

Edison    Electric    Illuminating    Co.   of 
Boston 

Lincoln,      . 
Medfield,    . 
Medway.    . 
MUlis. 
Milton,        . 
Natick,       . 
Needham,  . 
Newton, 
Norfolk,     . 
Sharon, 
Sherborn,   . 
Somerville. 
Stoneham. 
Walpole,      . 
VValtham,    . 
Watertown, 
Wayland,    . 
West  wood, 
Winchester. 
Wobum.     . 

983.393 

15.603.700  00 

Edison    Electric    Illuminating    Co.    of 

Brockton, 

Brockton,    Avon,    East 
Bridgewater,  Bridgewater, 

Stoughton,  Whitman,     . 

83.560 

948.800  00 

Fall  River  Electric  Light  Co 

Fall  River,  Somerset, 

122,093 

800,000  00 

Fitchburg  Gas  and  Electric  Co., 

Fitchburg, 

37,826 

566.150  00« 

Foxboro  Electric  Co 

Foxborough, 
Turners  Falls,    . 

3,863 

16,500  00 

Franklin  Electric  Light  Co.,     . 

6.866 

20,000  00 

Gardner  Electric  Light  Co.,      . 

Gardner 

14,699 

170,000  00 

Gk>uce8ter  Electric  Co 

Gloucester,  Rockport,  Es- 

sex  

30.230 

175,000  00 

Great  Barrington  Electric  Light  Co., 

Great    Barrington,    Egre- 
mont,  Sheffield, 

8,348 

125,000  00 

Greenfield  Electric  light  and  Power  Co., 

Greenfield,  Deerfield, 

12.636 

325,000  00 

Haverhill  Electric  Co 

Haverhill,  .... 

44.115 

446,800  00 

Huntington  Electric  light  Co., 

Huntington, 

1,473 

5,000  00 

Hyde  Park  Electric  Light  Co.. 

Hyde  Park, 

15,507 

287.500  00 

s  aCanufacture  of  electricity,  minor  portion  of  business.      *  Par  value,  $50.      >  Par  Value.  $500. 
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NAME. 


LooalitiM  supplied. 


Popula- 
tion. 


CapiteL 


Lawrence  Gas  Co., 


Lee  Electric  Co 

Lenox  Electric  Co 

Leominster  Electric  Light  and  Power  Co., 

Loveland,  W.O.,i 

Lowell  Electric  Light  Corporation,  . 


Ludlow  ICanufaoturing  Association,  *■ 
Lynn  Gas  and  Electric  Co., 


Maiden  Electric  Co., 


Manchester  Electric  Co., 
Marlborough  Electric  Co., 


Middleton  Electric  Light  Co.,  . 
Milford  Electric  Light  and  Power  Co.,     . 
Mill  River  Electric  Light  Co.,  . 
Montague  Electric  Light  and  Power  Co.,  . 
Nashua  River  Paper  Corporation,!  . 
New  Bedford  Gas  and  Edison  Light  Co., 

Newburyport  Gas  and  Electric  Co., 

Niles  Trust  Estate 

North  Adams  Gas  Light  Co 

Northampton  Electric  Lighting  Co., 
North  Dana  Box  and  Electric  Light  Co.,  i 
Norton  Electric  Light  and  Power  Co.,     . 

Pittsfield  Electric  Co 

Plymouth  Electric  Light  Co.,  . 


Quincy  Electric  Light  and  Power  Co.,     . 
Randolph  and  Holbrook  Electric  light 

Co.,» 

Salem  Electric  Light  Co 

Shelbume  Falls  Electric  Light  and  Power 

Co 

South  Hadley  Falls  Electric  Light  Co.,    . 

Spencer  Gas  Co 

Steam  and  Power  Co.,'     .        .        .        . 
Stockbridge  Lighting  Co.. 
Suburban  Gas  and  Electric  Co., 
Sunderland  Electric  Light  and  Power  Co., 

Turner,  G.  H 

Tynesboro  Electric  Light  Co.,*. 

Union  Electric  Light  Co., 

United  Electric  Light  Co 

Vineyard  Lighting  Co 


Ware  Electric  Co., 

Webster  and  Southbridge  Gas  and  Elec- 
tric Co 

Westborough  Gas  and  Electric  Co.,  . 
Weston  Electric  Light  Co 

Weymouth  Light  and  Power  Co.,     . 
Williamstown  Gas  Co.,      . 
Winchendon  Electric  Light  and  Power  Co., 
Worcester  Electric  Light  Co.,    . 
Worcester  Suburban  Electric  Co.,     . 


Lawrence,  North  Andovw, 
Methuen,  Andover, 


Lee,  Lenox, 

Lenox,  Stockbridge,  . 

Leominster,  Lunenburg,    . 

Ashby.        .        .        .        . 

Lowell,  Billerica,  Chelms- 
ford, Tewksbury,  Draout, 
Tvngsborough,  Westford, 

Lualow,      .... 

Lynn,  Swampsoott,  Na- 
hant,  Saugus, 

Maiden,  Mdrose,  Medford, 
Everett,  . 

Manchester, 

Marlborough,  Berlin, 
Northborough,  South- 
borough,     Westborough, 

Middleton, 

Milford,  Hopedale,    . 

Williamsburg,     . 

Montague,  . 

Pepperell,  . 

New  Bedford,  Fairhaven, 
Mattapoisett,  . 

Newburyport,  Newbury, 


Boston  (in  part), 

North  Adams,  Clarksburg, 

Northampton,    . 

Dana, 

Norton, 

Pittsfield,  Dalton,      . 

Plymouth,   D  u  x  b  u  r  y 

Kingston, 
Quincy, 

Holbrook,  Randolph, 
Salem,  Peabody  (m  part), 

Buckland,  Shelbume, 

South  Hadley,   . 

Spencer, 

Boston  (in  part), 

Stockbridge, 

Revere,  Winthrop, 

Sunderland, 

Charlemont, 

Tynnborough,  Dunstable, 

Franklin,  Norfolk,     . 

Springfield,  Longmeadow, 

Ludlow,  W.  Springfield,. 
Oak  Bluffs,  Vineyard  Hsr 

ven,  Edgartown, 
Ware,  Hardwick,. 

Webster,  Dudley,  Oxford, 
Southbridge,  Sturbridge, 

Westborough,     . 

Weston,  Wayland,  Sud- 
bury, 

Weymouth, 

Williamstown,    . 

Winchendon, 

Worcester,  Leicester, 

Douglas,  Grafton,  Mill- 
bury,  Northbridge,  Sut- 
ton, Upton,  Uxbridge,    . 


110,170 


7,16e 

4,003 

18,973 

886 


124,984 
4,948 

104,ni 

116,763 
2,673 


24,387 
1,129 

16,243 
2,132 
6,866 
2.953 

103,007 
16.431 

23,226 

19.431 

736 

2.544 

36,689 

16,274 
32,642 

7,117 
43,697  « 

3.071 
4,894 
6.740 

1.933 
28,351 

1.047 

1.001 
.  1.237 

6,601 

104,182 

3.471 
12.298 


33.686 
6,446 

6.432 
12.896 
3.768 
6.678 
149,223 


31.224 


$1,900,000  00 

30.000  00 
20.000  00 
80,000  00 


1,028,000  00 


1,182,600  00 

626,000  00 
116.500  00 


200.000  00 
1.650  00* 
40.000  00 
15.000  00 
2,000  00* 


1,059.800  00 
286,000  00 

200,000  00 
117.400  00 

6.000'00 
376,000  00 

120,00000 
250.000  00 


276.000  00> 

46.000  00 

7,000  00 

97,600  00 

40,000  00 

675.200  00 

11.000  00 


20.000  00 

1,600.000  00 

26.000  00 
40.000  00 


170,000  00 
36.500  00 

80.000  00 
50.000  00 
40.000  00 
12.000  00 
1.000.000  00 


276.000  00 


*■  Manufacture  of  electricity,  minor  portion  of  business. 

s  Par  value,  $25. 

*  Owned  by  estate  of  Charles  Doughty. 


•  Salem  only. 

•  Par  value,  $60. 

•  Unincorporated. 


The  following  table  contains  a  sumniary  of  the  financial  op- 
erations-of  all  the  incorporated  companies  and  privately  owned 
plants  engaged  in  the  sale  of  electricity  under  the  ^supervision 
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of  the  Board  for  the  year  ending  June  30,  IQIQ,  and  for  the 
year  ending  June  80,  1911 :  — 


Y&IB  KNDINQ  JUKX  i 


m«. 


Mil. 


Income:  — 
From  sale  of  oommerdal  aro  lights  by  contract, 
sale  of  commercial  incandescent  liglirts  by 

contraott  ..... 

sale  of  commercial  arc  and  incandescent 

lights  by  meter, 
sale  of  public  arc  lights, 
sale  of  public  incandescent  lights, 
sale  of  electric  power,  . 
current  sold  to  other  companies,    . 
rent  of  motors,    .... 

rent  of  fixtures 

rent  of  meters,     .... 
steam  heating,     .... 


Total, 


Expenses:  — 

1.  Coal  or  other  fuel,  . 

2.  Rent  of  real  estate  used  for  plant, 

3.  Oil  and  waste, 

4.  Water 

5.  Wages  at  station,    . 
0.  Station  repairs, 

7.  Steam  plant  repairs, 

8.  Electric  plant  repairs, 

9.  Station  tools  and  appliances, 

10.  Current  bought,      .         . 

11.  Wages  for  care  of  lights  and  meters,  cleri- 

cal labor  in  distribution  department,  and 
salary  or  commission  of  collectors, 

12.  Repairs  and  renewals  of  lines, 

13.  Repairs  and  renewals  of  meters,  lamps  and 

'  motors,       ..... 

14.  Distribution  tools  and  appliances,     . 

15.  Carbons,         ..... 

16.  Incandescent  lamps, 

17.  Globes 

18.  Directors'  allowances, 

19.  Salaries  of  officers. 
General  salaries,      .... 
Rent  of  offices,  U  separate  from  plant. 
General  office  expenses,   . 

23.  Taxes,   . 

24.  Insurance, 

25.  Law  expenses, 

26.  Claims, 

27.  Bad  debts,      . 

28.  Incidental  expenses, 

Total,  .... 

Leaving  an  apparent  profit  of 
Of  this  profit,  the  gas  companies  made  in  their 
electrical  departments, 

Leaving  for  the  electric  light  companies. 
To  which  should  be  added  the  income  from 
rents,  jobbing,  etc.,  amounting  to. 

Making  a  total  of         .         .         . 


20. 
21. 
22. 


$54,093  71 

104,054  94 

6.505,691  62 

1,400,028  42 

575,251  36 

2,313,393  49 

198,017  40 

3,387  59 

17,119  32 

5,139  51 

29,826  51 


$32,963  12 

115,751  17 

7,167,569  33 

1,418,435  64 

676,677  04 

2,677,425  37 

196,313  94 

2,296  66 

22,497  26 

10,312  31 

33,867  34 


$11,206,003  87 


$1,255,700  04 

127,852  40 
30,667  49 
49.459  73 

653,807  48 
59,004  57 

151,909  59 
88,626  28 
54,421  62 

233,108  63 


373,908  24 
535,818  04 

113,175  28 

75,363  16 

82,684  68 

326,978  57 

3,128  74 

18,303-70 

247,057  28 

515,925  13 

39.696  94 

372,258  12 

963,766  41 

173,197  72 

74,594  92 

2,707  15 

25,544  74 

89,436  46 


$12,353,109  18 


$1,458,252  27 

119,399  14 

28.339  75 

50,961  30 

666,149  99 

64.948  83 

130,845  56 

107,719  88 

69,582  57 

265,906  89 


391,838  32 
656,208  17 

'  132,200  92 

93,992  13 

81,264  53 

371,934  80 

2,608  32 

19,335  55 

274,009  41 

549,336  69 

45,702  26 

350,238  98 

1,080.409  17 

186,151  82 

62.301  91 

1,700  83 

.  26.699  93 

63,078  47 


$6,738,093  10 

$4,467,910  77 

817,986  07 


$7,251,118  39 

$5,101,990  79 

908.336  37 


$3,649,924  70 
544,881  37 


$4,193,654  42 
316,939  46 


$4,194,806  07   $4,510,593  88 


Lioogle 
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Year  kndinq  June  < 


mo. 


mi. 


Against    which   the    following    charges    were 
made:  — 
Intesest,  ....... 

Dividends,        ...... 

Depreciation,    ...... 

Sundry  items,  ...... 

Leaving  an  apparent  net  profit  for  the  year  of  . 


$428,929  20 

2,411,202  12 

425,968  95 

785,577  58 


$436,305  23 

2,662,702  54 

523.906  73 

720,713  40 


$4,051,677  85 
$143,128  22 


$4,343,627  90 
$166,965  98 


Six  *  of  the  corporations  included  above  appear  not  to  have 
earned  expenses,  and  twenty  ^  others  have  not  earned  sufficient 
to  warrant  the  declaration  of  any  dividend. 

From  the  above  data  it  appears  that  the  gross  profits  from 
electric  lighting  of  all  the  companies  increased  $634,080.02, 
and  those  doing  only  an  electric  business  show  an  increase  dur- 
ing the  last  year  of  $543,729.72. 

In  Appendix  B  will  be  found,  under  date  of  June  30,  1911, 
the  separate  balance  sheets,  profit  and  loss  and  manufacturing 
accounts  of  the  companies,  as  taken  from  the  annual  returns, 
with  corrections  made  by  the  Board  after  examination  and  cor- 
respondence with  the  officers  of  the  several  companies. 

Aggregates  from  the  balance  sheets  of  the  electric  companies 
only,  taken  from  the  returns  of  1910  and  1911,  show  the  fol- 
lowing facts :  — 


June  30. 


mo. 


1911. 


Assets:  — 
Construction  accounts,  including  franchises, 
Cash  on  hand, 
Due  for  light  and  power, 
Other  accounts  due, 
Materials,  etc.,     . 
Notes  receivable. 
Investments, 


$41,382,1S8  02 

633,244  55 

818.663  21 

144,115  97 

1,251,840  96 

26,176  63 

2,707,630  16 


LiABiLmEs:  — 
Capital  stock, 
Bonds, 

Notes  payable, 
Unpaia  bills. 
Unpaid  dividends. 
Interest  due  and  unpaid, 


$46,963,859  50 

$24,506,461  30 

3,182,400  00 

3,800,006  22 

454,711  65 

494,426  00 

592  53 


$45,047,626  67 
873,001  47 
812,474  20 
168.550  30 
1,434.266  45 
139,230  80 
2,851,873  93 


$51,327,023  82 

$25,834,097  50 

3,011,900  00 

5.962.619  63 

570.647  60 

504,121  00 

462  50 


»  Three  in  IWO. 


s  Seventeen  in  1910. 
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Juki  30. 

mo. 

1»U. 

Interest  accrued  but  not  due. 

Deposits, 

Pranium  on  capital  stock,     .... 
Other  items 

$31,389  60 

45,782  96 

11,329.749  37 

305,030  59 

$63,473  05 

55.775  18 

12,130.680  24 

156.206  84 

Reserye  and  depreciation  funds,     . 

$44,150,550  31 
957,925  81 

$48,289,983  54 
987.959  48 

Surplus,       . 

$45,108,476  12 
1,855,383  38 

$49,277,943  02 
2.049,080  80 

Of  these  companies:  — 

51  ^  show  an  a«gregate  surplxis  of 
8  *  show  an  aggregate  deficit  of 

$46,963,859  50 

$1,996,004  87 
140,621  49 

$51,327,023  82 

$2,074,459  00 
25,378  20 

Leaving  total  net  surplus  as  shown  above, 
Which  added  to  reserves  carried  as  liabilities,    . 

$1,855,383  38 
957.925  81 

$2,049,080  80 
987,959  48 

Would  show  an  actual  surplxis  of    . 
Equivalent  to  per  cent,  on  capital  of  about 

$2,813,309  19 
11.48 

$3,037,040  28 
11.76 

>  Forty-eicht  in  1010. 


>  Eleven  in  1010. 


Taxes. 

The  valuation  of  the  property  of  the  several  electric  light 
companies,  as  fixed  bj  the  local  assessors,  may  be  found  in 
detail  in  Appendix  E.  The  abrogate  valuation  of  all  of  the 
electric  light  companies  is  $35,467,520.  This  does  not  include 
the  valuation  of  the  electric  plants  of  the  gas  companies.  The 
total  sum  paid  by  the  companies  for  taxes,  including  State 
supervision  and  including  the  amounts  paid  by  the  gas  com- 
panies on  account  of  their  electric  plants,  is  $1,080,291.05. 


Dividends. 

The  amount  pai<f  in  dividends  by  the  several  electric  light 
companies  and  the  rate  per  cent  will  be  found  in  detail  in 
Appendix  E.  Twenty  companies  paid  no  dividends.  The 
other  39  companies  paid  out  in  all  as  dividends  the  sum  of 
$2,662,702.54,  which  is  an  average  rate  of  10.5  per  cent  on 
their  capital  stock. 

Beduotions  in  Price. 

The  following  companies  have  reduced  the  maximum  net 
price  per  kilowatt  hour  for  electricity  for  commercial  use  dur- 
ing the  year  ending  June  30, 1911 :  — 
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C«nt8  per  KUowBtt  Hoar. 

Abington  and  Rockland, from  18     to  16.2 

Athol, from  20     to  16 

AtUeborough, from  15     to  14 

Colrain, from  16      to  15 

Easthampton, from  20     to  16 

Fitchburg, from  14.4  to  12 

Foxborough, from  20      to  15 

Haverhill, from  15     to  12 

Huntington, from  15     to  12 

Lawrence, .         .  from  13.5  to  12.6 

Leominster, from  16     to  15 

Maiden • .  from  13      to  12 

Milford, from  10      to  18 

New  Bedford, from  13.3  to  12.35 

Newbmyport, from  15     to  14 

North  Adams, from  13.5  to  12.5 

Northampton, from  15     to  14 

Pittflfield, from  17     to  14.4 

Suburban, from  15     to  13 

United  of  Springfield, from  15     to  12 

Webster, from  15     to  13.5 

Westborough, from  20     to  18 

Worcester  Suburban, from  20     to  16 
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MUNICIPAL  OWNERSHIP* 

OflScial  replies  to  inquiries  relative  to  action  about  a  mu- 
nicipal gas  or  electric  lighting  plant  have  been  received  from 
187  towns  and  cities,  including  all  the  cities  and  substantially 
all  the  towns  in  which  the  population  exceeds  1,500  and  in 
which  no  such  action  has  previously  ^been  taken.  Except  as 
stated  on  pages  172-174,  follovnng,  none  of  these  have  taken 
action  during  the  year. 

Pages  166-171  contain  a  tabular  statement  intended  to  show 
briefly  aU  action  within  the  State  in  respect  to  the  municipal 
ownership  of  gas  or  electric  light  plants  prior  to  1911.  The 
pages  following  contain  carefully  prepared  abstracts  from  the 
reports  of  tovm  officers  showing,  in  two  sections,  the  history  of 
this  subject  during  the  last  calendar  year.  The  first  section 
(pages  172-174)  exhibits  the  action  of  those  towns  which  are 
not  engaged  in  the  lighting  business,  but  have  during  the  year 
considered  propositions  to  undertake  it  The  second  section  re- 
lating to  municipal  plants  in  actual  operation  contains  two 
parts:  the  first  part  (pages  174-205)  setting  forth  certain 
financial  data  relative  to  the  preceding  municipal  fiscal  year, 
with  the  estimates  and  appropriations  of  the  current  fiscal  year, 
taken  from  information  furnished  the  Board  by  various  town 
officers,  and  the  second  part  (pages  206-225)  setting  forth  cer- 
tain general  financial  and  physical  data  relative  to  the  plants 
from  the  returns  made  to  the  Board  as  of  June  30,  1911,  In 
Appendix  C  will  be  found,  under  date  of  June  30,  1911,  the 
separate  balance  sheets,  profit  and  loss  and  manufacturing 
accounts  from  the  annual  returns  of  the  different  municipali- 
ties. Appendix  F  contains  detailed  statistics  relative  to  the 
municipal  plants,  compiled  from  the  annual  returns  of  June 
30,  1911. 
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Fropontions  Considered. 

Boylston.  —  At  a  town  meeting  held  on  April  17,  IWl,  a 
ballot  was  taken  npon  a  motion  "  that  the  town  of  Boylston  con- 
struct and  maintain  a  plant  for  the  manufacture  or  distribution 
of  electricity  for  furnishing  light,  heat  or  power  for  the  use  of 
the  inhabitants  of  the  town  of  Boylston,  or  otherwise  procure 
such  light  as  may  be  most  advantageous  to  the  town,  at  a  cost 
not  to  exceed  $6,000,"  and  26  voted  in  the  affirmative  and  21 
in  the  negative,  and  the  moti(»i  was  declared  lost  by  failure  to 
receive  the  necessary  two-thirds  vote.  At  a  meeting  held  on 
May  15,  1911,  a  similar  motion  was  offered  and  a  ballot  taken 
which  resulted  in  37  affirmative  and  33  negative  votes,  and  the 
motion  was  declared  lost  by  failure  to  secure  the  necessary  two- 
thirds  vote. 

Oeorgetown.  —  At  the  annual  town  meeting  held  March  6, 
1911,  the  following  vote  was  adopted:  "  Voted,  that  an  efficient 
committee  of  three  be  chosen  to  investigate  electric  or  other 
street  lighting  systems,  and  report  at  the  next  annual  meeting." 
Asa  F.  Howe,  William  Bray  and  A.  Baker  Hull  were  chosen  as 
this  committee. 

H olden.  —  At  a  town  meeting  held  on  June  20,  1911,  it  was 
voted  by  ballot,  with  the  use  of  the  voting  list,  yes,  147,  no,  52, 
'^  that  the  town  do  construct  and  maintain  within  its  limits  a 
plant  for  the  distribution  of  electricity  for  furnishing  light  for 
municipal  use,  or  light,  heat  or  power,  except  for  the  operation 
'  of  cars,  for  the  use  of  its  inhabitants."  At  a  meeting  held  Sept 
5,  1911,  the  town  adopted  the  same  vote,  159  voting  yes  and  35 
no.  At  the  same  meeting  the  town  authorized  the  issue  of 
notes  to  the  amount  of  $10,000,  to  pay  for  the  building  and 
equipment  of  a  plant  for  the  distribution  of  electricity,  and 
authorized  the  selectmen  to  construct  and  equip  such  plant 
and  to  make  and  sign  a  contract  for  the  purchase  of  electricity 
from  any  company  or  corporation  manufacturing  electricity  for 
a  term  not  exceeding  ten  years. 

Monson.  —  At  the  annual  town  meeting  held  on  April  3, 
1911,  it  was  voted  "  that  the  moderator  appoint  a  committee  of 
three  to  investigate  and  report,  at  any  special,  or  annual  tovim 
meeting,  as  to  the  advisability  of  establishing  in  tjie  town  of 
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Monson  a  municipal  lighting  plant"  Arthur  D.  Norcroes, 
Frank  Lincoln  Bliss  and  Dwight  W.  Ellis  were  appointed  as 
such  committee,  and  $1,000  was  appropriated  for  their  use. 

Northampton.  —  On  March  2,  1911,  the  city  council  ap- 
pointed a  committee  to  select  a  commission  of  seven  citizens  to 
inirefitigate  the  advisability  of  establishing  a  municipal  lighting 
plaat,  and  to  report  to  the  city  council  under  authority  of  this 
vote.  The  following-named  citizens  were  selected  to  serve  oa 
such  commission:  Charles  E.  Childs,  L.  F.  Babbitt,  M.  J.  Mc- 
Carthy, Victor  Eocheleau,  Benjamin  E.  Cook,  A.  G.  Beekmann 
and  E.  E.  Davis. 

Springfield.  —  An  order  passed  by  the  city  council  and  ap- 
proved May  23,  1911,  provided  that  "  a  committee  of  three 
members  of  the  common  council  and  two  members  of  the  board 
of  aldermen  be  appointed  to  consider  and  report  on  that  por- 
tion of  the  mayor^s  address  relating  to  the  public  lighting  com- 
panies and  the  taking  over  by  the  city  of  the  property  and 
franchise  rights  of  the  local  gas  and  electric  companies."  Al- 
dermen Stacy  and  Wight  and  Councilmen  Beldiug,  J.  R.  Albee 
and  Cannon  were  appointed  as  such  committee.  An  order  au- 
thorizing an  appropriation  of  $1,000  for  the  purpose  of  defray- 
ing tJbe  expenses  of  investigating  municipal  lighting  plants  was 
presented  in  the  board  of  aldermen  on  Nov.  13,  1911,  and  re- 
ferred to  the  committee  on  finance.  Said  conmuttee,  on  Nov.  20, 
1911,  reported  that  such  expenditure  was  inadvisable  at  that 
time,  and  this  report  was  accepted  and  adopted. 

Sterling.  —  At  a  town  meeting  held  on  Jan.  28,  1911,  it  was 
voted,  144  voting  yes  and  50  voting  no,  "  that  the  town  install 
a  system  of  electric  lighting  in  town  ways  and  town  buildings 
at  an  expense  not  exceeding  $6,000."  At  the  same  meeting  it 
was  voted  to  authorize  the  town  treasurer  to  give  a  note  or 
notes  of  the  town  for  a  term  not  exceeding  ten  years,  to  an 
amount  not  exceeding  $6,000,  for  the  purpose  of  raising  funds 
to  install  a  system  of  electric  lighting  in  the  town  ways  and  town 
buildings.  At  a  meeting  held  on  March  6,  1911,  the  sum  of 
$200  was  appropriated  for  the  use  of  the  committee  on  electric 
lighting,  to  be  paid  by  taxation  in  1911.  At  a  meeting  held 
Aug.  24,  1911,  the  sum  of  $500  was  appropriated  for  the  pur- 
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chase  of  supplies  for  the  commercial  service  of  the  electric  light- 
ing system.  At  a  meeting  held  Dec.  19,  1911,  the  sum  of  $500 
was  appropriated  for  the  purpose  of  extending  the  commercial 
services  of  the  electric  lighting  system. 

Wrentham,  —  At  the  annual  town  meeting  in  March,  1910, 
it  was  voted  that  a  committee  of  three  be  chosen  to  investigate 
the  matter  of  lighting  the  streets  of  the  town  and  to  report  at  a 
future  meeting  of  the  town,  and  that  the  board  of  water  com- 
missioners be  that  committee.  At  the  annual  meeting  in  March, 
1911,  this  committee  made  a  verbal  report,  and  it  was  voted  that 
the  committee  be  continued. 

Operation  of  the  Plants. 

Ashhumham.  —  The  result  of  the  operation  of  the  plant  for 
the  fiscal  year  ending  Dec.  31,  1910,  as  stated  by  the  manager, 
was  as  follows :  — 

Expenditures:  — 

Por  operation,  maintenance  and  repairs,    .        .        .  $4,011  36 

For  interest  on  bonds,  notes  or  scrip,  ....  410  00 

For  depreciation  fund  (3  per  cent,  on  $10,690),       .  320  70 

For  note   payments, 500  00 


Total,      .        .        : $5,242  06 

Income:  — 
From  private  consumers,      .        .        .  $4,365  63 

From  municipal  buildings,  .        .        .  229  29 

From  appropriation  for  maintenance,  .  1,230  72 

5,825  64 


Excess  of  income  and  appropriations  over  expend- 
itures,            $583  58 

The  estimates  submitted  by  the  manager  for  the  fijscal  year 
beginning  Jan.  1,  1911,  were  as  follows:  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,      .        .        .  $4,476  04 

For  interest  on  bonds,  notes  or  scrip,  ....  400  00 

For  depreciation  fund  (3  per  cent,  on  $11,798.70),  .  353  96 

For  note  payments, 500  00 


Total, $5,730  00 
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Income:  — 
From  private  consumers,      .        .  $4,500  00 

From  municipal  bnildings,  .        .        .  230  00 

$4,730  00 

Balance, $1,000  00 

For  new  construction, 900  00 

$1,900  00 

The  following  appropriations  were  voted  March  6,  1911,  for 
account  of  the  electric  department :  — 

For  interest, $400  00 

For  note  payments, 500  00 

$900  00 
For  construction, 900  00 

$1,800  00 

Belmont  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  81,  1910,  as  stated  by  the  manager,  was 
as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,     .        .        .  $16,089  77 

For  interest  on  bonds,  notes  or  scrip,  ....  660  00 

For  depreciation  fund  (3  per  cent,  on  $45,513.36).  .  1,366  00 

For  sinking  fund  requirements, 280  00 

For  note  payments, 500  00 

Total, $18,895  77 

Income:  — 
From  private  consumers,      .  .        $13,492  98 

From  municipal  buildings,  etc.,  .  309  19 

From  appropriation  for  maintenance,  .  4,796  00 

18,598  17 

Apparent  loss  in  operation  as  defined  by  statute,  $297  60 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1, 1911,  were  as  follows:  — 
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Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .  $17,000  00 

Por  interest  on  bonds,  notes  or  scrip,  ....  630  00 

For  depreciation  fund  (3  per  cent,  on  $48,414.76),  .  1,453  00 

For  sinking  fund  requirements, 280  00 

For  note  payments, 500  00 

For  loss  in  preceding  year, 297  60 

Total, $20,160  60 

Income:  — 
From  private  consumers,      .  .        $14,500  00 

From  municipal  buildings  and  jobbing,  300  00 

14,800  00 

Balance, $5,360  60 

For  new  construction, 547  00 


$5,907  60 


The  following  appropriations  were  voted  March  13,  1911,  for 
account  of  the  electric  department:  — 

For  maintenance  and  operations, $1,000  00 

For  interest, 630  00 

For  depreciation  fund, 1,453  00 

For  sinking  fund, 280  00 

For  note  payment, 500  00 

$3,863  00 
For  construction, 547  00 


$4,410  00 


Braintree.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1910,  as  stated  by  the  manager,  was 
as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,  .                .  $18,378  64 

For  interest  on  bonds,  notes  or  scrip,  ....  847  50 

For  depreciation  fund  (3  per  cent,  on  $144,717.01),  4,341  51 

For  sinking  fund  requirements, 430  00 

For  note  payments, 5,000  00 

Total, $28,997  65 
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Ineome:  — 
From  private  eonsumerSy      •        •        •    '    $23,788  77 
From  municipal  buildings,  .  .  461  88 

From  appropriation  for  maintODanee,  .  12,619  01 

$36,869  66 

Excess  of  income  and  appropriations  over  expend- 
itures,   $7,872  01 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 

beginning  Jan,  1,  1911,  were  as  follows:  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,      •        .        .  $19,000  00 

For  interest  on  bonds,  notes  or  scrip,  ....  760  00 

For  depreciation  fund  (3  i>er  eent^  oa  $151,308.77),  .  4,539  11 

For  sinking  fund  requirements, 430  00 

For  note  payments, 2,500  00 

Total, $27,229  11 

Ineome:  — 
Fiom  private  consumers,      .        .  $24,500  00 

From  mnnicipal  buildings,  .        .  500  00 

25/000  00 

Balance, $2,229  11 

For  new  construction, 5,000  00 

$7,229  11 

At  a  town  meeting  held  on  March  20,  1911,  the  town  Foted 

to  appropriate  the  income  from  private  consumers  for  operating 

expenses,  repairs  and  renewals.     The  following  appropriations 

were  also  made,  viz. :  — 

For  salaries  of  municipal  light  board,      .        .  $300  00 

For  depreciation   fund, 4,539  11 

For  interest,          .        . 660  00 

For  sinking  fund, 430  00 

$5,929  11 

At  the  same  meeting  the  following  votes  were  also  adopted, 
viz. :  "  Votedj  that  $2,500  be  appropriated  from  the  unexpended 
balance  of  the  appropriation  for  the  electric  light  department, 
made  in  1910,  to  restore  to  the  town  treasury  the  amount  of  the 
'  Caleb  Stetson  note,'  so  called,  and  that  the  act  of  the  treasurer 
under  the  authority  given  by  a  resolution  passed  by  the  town 
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in  1899,  whereby  he  used  the  Caleb  Stetson  fund  to  pay  two 
notes  of  the  electric  light  department,  amounting  to  $2,500,  be 
and  is  hereby  ratified  and  confirmed,  and  so  much  of  the  in- 
debtedness of  the  department  is  declared  liquidated  and  paid." 

Also  "  Voted,  to  reappropriate  the  remainder  of  the  unex- 
pended balance  of  the  appropriation  of  1910,  amounting  to 
$2,237,  for  extension  of  lines,  connecting  new  consumers,  re- 
pairs and  renewals." 

Also  "  Voiedj  to  appropriate  the  sum  of  $56,976.96,  shown 
in  the  accounts  of  the  electric  light  department  under  the  name 
of  ^  Overdraft  for  construction.' '' 

Chicopee.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Nov.  30,  1910,  as  stated  by  the  manager,  was 
as  follows :  — 

Ezpenditares :  — 

For  operation,  maintenance  and  repain,  .                .  $44,362  54 

For  interest  on  bonds,  notes  or  scrip,  .        .        .  3,822  50 

For  depreciation  fond  (3  per  cent,  on  $197,246),      .  5,917  38 

For  note  payments, 4,000  00 

For  bond  payments, 5,000  00 

For  jobbing  labor, 556  38 

Total, "$63,658  80 

Income:  — 
From  private  consumers,      .        .        .        $39,117  59 
From  mnnicipal  buildings,  .        .        .  4,300  60 

From  appropriations  for  maintenance,  20,240  61 

$63,658  80 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Dec  1,  1910,  were  as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $43,500  00 

For  interest  on  bonds,  notes  or  scrip,  ....  3,477  50 

For  depreciation  fund  (3  per  cent,  on  $225,214.99),  .  6,756  45 

For  note  payments, 1,000  00 

For  bond  payments, 5,000  00 

Total, $59,733  95 

Income  from  private  consumers, 43,500  00 

Balance, "$16,23395 

For  new  construction, 13,766  05 

$3b,000~00 
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Appropriations  have  been  made  on  May  3,  1911,  of  $50,000, 
and  on  May  19,  1911,  of  $18,000,  for  the  use  of  the  electric 
light  department.  On  Oct.  16,  1911,  the  city  council  appropri- 
ated the  sum  of  $96,000  "  for  the  reconstruction  of  the  electric 
light  plant  by  the  installation  of  new  boilers,  turbines,  gener- 
ators, condensers  and  switchboard,  and  such  other  apparatus 
and  appliances  as  may  be  required  in  such  reconstruction."  On 
Nov.  13,  1911,  it  authorized  for  this  purpose  an  issue  of  $96,- 
000  bonds,  to  be  dated  Nov.  1, 1911,  bearing  interest  at  the  rate 
of  4  per  cent,  per  annum,  and  payable  $2,000  in  1912  and 
$2,000  each  year  thereafter  until  1922  inclusive;  $3,000  in 
each  of  the  years  1923  and  1924;  $4,000  in  each  of  the  years 
1925  and  1926,  and  $6,000  in  1926,  and  annually  thereafter 
until  all  of  said  bonds  have  been  retired. 

Concord.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Jan.  31,  1911,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures :  — 

Por  operation,  maintenance  and  repairs,     .  $31,831  91 

Por  interest  on  bonds,  notes  or  scrip,  ....  4,735  00 

For  sinking  fund  requirements, 2,811  80 


Total, $39,378  71 

Income:  — 
Prom  private  consumers,      .  .        $26,755  40 

Prom  municipal  buildings  and  jobbing,  6,987  41 

Prom  appropriation  for  maintenance,  .  7,933  78 

41,676  59 


Excess  of  income  and  appropriations  over  expend- 
itures,            $2,297  88 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Feb.  1,  1911,  were  as  follows:  — 

Expenditures:  — 

Por  operation,  maintenance  and  repairs,    .        .        .  $26,000  00 

Por  interest  on  bonds,  notes  or  scrip,  .        ^        .        .  5,135  00 

Por  depreciation  fund  (3  per  cent,  on  $144,021.44),  .  4,320  64 

Por  sinldng  fund  requirements, 2,680  00 


Total, $38,135  64 
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Income:  — 

From  private   consumers,     .        .        .  $28,000  00 

From  municipal  departments,  1,200  00 

From  pole  rentols,        ....  800  00 


30,000  00 


Balance, $8,135  64 

At  the  annual  town  meeting  held  April  3, 1911,  the  following 
votes  were  adopted :  — 

"  Voted,  that  the  sum  of  $5,000,  the  unexpended  balance  and 
the  receipts  of  the  electric  light  plant,  be  appropriated  for  the 
purpose  of  operating  and  maintaining  the  plant,  for  the  pay- 
ment of  interest  upon  the  municipal  light  loans,  for  the  contri- 
bution of  2  per  cent,  to  the  sinking  fundB  of  said  loans  and  for 
the  care  and  operation  of  the  fire-alarm  system." 

"  Voted,  that  if  it  be  found  necessary  a  sum  not  to  exceed 
$2,000  be  transferred  from  the  maintenance  account  to  the  con- 
struction account  of  the  municipal  light  plant  for  the  purchase 
of  meters,  transformers  and  line  material." 

Danvers.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1910,  as  stated  1^  the  manager,  was 
as  follows :  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,    .        .        .  $23,258  18 

For  interest  on  bonds,  notes  or  scrip,  ....  2,856  83 

For  depreciation  fund  (3  per  cent,  on  $109,971),      .  3,299  13 

For  sinking  fund  requirements, 3,000  00 

For  note  payments, ,       .        .  4,103  92 

Total, $36,518  06 

Income :  — 
From  private  consumers,      .        .        .        $31,134  78 
From  municipal  buildings,  .        .        .  548  16 

From  appropriation  for  mainteaanee,  .  8,695  00 

40,377  94 

Excess  of  income  and  approfnriations  over  expend- 
itures,   $3,899  88 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jiin.  1,  1911,  were  as  follows:  — 
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Expenditures:  — 

For  operation^  maintexiaiie«  and  repaint    .  .  $28,359  38 

For  interest  on  bonds,  notes  or  serip^  ....         3,276  00 
For  depredation  fund  (3  per  cent,  on  $129,487.17),  .         3,884  62 

Fer  sonldng  fund  requirements, 4,000  00 


Total, $39,520  00 


Income:  — 
From  private  eonsumers,      .        .        .        $29,600  00 
From  munidpal  buildings,  .        .        .  400  00 


30,000  00 


Balanee, $9,520  00 

For  new  eonstruetion, 6,000  00 


$15,520  00 


At  a  meeting  held  Jan.  6,  1911,  the  town  voted  to  appropri- 
ate $3,000  to  purchase  and  improve  certain  land  for  the  electric 
light  department  and  to  issue  six  $500  serial  bonds  therefor. 

On  March  23,  1911,  the  town  made  the  following  votes  and 
appropriations:  (1)  that  the  appropriation  of  $4,000  made  in 
1910  for  construction,  extensions  and  additions  be  paid  from 
the  cash  balance  of  net  earnings  of  1910;  (2)  that  overdrafts 
of  $3,206.16  for  extensions  and  additions  in  1910  be  paid  to 
the  extent  of  $953.87  from  cash  balance  of  net  earnings  in 
1910;  (3)  that  $3,000  be  appropriated  for  new  construction  in 
1911,  $9,520  for  street  lighting,  $371.20  for  fire  alarm,  and 
$78.80  for  overdraft  of  1910;  and  that  to  cover  overdrafts  for 
extensions  in  1910  and  new  construction  in  1911  bonds  to  the 
amount  of  $8,000  be  issued.  The  sum  of  $2,194.50  to  be  taken 
from  the  earnings  was  also  appropriated  for  additional  street 
lights. 

On  May  12,  1911,  the  town  voted  to  appropriate  $137.90  for 
street  lights  and  $30  for  their  maintenance,  and  on  June  22, 
1911,  appropriated  $500  more  for  the  maintenance  of  addi- 
tional street  lights  installed  in  1911. 

Oroion.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  March  9,  1911,  as  stated  by  the  manager,  was 
as  follows :  — 
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Expenditures:  — 

For  operation,  maintenance  and  repairs,     .  $2,484  45 

For  interest  on  bonds,  notes  or  scrip,  ....  701  75 

For  depreciation  fund  (3  per  cent,  on  $17,852),        .  535  56 

For  note  payments, 2,500  00 

Total, $6,221  76 

Income:  — 
From  private  consumers,      .        .        •  $1,103  37 

From  appropriation  for  maintenance,  .  5,226  75 

6,330  12 

Excess  of  income  and  appropriations  over  expend- 
itures,    $108  36 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  March  10,  1911,  were  as  follows:  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,    .                .  $2,675  00 

For  interest  on  bonds,  notes  or  scrip,  ....  604  89 

For  depreciation  fund  (3  per  cent,  on  $20,181.26),  .  605  43 

For  note  payments, 2,500  00 

Total, $6,385  32 

Income  from  private  consumers, 1,400  00 

Balance, $4,985  32 

For  new  construction, 400  00 

$5,385  32 

The  following  appropriations  were  voted  April  3,  1911,  for 
account  of  the  electric  light  department :  — 

For  maintenance  and  depreciation,       ....       $2,180  72 
For  note  payments, 2,500  00 

$4,680  72 
For  construction, 550  00 

$5,230  72 

Groveland.  —  The  result  of  the  operation  of  the  plant  for 
the  fiscal  year  ending  Dec.  31,  1911,  as  stated  by  the  manager, 
was  as  follows :  — 
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Expenditures :  — 

For  operation,  maintenance  and  repairs,    •        •        .  $3,568  40 

For  interest  on  bonds,  notes  or  scrip,  ....  630  00 

For  depreciation  fund  (3  per  cent,  on  $15,000),      .  450  00 

For  note  payments, 500  00 

Total, $5,148  40 

Income:  — 
From  private  consumers,      .  .  $1,986  66 

From  jobbing, 143  76 

From  appropriation  for  maintenance,  .  3,065  00 

5,195  42 

Excess  of  income  and  appropriations  over  expend- 
itures, , $47  02 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1911,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,     .        .        .  $3,592  50 

For  interest  on  bonds,  notes  or  scrip,  ....  607  50 

For  depreciation  fund  (3  per  cent,  on  $15,000),      .  450  00 

For  note  payments, 500  00 

Total, $5,150  00 

Income  from  private  consumers, 2,200  00 

Balance, $2,950  00 

For  new  construction, 50  00 

$3,000  00 

The  following  appropriation  was  voted  March  13,  1911,  for 
acconnt  of  the  electric  light  department :  — 

For  electric  lighting, $3,000  00 

Hingham.  —  The  result  of  the  operation  of  the  plant  for  the 

fiscal  year  ending  Dec.  31,  1910,  as  stated  by  the  manager,  was 
as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,     .        .        .  $17,977  31 

For  interest  on  bonds,  notes  or  scrip,  .        .        .        .  612  50 

For  depreciation  fund  (3  per  cent,  on  $47,309.52),  .  1,419  00     . 

For  note  payments,      .......  3,000  00 

Total, $23,008  81 
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Income:  — 

From  private  consamen,      •        .        .  $17,126  66 

From  jobbing, 710  51 

From  appropriation  for  maintenance,  .  7,761  50 


$25,598  67 


Excess  of  income  and  appropriations  over  expend- 
itures,   $2,589  86 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1911,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $18,000  00 

For  interest  on  bonds,  notes  or  scrip,  ....  500  00 

For  depreciation  fund  (3  per  cent,  on  $49,878.73),  .  1,500  00 

For  note  payments, 4,000  00 

Total, "$24,000*60 

Income  from  private  consumers, 16,500  00 

Balance, $7,500  00 

At  a  town  meeting  held  on  March  23,  1911,  there  was  appro- 
priated for  maintenance  from  the  unexpended  balance  of  1910, 
$2,081.59,  and  from  the  tax  levy  the  further  sum  of  $1,670 ; 
also  for  interest,  $500 ;  for  depreciation  fund,  $1,500  from  the 
tax  levy  and  $1,000  from  the  unexpended  balance  of  1910 ;  and 
for  construction,  $6,580. 

Holyohe.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Nov.  30,  1910,  as  stated  by  the  manager, 
was  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .                .  $247,833  87 

For  interest  on  bonds,  notes  or  scrip,  .        •        .        •  33,401  34 

For  depreciation  fund  (3  per  cent,  on  $1,204,915.19),  36,147  00 

For  bond  payments, 42,100  00 

Total, $3^9,482  21 

Income:  — 
From  private  consumers,  .        .      $378,730  68 

From  appropriation  for  maintenance,  .  32,815  84 

411,546  52 

Excess  of  income  and  appropriations  over  expend- 
itures,   $52,064  31 
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1911,  were  as  follows :  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,    .        .        .  $200,863  00 

Por  interest  on  bonds,  notes  or  scrip,  ....  34,730  50 

For  depreciation  fond, 53,619  00 

For  bond  payments, 43,787  50 

Total, $423,000  00 

Income  from  private  consumers, 398,000  00 

Balance, $25,000  00 

On  March  7,  1911,  the  board  of  aldermen  appropriated  for 
lighting,  $34,000 ;  and  from  the  receipts  of  the  gas  and  electric 
department  —  for  depreciation,  $53,619;  for  interest,  $34,- 
730.50 ;  for  bonds,  $43,787.50 ;  for  general,  balance  of  receipts. 

By  an  order  of  the  board  of  aldermen  approved  Nov.  16, 
1911,  the  snm  of  $990.01  was  transferred  from  gas  and  electric 
department  receipts  to  gas  and  electric  department  interest 
acconnt 

Hudson.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec.  31,  1910,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,     .        .        .  $15,857  52 

For  interest  on  bonds,  notes  or  scrip,  ....  1,323  63 

For  depreciation  fund  (3%  per  cent,  on  $84,404.50),  2,954  16 

For  note  payments,      . 3,000  00 

Total, $23,135  31 

Income:  — 
From  private  consumers,      .        .        .        $20,813  53 

From  jobbing, 303  26 

From  appropriation  for  maintenance,  .  6,276  59 

27,393  38 

Excess  of  income  and  appropriations  over  expend- 
itures,   $4,258  07 
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1911,  were  as  follows:  — 

Expenditures:  -^ 

For  operation,  maintenance  and  repairs,     .        .        .  $16,675  35 

For  interest  on  bonds,  notes  or  scrip,  ....  1,290  92 

For  depreciation  fund  (3  per  cent,  on  $84,457.50),    .  2,533  73 

For  note  payments, 3,000  00 

Total, $23,500  00 

Income  from  private  consumers, 19,000  00 

Balance, $4,500  00 

At  a  town  meeting  held  on  April  3,  1911,  it  was  voted  to 
extend  the  electrical  plant  from  Gleasondale  to  Stow  Lower 
Village,  and  the  treasurer  was  authorized  to  borrow  $5,000  for 
this  purpose.  On  May  15,  1911,  the  town  appropriated  $415 
to  install  and  maintain  eight  incandescent  street  lamps. 

Hull.  —  The  result  of  the  operation  of  the  plant  for  the  fiscal 
year  ending  Dec.  31,  1910,  as  stated  by  the  manager,  was  as 
follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,     .                 .  $29,151  92 

For  interest  on  bonds,  notes  or  scrip,  ....  4,194  89 

For  depreciation  fund  (3^^  per  cent,  on  $167,825.58),  5,034  77 

For  sinking  fund  requirements, 3,000  00 

For  note  payments, 1,000  00 

For  loss  in  preceding  year, 2,971  41 

Total, $45,352  99 

Income:  — 
From  private  consumers,      .        .        .        $29,398  20 
From  appropriation  for  maintenance,  .  11,400  00 

40,798  20 


Apparent  loss  in  operation  as  defined  by  statute,       $4,554  79 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1911,  were  as  follows:  — 
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Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $25,886  12 

Por  interest  on  bonds,  notes  or  scrip,  ....  4,533  08 

For  depreciation  fund  (3  per  cent,  on  $184,808.41),  5,544  25 

For  sinking  fnnd  requirements, 1,911  24 

For  note  payments, 1,000  00 

For  loss  in  preceding  year, 4,554  79 

Total, $43,429  48 

Income  from  private  consumers, 33,974  00 

Balance,          ........  $9,455  48 

For  new  construction, 1,000  00 

$10,455  48 

The  following  appropriations  were  voted  March  6,  1911,  for 
account  of  the  electric  light  department :  — 

For  operation  and  maintenance, $955  75 

For  depreciation  fund,         ......  5,544  25 

For  note  payment, 1,000  00 

$7,500  00 

For  construction, 1,000  00 

$8,500  00 

Ipswich.  —  The  result  of  the  operation  of  the  plant  for  the 

fiscal  year  ending  Dec.  31,  1910,  as  stated  by  the  manager,  was . 
as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $11,285  81 

For  interest  on  bonds,  notes  or  scrip,  ....  1,840  00 

For  depredation  fund  (3  per  cent,  on  $49,471.66),  .  1,484  15 

For  note  payments, 1,000  00 

Total, $15,609  96 

Income:  — 
From  priyate  consumers,      .        .        .  $8,594  48 

From  steam  power,  etc.,       .        .        .  2,139  33 

From  jobbing,    etc.,     ....  203  36 

From  appropriation  for  maintenance,  .  5,784  15 

16,721  32 

Excess  of  income  and  appropriations  over  expend- 
itures,            $1,111  36 
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1911,  were  as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $12,650  00 

For  interest  on  bonds,  notes  or  scrip,  ....  2,480  00 

For  depreciation  fund  (3  per  cent,  on  $52,271),        .  1,568  12 

For  note  payments, 1,750  00 


Total, $18,448  12 

Income:  — 
From  private  consumers,      .        .        .  $9,000  00 

From  power   and   rentals,   .        .        ,  2,150  00 


11,150  00 


Balance, $7,298  12 

For  new  construction, 2,000  00 


$9,298  12 


The  following  appropriations  were  voted  March  6,  15  and  31, 
1911,  fop  account  of  electric  light  department :  — 

For  maintenance, $1,500  00 

For  interest, 2,520  00 

For  depreciation  fund, 1,5^8  12 

For  notes  payable, 1,662  09 

$7,250  21 
For  construction, 2,000  00 


$9,250  21 


Mansfield.  —  The  result  of  the  operation  of  the  plant  for 
the  fiscal  year  ending  Dec.  31,  1910,  as  stated  by  the  manager 
was  as  follows :  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,    .        .        •  $16,037  98 

For  interest  on  bonds,  notes  or  scrip,  .        .        .        .  3,050  00 

For  depreciation  fund, 3,000  00 

For  sinking  fund  requirements, 1,000  00 

For  bond  payments, 1,000  00 


Total, $24,087  98 
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Ineome:  — 
From  private  consumen,     •        •        .        $16,764  71 
From  municipal  buildings,  .        .        .  606  48 

Prom  appropriation   for  maintenance,  8,060  00 

$25,431  19 

Ezeees  of  income  and  appropriations  over  expend- 
itures,   $1,343  21 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1911,  were  as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $16,000  00 

For  interest  on  bonds,  notes  or  scrip,  .        .        .  3,010  00 

For  depreciation  fund, 3,000  00 

For  sinking  fund  requirements, 1,000  00 

For  bond  payments,    .        .        .        .        .                .  1,000  00 

Total, $24,010  00 

Income  from  private  consumers,         ....       16,000  00 
Balance, $8,010  00 

At  the  annual  town  meeting  held  on  March  6,  1911,  the  town 
appropriated  for  electric  lighting  plant  the  receipts,  and  also 
"  Voted,  that  the  sum  of  all  balances  except  those  of  electric 
light  plant,  ...  be  turned  into  the  treasury.  ..." 

At  a  meeting  held  on  June  14,  1911,  the  town  authorized  a 
loan  for  construction  purposes  to  the  amount  of  $22,500. 

Marhlehead,  —  The  'result  of  the  operation  of  the  plant  for 
the  fiscal  year  ending  Jan.  31,  1911,  as  stated  by  the  manager, 
was  as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $29,571  95 

For  interest  on  bonds,  notes  or  scrip,  ....  3,373  33 

For  sinking  fund  requirements, 1,000  00 

For  bond  payments, 3,000  00 

Total, $36,945  28 

Income:  — 
From  private  consumers,      .        .        .        $29,726  96 
From  municipal  buildings,  .  .  1,868  19 

From  interest, 467  14 

From  appropriation   for   maintenance,  8,373  33 

40,435  62 

Excess  of  income  and  appropriations  over  expend- 
itures,   $3,490^34        T 
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 

beginning  Feb.  1,  1911,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $33,000  00 

For  interest  on  bonds,  notes  or  scrip,  ....  3,253  33 

For  depreciation  fund  (3  per  cent,  on  $136,950.49),  .  4,108  51 

For  sinking  fund  requirements, 1,000  00 

For  bond  payments, 3,000  00 

Total, $44,361  84 

Income:  — 
From  private  consumers,  .        .        $30,100  00 

From  municipal  buildings,  .        .        .  1,900  00 

From  interest   account,         .        .        •  467  14 

32,467  14 

Balance, $11,894  70 

For  new  construction, 3,000  00 

$14,894  70 

The  following  appropriations  were  voted  March  6  and  9, 

1911,  for  account  of  the  electric  light  department:  — 

For  interest, $3,253  33 

For  depreciation  fund, 4,108  51 

For  sinking  fund, 1,000  00 

For  bond  payment, 3,000  00 

$11,361  84 
For  construction, 3,000  00 

$14,361  84 

Merrimac.  —  The  result  of  the  operation  of  the  plant  for  the 

fiscal  year  ending  Dec.  31,  1910,  as  stated  by  the  manager,  was 

as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $6,464  46 

For  interest  on  bonds,  notes  or  scrip,  ....  568  00 

For  depreciation  fund  (3  per  cent,  on  $24,307.26),  .  729  22 

For  note  payments, 600  00 

For  bond    payments, 500  00 

Total, $8,861  68 

Income  from  private  consumers, 8,549  25 

Apparent  loss  in  operation  as  defined  by  statute,i<^  $31243 
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The  estimates  submitted  by  the  mianager  for  the  fiscal  year 
beginning  Jan.  1,  1911,  were  as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .  $6,417  37 

For  interest  on  bonds,  notes  or  scrip,  ....  502  00 

For  depreciation  fond  (3  per  cent,  on  $25,133.92),  .  754  02 

For  note  payments, 600  00 

For  bond  payments, 500  00 

For  loss  in  preceding  year, 312  43 

Total, .  $9,085  82 

Income  from  private  consumers, 7,250  00 

Balance, $1,835  82 

For  new  construction, 250  00 


$2,085  82 


At  the  annual  town  meeting  held  on  March  6,  1911,  the  sum 
of  $1,835.82  was  appropriated  for  maintenance  of  light  depart- 
ment, and  the  sum  of  $250  for  construction. 

Middleborough.  —  The  result  of  the  operation  of  the  plant 
for  the  fiscal  year  ending  Dec.  31,  1910,  as  stated  by  the  mana- 
ger, was  as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $16,064  28 

For  interest  on  bonds,  notes  or  scrip,  ....  2,828  00 

For  depreciation  fund  (3  per  cent,  on  $140,927.58),  .  4,227  83 

For  bond  payments, 3,000  00 

For  loss  in  preceding  year, 480  64 

Total, $26,600  75 

Income:  — 
From  private  consumers,     .        .        .        $20,553  81 
From  appropriation  for  maintenance,.  8,200  00 

28,753  81 


Excess  of  income  and  appropriations  over  expend- 
itures,   $2,153  06 
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The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1911,  were  as  follows:  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,    .        .        .  $18,450  00 

For  interest  on  bonds,  notes  or  scrip,  ....  2,708  00 

For  depreciation  fund  (4  per  cent,  on  $140,927.58),  .  5,637  10 

For  bond  payments, 3,000  00 

Total, $29,795  10 

Income  from  private  consumers, 19,995  10 

Balance, $9,800  00 

The  following  appropriations  were  voted  April  3,  1911,  for 
account  of  the  gas  and  electric  light  department:  — 

For  interest, $1,162  90 

For  depreciation  fund, 5,637  10 

For  bond  payments, 3,000  00 

For  suburban  lighting, 400  00 

$10,200  00 

Millers  Falls.  —  The  result  of  the  operation  of  the  plant  for 
the  fiscal  year  ending  April  22,  1911,  as  stated  by  the  manager, 
was  as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .                .  $2,592  66 

For  interest  on  bonds,  notes  or  scrip,  ....  600  00 

For  depreciation  fund  (3  per  cent,  on  $14,770.04),  .  443  10 

For  sinking  fund  requirements, 300  00 

Total, $3,935  77 

Income:  — 
From  private  consumers,      .  .  $3,111  87 

From  appropriation  for  maintenance, .  1,418  10 

4,529  97 

Excess  of  income  and  appropriations  over  expend- 
itures,    $594  20 


Digitized  by  VjOOQ IC 


1912.]  PUBLIC  DOCUMENT  — No.  35.  193 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  April  23,  1911,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .  $2,700  00 

For  interest  on  bonds^  notes  or  scrip,  ....  600  00 

For  depreciation  fund  (3  per  cent,  on  $15,411),        .  462  33 

For  sinidng  fund  reqoirements, 300  00 

Total, $4,062  33 

Income  from  private  consumers, 3,100  00 

Balance, $962  33 

The  following  appropriations  were  voted  May  11,  1911,  for 
account  of  the  electric  light  department :  — 

For  interest, $500  00 

For  depreciation,  462  35 

$962  35 

North  AitleboTough.  —  The  result  of  the  operation  of  the 
plant  for  the  fiscal  year  ending  Jan.  31,  1911,  as  stated  by  the 
manager,  was  as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $19,768  12 

For  interest  on  bonds,  notes  or  scrip,  ....  3,571  09 

For  depreciation  fund  (3  per  cent,  on  $147,656.64),  4,429  70 

For  sinking  fund  requirements, 1,500  00 

For  note  payments, 6,695  00 

Total, .     $35,963  91 

Income:  — 
From  private  consumers,      .        .        .        $29,383  26 
From  appropriation  for  maintenance, .  10,432  13 

39,815  39 

Excess  of  income  and  appropriations  over  expend- 
itures,   $3,851  48 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Feb.  1,  1911,  were  as  follows:  — 
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Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $27,600  00 

For  interest  on  bonds,  notes  or  scrip,  ....  3,376  76 

For  depreciation  fund   (3  per  cent,  on  $149,773.30),  4,493  20 

For  sinking  fund  requirements, 1,500  00 

For  note  payments, 2,695  00 

Total, $39,664  96 

Income  from  private  consumers, 32,000  00 

Balance, $7,664  96 

For  new  construction, 8,000  00 


$15,664  96 


At  the  annual  town  meeting  held  on  March  20,  1911,  the 
town  voted  to  "  raise  and  appropriate  for  the  maintenance  of 
the  electric  department,  including  sinking  funds,  notes  due  in 
1911,  interest  on  notes  and  bonds,  current  and  incidental,  ex- 
penses, for  maintenance  and  repairs,  the  amount  appropriated 
for  street  lighting,  excepting  the  $115  for  lighting  streets  at 
Adamsdale,  and  all  other  receipts  of  the  department; "  also  to 
raise  and  appropriate  $4,493.20  for  depreciation  fund;  also  to 
"  appropriate  for  renewals,  in  excess  of  ordinary  repairs,  exten- 
sions, reconstructions,  enlargements  and  additions  of  the  elec- 
tric light  plant  that  may  be  required  the  sum  of  $3,640  from 
the  unexpended  balance  of  the  electric  department,  and  the  3 
per  cent  depreciation  fund  to  be  raised  in  1911,  amounting  to 
$4,493.20."  At  the  same  meeting  the  sum  of  $2,482.75  was 
appropriated  for  lighting  streets. 

Norwood,  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Jan.  31,  1911,  as  stated  by  the  manager,  was 
as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $16,154  99 

For  interest  on  bonds,  notes  or  scrip,  ....  2,107  08 

For  depreciation  fund   (3  per  cent,  on  $65,740),        .  1,973  22 

For  note  payments, 4,500  00 


Total, $24,735  29 
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Income:  — 
From  private   eonsamen,     .        .        .        $21,736  03 
From  appropriation  for  maintenanee, .  3,900  00 

$25,636  03 

Excess  of  income  and  appropriations  over  expend- 
itures,    $900  74 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Feb,  1,  1911,  were  as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $23,550  00 

For  interest  on  bonds,  notes  or  scrip,  ....  1,945  00 

For  depreciation  fund  (3  per  cent,  on  $71,151),      .  2,134  53 

For  note  payments, 4,000  00 

Tota], $31,629  53 

Income  from  private  consumers, 28,628  79 

Balance, $3,000  74 

For  new  construction, 3,000  00 

$6,000  74 

The  following  appropriations  were  voted  April  3,  1911,  for 
account  of  the  electric  light  department :  — 

For  maintenance, $450  00 

For  interest, 1,945  00 

For  depreciation  fund, 2,134  53 

For  note  payments, 4,000  00 

$8,529  53 
For  construction, 3,500  00 

$12,029  53 

Peabody.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Jan.  15,  1911,  as  stated  by  the  manager,  was 
as  follows :  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,    .        .        .  $34,785  65 

For  interest  on  bonds,  notes  or  scrip,  ....  3,420  00 

For  depreciation  fund  (3  per  cent,  on  $157,260),      .  4,717  98 


Digitized  by  CjOOQ IC 


196  GAS  AND  ELECTRIC  LIGHT.  [Jan. 

For  sinking  fnnd  requirements, $800  00 

For  bond  payments, 2,000  00 

For  loss  in  preceding  year, 231  44 

Total, $45,955  07 

Income:  — 
From  private  consumers,      .        .        .        $32,655  77 
From  municipal  buildings,  .        ,        .  1,839  05 

From  appropriation  for  maintenance,  .  14,991  79 

49,486  61 

Excess  of  income  and  appropriations  over  expend- 
itures,   $3,531  54 

The  estimates  submitted  by  the  mismager  for  the  fiscal  year 
beginning  Jan.  16,  1911,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $36,800  00 

For  interest  on  bonds,  notes  or  scrip,  ....  3,450  00 

For  depreciation  fund  (3  per  cent,  on  $187,190),      .  5,615  70 

For  sinking  fund  requirements, 800  00 

For  bond  payments, 2,000  00 

Total, $48,665  70 

Income :  — 
From  private  consumers,      .        .        .        $35,000  00 
From  municipal  buildings,  .        .        .  1,800  00 

36,800  00 

Balance, $11,865  70 

For  new  construction, .         8,000  00 

$19,865  70 

At  a  town  meeting  held  March  20,  1911,  the  town  appropri- 
ated for  the  electric  light  department  its  receipts,  and  also :  — 

For  interest, $3,350  00 

For  bond  payments, 2,000  00 

For  sinking  fund, 800  00 

For  depreciation  fund, 5,615  70 

$11,765  70 

At  the  same  meeting  the  town  voted  that  a  construction  bal- 
ance of  $6,044.85  might  be  expended  by  the  municipal  light 
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board;  that  a  balance  of  $461.36  for  electric  lights,  Lake  Shore 
Park,  be  carried  forward;  that  $4,000  be  appropriated  for 
extension  of  the  street  light  system  and  new  street  lights ;  that 
$1,000  be  appropriated  for  extensions  of  the  electric  lighting 
system,  and  that  the  sum  of  $6,000  and  the  unexpended  balance 
of  the  "new  system"  appropriation  be  appropriated  for  in- 
stalling new  boilers  at  the  station. 

Reading.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Dec,  31,  1910,  as  stated  by  the  manager,  was 
as  follows':  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $20,929  65 

For  interest  on  bonds,  notes  or  scrip,  ....  2,535  75 

For  depreciation  fund  (3  per  cent,  on  $118,545.70),  3,556  00 

For  note  payments, 1,000  00 

For  bond  payments, 3,000  00 

Total, $31,021  40 

Income:  — 
From  private  consumers,      .        .        .        $25,927  29 

From  jobbing, 293  55 

From  interest  on  bank  balance,  .        .  52  91 

From  appropriation  for  maintenance,  .  10,225  00 

36,498  75 

Excess  of  income  and  appropriations  over  expend- 
itures,   $5,477  35 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1, 1911,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $23,000  00 

For  interest  on  bonds,  notes  or  scrip,  ....  2,728  25 

For  depreciation  fund  (3  per  cent,  on  $135,992.62),  4,079  78 

For  note  payments, 1,500  00 

For  bond   payments,     . 3,000  00 

Total, $34,308  03 

Income  from  private  consumers, 27,508  03 

Balance, $6,800  00 

For  new  construction, 2,200  00 

$9^00  00 
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At  the  annual  town  meeting  held  March  13,  1911,  it  was 
"  Voted,  that  the  sum  of  $5,800  be  raised  and  appropriated ; 
and  this  amount,  together  with  the  unexpended  balance  Dec. 
31,  1910,  of  $221.09,  and  the  receipts  of  the  plant  for  the  cur- 
rent year,  be  appropriated  for  the  maintenance,  operation  and 
repair  of  said  plant,  and  for  the  payment  of  bonds,  notes  and 
interest;  and  that  $4,079.78  be  appropriated  from  the  receipts 
of  the  plant  for  depreciation  of  said  plant  for  the  fiscal  year  of 
1911." 

At  a  meeting  held  June  19,  1911,  it  was  voted  to  authorize 
the  extension  of  the  town's  lines  into  Wilmington  and  the  making 
of  a  ten-year  contract  for  lighting  the  streets  of  Wilmington; 
and  to  issue  bonds  to  the  amount  of  $20,000  for  this  purpose ; 
and  also  to  authorize  the  issue  of  notes  to  the  amount  of  $2,200 
for  new  construction. 

Rowley.  —  The  plant  began  to  sell  electricity  July  7,  1910. 
The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1, 1911,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .  $1,570  00 

For  interest  on  bonds,  notes  or  scrip,  ....  480  00 

For  depreciation  fund  (3  per  cent,  on  $12,000),      .  360  00 

For  note  payments, 400  00 

Total, $2,810  00 

Income  from  private  consumers, 1,500  00 

Balance, $1,310  00 

For  new  construction, 1,500  00 

$2,810  00 

At  the  annual  town  meeting  held  March  13,  1911,  it  was 
"  Voted,  to  raise  and  appropriate  the  sum  of  $1,200  for  the 
first  payment  on  the  electric  light  debt,  interest  on  same,  the 
depreciation  of  the  plant  and  street  lighting;  "  also  "  to  instruct 
our  municipal  light  board  to  purchase  liability  insurance,  and 
$100  is  appropriated  therefor  from  the  department  of  general 
chains." 

At  a  meeting  held  June  21,  1911,  the  town  voted  to  extend 
its  "  commercial  and  street  lighting,"  and  to  borrow  and  appro- 
priate the  sum  of  $2,400  therefor. 
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Shrewsbury,  —  The  result  of  the  operation  of  the  plant  for 
the  fiscal  year  ending  Jan.  31,  1911,  as  stated  by  the  manager, 
was  as  follows :  — 

Expenditiires:  — 

For  operation,  maintenance  and  repairs,    .        .        •  $5,065  10 

For  interest  on  bonds,  notes  or  scrip,  ....  938  44 

For  depredation  fund  (3  per  cent,  on  $28,132.13),  .  850  00 

For  note  payments, 1,500  00 

Total, $8,353  54 

Income:  — 
From  private  consumers,      .        .        .  $3,662  60 

From  appropriation  for  maintenance,  •  4,700  00 

8,362  60 

Excess  of  income  and  appropriations  over  expend- 
itures,            $9  06       / 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Feb.  1,  1911,  were  as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $5,966  68 

For  interest  on  bonds,  notes  or  scrip,  ....  933  32 

For  depreciation  fund  (3  per  cent,  on  $31,445.79),  .  950  00 

For  note  payments, 1,500  00 

Total, $9,350  00 

Income  from  private  consumers, 4,500  00 

Balance, $4,850  00 

For  new  construction, 1,500  00 

$6,350  00 

The  following  appropriations  were  voted  March  6,  1911,  for 
account  of  the  electric  light  department :  — 

For  maintenance, $1,466  68 

For  interest, 933  32 

For  depreciation  fund, 950  00 

For  note   payment, 1,500  00 

$4,850  00 

For  construction, 1,500  00 


$050  00 
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Taunton.  -7-  The  result  of  the  operation  of  the  plant  for  the 

fiscal  year  ending  Nov.  30,  1910,  as  stated  by  the  manager,  was 
as  follows :  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,    .        •        ,  $53,192  17 

For  interest  on  bonds,  notes  or  scrip,  ....  13,722  50 

For  depreciation  fund  (3  per  cent,  on  $364,401.75),  .  10,932  05 

For  sinking  fund  requirements, 7,500  00 


Total, $85,346  72 

Income :  — 
From  private  consumers,      .        .        .        $76,827  15 
From  municipal  buildings,  .  .  2,734  04 

From  appropriation  for  maintenance,.  21,222  50 

100,783  69 


Excess  of  income  and  appropriations  over  expend- 
itures,   $15,436  97 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Dec.  1,  1910,  were  as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .                .  $52,000  00 

For  interest  on  bonds,  notes  or  scrip,  ....  13,722  50 

For  depreciation  fund  (3  per  cent,  on  $364,401.75),  10,932  05 

For  sinJdng  fund  requirements, 7,500  00 

Total, $84,154  55 

Income  from  private  consumers,        ....       77,000  00 

Balance, $7,154  56 

By  an  order  approved  Dec.  1,  1910,  the  municipal  council 
transferred  the  balance  of  the  '^  municipal  lighting  plant  main- 
tenance" account  remaining  unexpended  at  the  close  of  the 
financial  year  on  Nov.  30,  1910,  to  the  "  municipal  lighting  con- 
struction "  account. 

By  an  order  approved  April  27,  1911,  the  municipal  coun- 
cil appropriated  for  the  maintenance  and  expenses  of  the  munic- 
ipal lighting  plant  the  current  receipts  of  said  department ;  for 
the  electric  light  loan  sinking  fund,  $7,500, 
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By  an  order  approved  Sept.  27,  1911,  the  sum  of  $10,932.05 
ivas  transferred  from  the  municipal  light  maintenance  ix>  the 
municipal  light  depreciation  account. 

Templeton.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Jan.  31,  1911,  as  stated  by  the  manager,  was 
as  follows:  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,    .        .  $4,298  66 

For  interest  on  bonds,  notes'  or  scrip,  ....  882  39 

For  depreciation  fund  (3  per  cent,  on  $27,082.71),  .  812  48 

For  note  payments, 2,716  67 

Total, $8,710  20 

Income:  — 
From  private  consumers,  .        .  $4,785  75 

Prom  rentals, 12  00 

From  appropriation  for  maintenance, .  4,611  54 

9,409  29 

Excess  of  income  and  appropriations  over  expend- 
itures,    $699  09 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Feb.  1,  1911,  were  as  follows :  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,    .        .  $4,500  00 

For  interest  on  bonds,  notes  or  scrip,  ....  762  05 

For  depreciation  fund  (3  per  cent,  on  $28,364.06),    .  850  92 

For  note  payments,      .        .        .        .        .        .        .  716  67 

Total, $6,829  64 

Income  from  private  consumers,  .        .        ...        .         5,000  00 

Balance, $1,829  64 

For  new  construction, 500  00 

$2,329  64 

The  following  appropriations  were  voted  March  11,  1911,  for 
account  of  the  electric  light  department :  — 
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For  interest, $262  05 

For  depreciation  fund, 850  92 

For  note  payment, 716  67 

$1,829  64 

For  construction, 1,100  00 

$2,929  64 

Wakefield.  —  The  result  of  the  operation  of  the  plant  for 
the  fiscal  year  ending  Dec.  31,  1911,  as  stated  by  the  manager, 
was  as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $51,849  67 

For  interest  on  bonds,  notes  or  scrip,  ....  5,908  25 

For  depreciation  fund  (3  per  cent,  on  $209,831.04),  6,294  93 

For  note  payments, 1,550  00 

For  bond  payments, 9,500  00 

Total, $75,102  85 

Income:  — 
From  private  consumers,      .        .        .        $63,739  82 

From  jobbing, 204  65 

From  appropriation  for  maintenance,  .  10,630  00 

74,574  47 

Apparent  loss  in  operation  as  defined  by  statute,  $528  38 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1911,  were  as  follows:  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $52,724  76 

For  interest  on  bonds,  notes  or  scrip,  ....  5,466  25 

For  depreciation  fund   (3  per  cent,  on  $226,020.42),  6,780  61 

For  note  payments, 1,000  00 

For  bond  payments, 9,500  00 

For  loss  in  preceding  year, 528  88 

Total, $76,000  00 

Income:  — 
From  private  consumers,               .        .        $65,795  00 
From  jobbing, 205  00 

66,000  00 

Balance, $10,000  00 
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At  a  town  meeting  held  Nov.  18,  1911,  it  was  voted  to  peti- 
tion the  town  of  Reading  for  authority  to  construct  and  main- 
tain in  Reading  pipes  and  apparatus  for  the  distribution  and 
sale  of  gas  therein;  to  raise  and  appropriate  $7.32  to  pay  bal- 
ance due  for  installing  a  fire-alarm  box,  and  the  further  sum 
of  $200  for  use  of  municipal  light  board  in  maintaining  fire- 
alarm  system;  to  appropriate  the  sums  of  $17,  $29  and  $35, 
respectively,  for  installing  and  maintaining  three  street  lamps, 
the  same  to  be  taken  from  depreciation  fund;  and  ^^that  the 
town  treasurer  be  authorized  to  borrow  or  advance  $1,200  for 
any  overdraft  in  the  depreciation  fund  of  the  municipal  light 
department" 

Wellesley.  —  The  result  of  the  operation  of  the  plant  for  the 

fiscal  year  ending  Dec.  31,  1910,  as  stated  by  the  manager,  was 

as  follows :  — 

Expenditiires:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $21,459  68 

For  interest  on  bonds,  notes  or  scrip,  ....  883  33 

For  depredation  fund  (3  per  cent,  on  $75,000),      .  2,250  00 

For  bond  payments, 4,000  00 

Total, $28,593  01 

Income:  — 
From  private  consumers,      .        .        .        $24,280  98 
From  nmnieipal  buildings,  .  575  87 

From  appropriation  for  maintenance,  .  10,500  00 

35,356  85 

Excess  of  income  and  appropriations  over  expend- 
itures,   $6,763  84 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  1,  1911,  were  as  follows :  — 

Expenditures:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $25,000  00 

For  interest  on  bonds,  notes  or  scrip,  .        .        .        .  726  67 

For  depreciation  fund  (3  per  cent,  on  $80,000),      .  2,400  00 

For  bond  payments, 4,000  00 

Total, $32,126  67 

Income  from  private  consumers, 25,000  00 

Balance, $7,126  67 

For  new  construction, 3,000  00 

$10,p  67 
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At  a  town  meeting  held  Jan.  19,  1911,  it  was  voted  to  con- 
tinue the  unexpended  balance  of  the  municipal  light  depart- 
ment, and  to  transfer  therefrom  $2,400  to  the  depreciation  fund 
and  $3,000  to  the  appropriation  for  construction.  On  April  3, 
1911,  it  was  "  voted  that  the  sum  of  $600  be  appropriated  for 
extension  to  the  electric  light  plant" 

West  BoyUion.  —  The  plant  began  operating  Aug.  5,  1910. 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  March  1,  1911,  were  as  follows:  — 

EzpenditureB:  — 

For  operation,  maintenance  and  repairs,    .        .        .  $1,675  72 

For  interest  on  bonds,  notes  or  scrip,  ....  540  00 

For  depreciation  fund  (3  per  cent,  on  $17,000),      .  510  00 

For  note  payments, 1,000  00 

Total, $3,725  72 

Income  from  private  consumers, 900  00 

Balance, $2,825  72 

For  new  construction, 3,000  00 

$5,825  72 

At  the  annual  town  meeting  held  March  27,  1911,  there  was 
appropriated :  — 

For  depreciation  fund, $481  17 

For  interest  on  notes, 540  00 

For  note  payments, 1,000  00 

For  operation,  maintenance  and  repairs,    .        .        .  500  00 

For  new  construction, 8,500  00 

$6,021  17 

Westfield.  —  The  result  of  the  operation  of  the  plant  for  the 
fiscal  year  ending  Jan.  20,  1911,  as  stated  by  the  manager,  was 
as  follows :  — 

Expenditures :  — 

For  operation,  maintenance  and  repairs,    •        .        .  $60,402  00 

For  interest  on  bonds,  notes  or  scrip,  ....  4,710  00 

For  depreciation  fund  (3  per  cent,  on  $273,290.27),  8,198  71 

For  bond  payments, 6,000  00 


Total, $79,310  71 
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Income :  — 
Prom  private  consumers,      .        .        .        $77,900  82 
Prom  appropriation  for  maintenance,  .  13,500  00 

$91,400  82 

Excess  of  income  and  appropriations  over  expend- 
itures,   $12,090  11 

The  estimates  submitted  by  the  manager  for  the  fiscal  year 
beginning  Jan.  21,  1911,  were  as  follows:  — 

Expenditures:  —   . 

Por  operation,  maintenance  and  repairs,    .        .        .  $62,000  00 

Por  interest  on  bonds,  notes  or  scrip,  ....  5,100  00 

Por  depreciation  fund  (3  per  cent,  on  $293,264.64),  8,797  94 

Por  bond  payments, 7,000  00 

Total, $82,897  94 

Income  from  private  consumers, 79,000  00 

Balance, $3,897  94 

At  the  annual  town  meeting  held  on  March  30,  1911,  there 
were  appropriated  to  be  paid  from  the  income  of  the  gas  and 
electric  works  the  following  items :  — 

Por  bonds, $7,000  00 

Por  interest, 5,100  00 

Por  electric  expenses, 25,000  00 

Por  gas, 32,000  00 

Por  depreciation  ($6,264.24  to  be  expended  for  elec- 
trical and  $4,000  for  gas  construction),  .        .        .  10,264  24 
Por  electric  power  plant, '    5,000  00 

$84,364  24 

And  to  be  included  in  tax  levy  the  following  items :  — 

Por  gas  and  street  lamps, $15,000  00 

And  to  be  borrowed  $10,000  "  for  the  purpose  of  increasing 
and  enlarging  its  electric  lighting  plant  for  street  lighting  pur- 
poses by  the  purchase  of  transformers,  rectifiers,  regulators  and 
other  street  lighting  apparatus  and  equipment." 
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MUNICIPAL  STATISTICS. 

The  following  table  contains  the  names  of  the  municipalities 
operating  lighting  plants  on  June  80,  1911 ;  the  population  of 
each,  according  to  the  census  of  1910 ;  the  kind  of  supply  and 
the  year  when  the  same  was  begun ;  the  amount  invested  in  the 
plant  since  the  inception  of  the  enterprise,  including  that  raised 
by  loans  and  by  direct  taxation ;  the  total  valuation  of  all  estates 
in  town  for  the  year  of  the  return,  and  the  amount  per  thousand 
raised  by  taxation  for  all  purjwses.  The  towns  of  Ashbumham, 
Belmont,  Groton,  Groveland,  Hingham,  Norwood,  Eowley, 
Shrewsbury,  Templeton,  Wellesley  and  West  Boylston  have  only 
distributing  plants,  and  buy  their  electricity,  the  first  and  ninth 
named  from  the  Gardner  Electric  Light  Company,  the  second 
from  the  Cambridge  Electric  Light  Company,  the  third  from  the 
Ayer  Electric  Light  Company,  the  fourth  from  the  Haverhill 
Electric  Company,  the  fifth  from  the  Weymouth  Light  and 
Power  Company,  the  sixth  and  tenth  from  the  Edison  Electric 
Illuminating  Company  of  Boston,  the  seventh  from  the  munic- 
ipal plant  of  Ipswich,  the  eighth  from  the  Marlborough  Electric 
Company,  and  the  last  from  the  Connecticut  River  Transmission 
Company. 
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In  the  following  data  the  financial  operations  of  all  the  mu- 
nicipal plants  in  the  State  are  combined  from  the  items  relating 
to  the  manufacture  and  sale  of  gas  and  electricity  in  the  returns 
of  the  last  two  years :  — 

Electricity. 


YXAB  ENDING  JUNE  30. 


1910. 


1911. 


Income:  — 

From  sale  of  oommeroial  arc  lights, 

sale  of  commercial  incandescent  lights,     .         | 

sale  of  domestic  incandescent  lights, 

sale  of  electric  power,     ..... 

sale  to  other  plants,        ..... 

rent  of  meters,       ...... 

rent  of  motors,      ...... 

rent  of  fixtures 

other  sources,        ...... 

Total 

EXPBNSBS:  — 

Cool. 

Oil  and  waste,        ....... 

Water, 

Wages  at  station,  ....... 

Repairs  of  real  estate,     ...... 

Repairs  of  steam  plant,  ...... 

Repairs  of  electric  plant,  ..... 

Station  tools  and  appliances,  ..... 

Current  bought,     ....... 

Wages  for  care  of  lights,  etc.,  .... 

Repairs  of  lines  and  lamps,      ..... 

Carbons,        ........ 

Incandescent  lamps,        ...... 

Globes 

Distribution  tools  and  appliances,    .... 

General  salaries,     ....... 

Salaries  of  municipal  light  board,     .... 

Committee  expenses,       ...... 

Auditor's  fees,        ....... 

General  office  expenses,  ...... 

Rents, 

Insurance,     ........ 

Law  expenses,        ....... 

Claims,  ........ 

Bad  debts, 

Incidentals,  ........ 

Total 

Leaving  an  apparent  profit  in  operating  account  of    . 

With  which  is  to  be  considered  the  following:  — 
Interest  on  notes  and  bonds,   ..... 

Depreciation,  ....... 

Losses  on  other  items,    ...... 

Leaving,  as  the  expenditures,  for  town  and  city  lighting, 
Leas  gains  on  jobbing,     ...... 


$4,089  72  > 

7,261  87 

274.026  78  « 

208.390  34* 

185,303  87 

2,626  76 

2,160  11 

376  00 

1,910  93 

8,140  19 


$4,468  25  i 

4,674  62  i 

272,751  66 » 

282,396  65 1 

218,495  41 

4.435  27 

2,194  48 

2.098""04 
9,323  33 


$694,176  67 


$176,461  12 

6,278  17 

6,306  71 

111.429  32 

8.130  01 

20,026  12 

9,282  01 

3.018  69 

66.369  68 

34.559  53 

63.734  42 

3.281  02 

21.904  78 

1,323  90 

16,199  22 

34,678  27 

2.662  50 

87  99 

240  58 

13,929  12 

559  13 

12.698  23 

271  10 

3  40 

334  97 

204  39 


$800,836  61 


$203,874  13 

6,679  46 

6,039  89 

122,069  10 

6.263  78 

16.687  99 

12.165  34 

4.684  34 

74.939  28 

35.084  88 

64,144  27 

2,416  02 

24,332  24 

936  99 

14,200  58 

37,697  76 

3,205  00 

111  63 

58  62 

16,249  11 

618  50 

14,766  89 

68  68 

25  00 

664  92 

543  89 


$600,863  18 
$93,313  39 


82,623  27 

100.628  23 

2,742  05 


$667,226  18 
$133,610  33 


87,306  44 

122.668  36 

4.088  97 


$92,580  16 
614  15 


$80,453  44 
1.636  25 


$91,966  01 


$78,917  19 


t  By  meter.      edbyGoOglc 


1  By  contract. 
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Gas. 


Yeak  bndino  Juke  30. 


ino. 


Itll. 


Income:  — 
From  gas  sold  by  meter, 

sold  to  gas  companies, 
sales  of  ooke, 
sales  of  tar,  . 
rent  of  meters, 


$241,651  99 

6,667  90 

15,830  85 

4,160  65 

109  60 


$250,052  36 

7,292  70 

10,613  76 

3,739  85 

78  69 


Total. 

EXPBNSBS:  — 

Coal 

Gas  oil, 

Purifying  materials,        ...... 

Water 

Wag«9  at  works,     ....... 

Repairs,  real  estate,        ...... 

Repairs  and  maintenance  at  works. 

Tools,  apparatus  and  machinery^      .... 

Wages  of  meter  takers,  clerical  labor  in  distribution 
department. 

Repairs,  renewals  and  maintenance  of  mains  and  serv- 
ices,   

Distribution  tools,  etc.,  ...... 

Repairs  and  renewals  of  meters,       .... 

Gas  stove  setting  repairs  and  renewals,     . 

General  salaries,     ....... 

Auditor's  fees,        ....... 

Salaries  of  municipal  light  boards,    .... 

General  office  expenses,  ...... 

Insurance,     ........ 

Law  eroenses,        ....... 

Bad  debts 

Incidentals,  ........ 


$2^,410  99 


$73,004  02 

15.710  18 

1.397  76 

601  75 

40,756  27 

1,535  44 

14,764  72 

2,735  25 


Total, 


Leaving  an  apparent  profit  on  the  gas  business  of 

From  which  is  to  be  deducted:  — 
Interest  on  bonds  and  notes,   .... 

Depreciation,  ...... 

Losses  on  bad  bills,  etc.,  .... 


Making  a  total  of 
Add  gains  on  jobbing, 

Leaving  a  net  gain  of 


5,803  08 

2,785  05 

3.188  49 

2,697  55 

465  98 

9,591  26 

240  59 

300  00 

4,251  34 

1,484  76 

25  00 

1.806  14 

17  80 


$271,777  36 


$69,426  90 

20,497  17 

1,001  32 

564  81 

39,906  64 

1,368  18 

17,480  35 

1.769  61 

6,948  05 

3,229  52 

1.874  32 

4,798  31 

1,518  00 

10.031  02 

53  63 

300  00 

3.637  67 

1.482  91 

226  44 

89  73 


$183,162  43 
$86,248  56 


$21,167  81 
25,200  48 


$186,294  48 
$86,482  88 


$22,060  28 

32.752  07 

133  39 


$46,368  29 
777  91 


$54,946  74 
1,407  21 


$47,146  20 


$56,352  95 
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Aggr^ates  from  the  balance  sheets  in  the  several  municipal 
returns  of  the  last  two  years  show  the  following  facts :  — 


YbaR  fcMDINQ  JUNB  30. 


1110. 


1911. 


AflSETB:  — 

Electric:  — 
Real  estate. 
Steam  plant,     . 
Electric  plant,  . 
Electric  lineB,    . 
Other  plant  items, 
Materials, 


Gas:  — 

Real  estate. 

Machinery, 

Street  mains,    . 

Gas  meters, 

Materials, 
General  cash  (or  town  treasury), 
Depreciation  cash,  . 
Due  for  electricity, 
Due  for  gas,    .... 
Other  accounts  due. 
Sinking  funds. 
Deficit, 


LiABnjTiEa: — 

Appropriations  for  construction, 

for  extraordinary  repairs, 
for  bond  payments, 
for  note  pajonents, 
for  sinking  funds, 
for  fire  alarm. 

Overdrafts,      . 

Bonds  outstanding, 

Notes  payable. 

Unpaid  bills,  . 

Deposits, 

Interest  due  and  not  paid, 

Interest  accrued  but  not  due. 

Other  amounts  due. 

Cash  overdrawn. 


$238,969  04 
612.789  60 
466.743  24 
709,650  66 
484.240  76 
109,910  70 


384.027  17 
227,011  57 
262,109  94 
107,759  23 

21.873  02 
391.339  45 

61.898  08 
103.728  12 

21.780  32 

15,732  60 
267.997  47 
266.142  38 


$243,830  65 
692.066  74 
511.549  93 
775,384  49 
534.049  37 
123.686  30 


383.834  57 

231.631  22 

264.268  52 

113.794  52 

25.354  45 

242,705  22 

120.181  69 

110.224  82 

20.707  08 

17.125  08 

298.873  81 

181,522  76 


$4,748,603  34 

$636,908  91 

5.720  10 

421,150  00 

261.192  58 

219,236  76 

2.354  17 

261.119  56 

2^379.800  00 

392.833  66 

43.500  96 

7.259  11 

747  50 

20.127  68 

82.382  87 

14,269  48 


$4,890,791  22 

$676,246  54 

5.720  10 

447.900  00 

291.334  05 

240.869  80 

1,715  06 

267,490  82 

2,342.200  00 

432.071  99 

68.467  11 

9.495  69 

329  44 

20.435  50 

82,382  87 

4.132  25 


$4,748,603  34 


$4,890,791  22 
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Street  Lighting  by  Municipal  Plants. 

The  statutes  relating  to  municipal  light  plants  prescribe  that 
the  excess  of  the  estimated  annual  expense  (including  the  gross 
expense  of  operation,  maintenance  and  repair,  interest  on  the 
debt  created  to  pay. for  the  plant,  depreciation,  sinking  fund 
or  debt  requirements,  and  loss  if  any,  in  the  operation  of  the 
plant  during  the  preceding  year)  over  the  estimated  income 
from  sales  to  private  consumers  shall  be  included  in  the  annual 
appropriations  for  maintenance  and  in  the  tax  levy.  For  this 
excess,  which  it  must  thus  raise  by  taxation,  the  city  or  town 
receives  its  street  and  public  building  lighting.  In  some  in- 
stances electricity  furnished  to  public  buildings  is  metered, 
charged  at  the  same  rates  as  to  private  consumers,  and  paid  out 
of  other  appropriations  in  the  same  manner  as  though  the  plants 
were  privately  owned.  In  some  instances  also  specific  appro- 
priations are  made  for  street  lighting,  presumably  with  the 
number  and  type  of  lamps  to  be  supplied  in  view.  For  these 
reasons,  while  it  is  desirable  to  know  from  the  standpoint  of  the 
city  or  town  as  a  municipal  corporation  what  it  is  getting  for 
the  money  raised  for  the  plant  by  taxation,  and  on  a  basis  com- 
parable with  the  cost  to  it  of  lighting  its  buildings  and  streets  if 
served  by  a  privately  owned  plant,  such  results  can  only  be  ob- 
tained by  estimates  of  the  electricity  used  in  public  buildings 
where  not  measured,  and  computations  of  the  cost  per  street 
lamp  based. on  the  average  number  of  lights  used  per  day  and 
an  apportionment  between  different  types  of  lamps  according  to 
the  energy  theoretically  necessary  to  supply  them.  In  the  three 
pages  following,  the  data  used  in  arriving  at  these  results  and 
the  results  themselves  will  be  found  tabulated. 

The  second  table  is  devised  upon  the  theory  that  for  all  its 
expenditure  the  municipality  receives  oaly  its  street  lighting 
and  the  income  from  its  commercial  business,  and  that  the  cost 
of  the  former  to  the  city  or  town  is  the  difference  between  such 
income  and  the  entire  cost  of  carrying  on  the  business. 
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The  following  table  shows  the  number  of  street  lights  and  their  wattage  installed  on  June  30. 
1011,  and  the  average  number  in  use  throughout  the  year  ending  June  30, 1011,  with  the  avenge 
number  of  days  and  hours  the  same  were  burned  in  the  municipalities  named:  ~ 

Street  Lighta  —  Operation. 


Number 

Average 

Number  of 

Number  of 

MUXICIPALXTT. 

of  Public 

Wattage. 

Daily 

Hours 

^jCtr 

Lamps. 

Number. 

per  Night. 

100 

40 

•  79 

4.9 

23.0 

Belmont, 

f        208 
31 

53 
250 

}     m 

6.0 

27.8 

I      u* 

588 

14 

Braintree 

595 

50 

421 

8.8 

28.2 

f         5« 

40 

54 

Chioopee.         .... 

X 

305 
550 

872 

10.7 

30.4 

Concord, 

904 

50 

9.5 

30.2 

f         25 

40 

Danvers, 

115 
183 

60 
75 

316 

8.8 

29.1 

118 

526 

119 

Groton, 

/          IB 
165 

40 
50 

}        184 

4.7 

25.0 

Groveland 

245 

75 

244 

6.1 

27.5 

Hingham,         .... 

{       «8i! 
6 

37 
2 

50 
112 
481 

50 
100 

}        519 
6 

6.8 

25.8 

Holyoke 

100 

4 
1 

125 
250 
500 

94 

10.8 

30.4 

507 

400 

521 

Hudson, 

279 

50 
67 
450 

}        U7 
18 

7.5 

29.9 

Hull 

J       537 
6 

50 
350 

461 
6 

6.0 

27.6 

Ipswich, 

Mansfield.         .... 

^        811 

/        380 

31 

70 

60 
40 
250 

799 
}        410 

9.9 
10.9 

25.7 
30.4 

75 

Marblehead.     .... 

48 
30 

88 
112 

143 

10.4 

30.1 

172 

350 

161 

Merrimac 

11 

.310 

171 

13 

40 
60 

}        32. 

^         169 
13 

5.8 

27.8 

40 
500 

}        4.5 

23.4 

Middleborough, 

30 

1 
12 

40 

40 

500 

30 

1 
12 

5.7 

7.4 

29.9 
28.3 

Millers  Falls,    .... 

88 

40 
726 

88 
3 

4.8 

25.0 

North  Attleborough, 

50 

714 

^        6.1 

28.5 

f        424 

40 

407 

Q-3 

26.5 

Norwood,         .... 

91 

75 

55 

10.5 

30.4 

ie8 

40 

105 

9.6 

29.6 

Peabody 

3 

270 

[        146 

50 
40 
500 

3 
169 
166 

10.4 
}      10.5 

25.6 
30.4 

[North  Reading, 

102 

40 

135 

1        »1 

27.2 

^**^*"^'    Reading, 

f         90 
i        126 

75 

480 

}       10.5 

30.4 

Rowley 

146 

40 

146 

5.2 

24.2 

Shrewsbury 

337 

40 

326 

5.4 

25.5 

r     1,115 

50 

\      10.7 

Taunton 

36 
3 

250 
400 

1,110 

30.4 

197 

475 

207 

J 

Templeton 

171 

50 

157 

*•» 

25.2 

Wakefield 

/       429 

48 

320 

5 

50 
500 
40 
50 

418 
48 

}        »-^ 

26.9 

Wellealey 

343 
140 
97 

d8 
75 
100 

881 

0.0 

29.5 

West  Boylston, 

179 

40 

179 

7.1 

27.2 

Westfield 

\        131 

75 
560 

33 
131 

10.6 

30.4 
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The  towns  of  Middleborough,  Wakefield  and  Westfield,  and 
the  city  of  Holyoke  operate  gas  plants,  the  first  named  since 
Oct  31,  1893,  the  second  since  Aug.  7,  1894,  the  third  since 
June  1,  1899,  and  the  last  since  Dec.  15,  1902. 

The  plant  at  Middleborough  makes  water  gas,  those  at  Wake- 
field and  Westfield  coal  gas,  that  at  Holyoke  coal  and  water 
gas. 

During  the  year  1911  examinations  by  the  State  inspector 
for  candle-power  and  purity  were  made  eight  times  in  Middle- 
borough, four  times  in  Wakefield,  twelve  times  in  Westfield  and 
seventeen  times  in  Holyoke.  Impurities  prohibited  by  statute 
were  found  five  times  in  Middleborough  and  twice  in  Westfield. 
The  candle-power  has  been  found  below  the  legal  standard  twice 
in  Westfield. 

The  average  price  received  in  Holyoke  for  gas  sold  in  the 
year  ending  June  30,  1911,  was  $1.00  per  thousand;  in  Middle- 
borough, $2.59;  in  Wakefield,  $1.28;  and  in  Westfield,  $1.20. 
The  cost  of  gas  during  the  same  period,  computed  by  the  method 
applied  to  the  cost  of  electric  lighting  in  the  table  on  page  223 
was,  in  Holyoke,  $0,898;  in  Middleborough,  $5.63;  in  Wake- 
field, $1.21 ;  in  Westfield,  $1.06. 
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INSPECTION  OF  GAS  AND  GAS  METERS. 
Gas  Inspection. 

Following  the  statutory  requirement  that  the  gas  shall  be 
tested  with  a  burner  best  adapted  to  it,  which  is  at  the  same 
time  suitable  for  domestic  use,  the  Board  has  continued  the 
use  of  the  following  burners  in  candle-power  determinations: 
the  Sugg's  London  Argand  burner,  sizes  D,  old  style,  and  D 
and  F,  new  style,  with  six  or  seven-inch  chimney,  for  coal  gas, 
low  candle-power  water  gas  and  mixed  coal  and  water  gases ;  the 
Sugg's  table-top,  eight-foot  size,  and  Bray's  "  slit-union  "  jet, 
seven-foot  size,  open  burners,  for  the  higher  candle-power  water 
gases ;  a  small,  one-foot  size,  iron  tip  open  burner  for  oil  gases, 
and  the  von  Schwarz  "  Perfection  "  one-half  and  three-quarters 
foot  sizes,  for  acetylene  gas. 

Of  the  899  inspections  made  during  the  year  ending  Dec.  31, 
1911,  including  those  of  gas  supplied  by  municipal  plants,  252 
were  made  by  the  chief  inspector. 

The  following  tables  contain  the  data  obtained  by  these  ex- 
aminations. For  convenience  of  comparison  the  oil  gas  and 
acetylene  gas  companies  are  shown  in  separate  tables.  The 
Middleborough  plant  appears  in  two  tables  because  of  a  change 
during  the  year  in  the  kind  of  gas  made.  In  the  ammonia 
column,  1.  —  means  that  the  gas  did  not  contain  as  much  as 
one  grain  of  ammonia  per  hundred  cubic  feet. 
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Coali/cu  Companies. 


Number 

Grains  per 

One 

of 

Candlb-poweb. 

Hundred  Feet  of 

COMPANY. 

Inapoo- 

Gab  of  - 

- 

'  tions 
made. 

Average. 

Higheat. 

Lowest. 

Sulphur.  Ami 

Donia. 

Adams 

10 

18.21 

22.2 

15.5 

14.84        1 

63 

Amesbury, 

7 

20.37 

23.9 

17.7 

8.06        1 

Amherst,    • 

6 

20.52 

22.0 

19.1 

9.30        1 



Arlington,  . 

11 

19.03 

20.4 

16.7 

8.20        1 

__ 

Athol. 

5 

21.16 

22.1 

20.1 

6.58        1 



Attleboro,  . 

12 

17.11 

17.7 

16.4 

18.20        1 



Beverly, 

18 

16.46 

18.4 

14.4 

23.50        1 

__ 

Blackstone, 

2 

18.60 

19.0 

J8.2 

8.55        1 



Boston, 

26 

18.42 

20.3 

16.7 

17.59        1 

__^ 

Brockton,   . 

18 

18.45 

21.5 

16.4 

11.83        1 



Cambridge, 

24 

18.20 

19.1 

17.0 

16.65        1 



Charlestown, 

22 

16.71 

18.2 

15.7 

17.57       2 

22 

Chicopee,    . 

11 

17.12 

17.7 

16.3 

18.74        1 

Citizens'  (Nantucket), 

3 

17.86 

19.3 

16.8 

11.10       1 



Citizens'  (Quincy), 

15 

17.78 

18.9 

16.8 

17.81        1 

__ 

Clinton, 

10 

20.36 

25.4 

17.6 

8.84        1 



Danvers,     . 

2 

17.40 

18.5 

16.3 

16.65       1 



15 

17.58 

18.2 

16.5 

18.26       1 



East  Boston, 

35 

17.59 

18.8 

16.3 

18.74        1 



Easthampton, 

11 

16.69 

18.5 

13.5 

21.39        1 

____ 

FaU  River, 

24 

19.79 

22.3 

17.7  t 

7.13        1 



Fitchburg,  . 

14 

21.13 

28.4 

17.7 

13.33        1 

____ 

Framingham, 

18 

16.88 

22.3 

13.7  i 

20.19        1 



Gardner,     . 

7 

21.58 

24.3 

18.8  ! 

9.56        1 

__^ 

Gloucester, 

12 

19.27 

22.9 

16.4  ; 

16.64        1 



Greenfield, 

11 

17.62 

18.3 

16.3 

9.20        1 

Haverhill,  . 

17 

19.32 

23.0 

16.1 

8.04        1 

Holyoke,*  . 

17 

18.22 

20.7 

16.7 

16.57        1 

■ 

Ipswich, 

7 

20.16 

25.9 

16.8 

6.00        1 

_^ 

Lawrence,   . 

19 

18.22 

19.2 

16.9 

14.13        1 



Leominster, 

9 

20.90 

23.6 

18.4 

8.58       1 

__ 

Lexington, 
Lowell,        . 

7 

20.08 

21.4 

18.3 

7.48        1 

... 

21 

17.84 

18.9 

16.7 

15.72        1 

_« 

Lynn, 
Maiden,      . 

30 

18.04 

19.5 

16.0 

18.10        1 

____ 

23 

17.37 

18.8 

16.1  ! 

16.18        1 



Marlborough, 

14 

16.82 

18.4 

15.1  1 

15.36       4 

30 

Middleborough,  > 

3 

18.33 

19.7 

17.1  1 

9.73        1 

Milford,      . 

16 

16.74 

18.1 

15.2 

12.72       5 

94 

Natick, 

12 

16.58 

18.4 

13.0 

18.68        1 

New  Bedford,      . 

18 

18.37 

19.3 

17.6 

13.26        1 

00 

Newbury  port. 

15 

16.57 

17.9 

14.8 

18.97        1 

24 

Newton, 

33 

17.95 

19.5 

16.4 

17.29        1 

13 

18.23 

21.3 

15.1  ; 

12.88       4 

98 

Northampton,     . 

13 

17.82 

19.7 

15.5 ; 

13.79       1 

North  Attleborough,    . 

13 

16.91 

18.7 

15.4  , 

17.55       1 

92 

Norwood,    . 

15 

16.45 

18.2 

13.8  I 

14.53       1 

Otis  (Ware), 

8 

16.89 

19.3 

14.7  1 

15.86       3 

09 

People's  (Stoneham),   . 

7 

16.60 

18.1 

15.3  1 

13.64       1 

91 

Pittsfield,    . 

15 

19.25 

21.3 

17.8  ! 

15.27       1 

Plymouth,  . 

12 

16.36 

18.2 

13.9 

15.33       4 

51 

16 

17.54 

18.4 

16.1 

20.42        1 

Spencer, 

7 

21.17 

23.6 

19.4 

11.33        1 

_^ 

Springfield, 

Suburban  (Revere),      . 

18 

17.32 

18.9 

16.1 

16.23        1 

„_ 

12 

16.62 

18.1 

16.1 

17.43        1 

,^^ 

Taunton,    . 

15 

17.21 

18.6 

16.4 

22.79        1 



Vineyard  (Oak  BlufiFs), 

3 

18.13 

21.2 

15.3 

9.70       1 



Wakefield, » 

4 

17.18 

18.7 

16.0 

13.90       1 

78 

Webster,     . 

19 

20.74 

26.1 

18.5 

7.79       1 

Westfield, » 

12 

17.15 

19.1 

14.9 

16.94       1 

^ 

Williamstown,     . 

11 

17.69 

20.8 

12.9 

15.57       2 

47 

Wobum,     . 

11 

16.97 

18.2 

16.2 

15.25       1 

46 

Worcester  County, 

8 

21.39 

25.5 

19.4 

9.34       1 

Worcester, 

28 

17.98 

19.1 

17.0 

16.29        1 

^r 
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Oil  Gas. 


Company. 


Number 

of  Inspeotions 

made. 


Arerage 
Candle-power. 


Edison  (Brockton), 
Middleborough,  >   . 


35:43 
26.14 


Acetylene  Gas. 


Greorgetown, 
Hyannis, 
Marion, 
Vineyard  Haven, 


190.40 
188.40 
189.16 
188.00 


L  Municipal  plant. 


DeficterU  Candle-poufer, 

[Legal  standard,  16  minimum.] 


Total 

COMPANT. 

Number 

of  In- 
speotions. 

Candle- 
power. 

Date. 

Adams, 

10 

16.6 

Mar.      9 

Adams,    . 

15.7 

Apr.     21 

Beverly, 

18 

14.8 

May    24 

Beverly. 

14.7 

Oct.       4 

Beverly, 

«. 

14.4 

Oct.     13 

Beverly, 

- 

14.6 

Nov.    22 

Charlestown,    . 

22 

15.7 

Dec.       5 

Easthampton, 

11 

14.7 

Jan.     19 

Easthampton, 
Framingham,  . 

13.5 

Dec.    29 

18 

14.4 

Apr.  6 
May      6 

Framingham,  . 

13.7 

Marlborough, 

14 

15.1 

Jan.     18 

Marlborough,  . 

15.4 

Oct.     11 

Milford,  . 

16 

16.8 

Jan.     31 

Milford,  . 

15.5 

Mar.    23 

Milford,  . 

_ 

15.2 

Apr.       6 

Milford.  . 

_ 

15.7 

Oct.     27 

Natick,    . 

12 

15.3 

Jan.     12 

Natick.    . 

15.3 

Apr.     25 

Natick.    . 

_ 

13.0 

Oct.     13 

Newbur3rport, 

16 

14.8 

Feb.       2 

Newbur3rport, 

16.7 

Oct.     13 

Newburyport, 

. 

15.2 

Oct.     24 

Newburyport, 
North  Adams, 

_ 

14.8 

Dec.    21 

13 

15.1 

Apr.     12 

Northampton, 

13 

15.5 

Dec.     14 

Northampton, 

_ 

15.8 

Dec.    29 

North  Attleborough, 

13 

15.6 

Feb.       3 

North  Attleborough, 

_ 

15.8 

Feb.     16 

North  Attleborough, 

- 

15.4 

Oct.     20 

North  Attleborough, 

- 

15.6 

Nov.      2 

Norwood, 

13 

14.7 

Jan.     25 

Norwood, 

15.8 

Feb.       1 

Norwood, 

- 

14.9 

Apr.  26 
May    12 

Norwood, 

« 

15.7 

Norwood, 

- 

13.8 

Dec.    22 
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Deficient  Candle-power  —  Concluded 

Total 

COMPAMT. 

Number 

of  In- 
spections. 

Candle- 
power. 

Date. 

Otis  (Ware), 

8 

14.7 

Jan.     21 

People's  (Stoneham), 

7 

15.3 

Jan.     10 

People's  (Stoneham) 

— 

15.8 

Jan.     28 

Plymouth,        . 

12 

15.4 

Feb.       9 

Plymouth, 

. 

15.8 

Feb.     28 

Ply-mouth, 

_ 

15.1 

May    17 

Plymouth, 

- 

14.7 

June      2 

Plymouth, 

- 

13.9 

Oct.     17 

Vineyaid  (Oak  Bluffs) 

3 

15.3 

Mar.    16 

Westfield,* 

12 

14.9 

Jan.     18 

Westfidd.* 

. 

15.7 

Mar.      2 

Williamstown, 

11 

12.9 

Apr.     12 

Williamstown, 

— 

15.4 

Apr.     21 

^  Municipal  plant. 

Excesses  of  Svlpkwr  in  Grains  per  100  Cvbic  Feet. 

[Legal  maximum,  30  crains.] 


Total 

COIIPAKT. 

Number 

of  In- 
spections. 

Quantity 
(Grains). 

Date. 

Beverly, 

18 

34.1 

Dec.       5 

Beveriy 

.. 

33.6 

Dec.     20 

Chioopee,         .         .         .         .•       . 

11 

48.2 

Apr.     28 

Easthampton,           ...... 

Framini^am,  ....... 

11 

31.8 

Deo.       6 

18 

33.3 

Oct.      27 

Lsmn, 

30 

36.6 

Aug.       4 

Spnngneld,       .••.... 
Taunton, 

28 

31.7 

Apr.     28 

15 

30.3 

Oct.       5 

Ammonia  in  Grains  per  100  Cvbic  Feel, 

[Legal  maximum,  10  grains.] 


Charlestown,    , 
Marlborough, 
Milford,  . 
Milford,  . 
North  Adams, 
North  Adams, 
Plymouth, 
Williamstown, 


22 

10.9 

14 

11.7 

16 

12.2 

_ 

12.7 

13 

14.3 

. 

19.2 

12 

11.4 

11 

14.3 

May  2 

May  19 

Jan.  11 

Mar.  4 

Apr.  20 

May  26 

June  2 

June  8 
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Sulphuretted  Hydrogen  Present. 

[Legal  standard,  none  allowed.] 


Company. 


Total 

Number 
of  Id. 

Date. 

spectiona. 

7 

Dec. 

21 

6 

Oct. 

5 

11 

Jan. 

24 

. 

Feb. 

11 

5 

Dec. 

27 

18 

Oct. 

25 

10 

Jan. 

18 

Aug. 

9 

6 

Feb. 

8 

Sept. 

13 

— 

Oct. 

14 

24 

Dec. 

30 

18 

May 

18 

July 

26 

— 

Aug. 

15 

— 

Oct. 

27 

- 

Dec. 

12 

7 

Jan. 

27 

Feb. 

14 

_ 

Mar. 

21 

- 

May 

4 

— 

June 

13 

— 

Oct. 

18 

_ 

Dec. 

7 

11 

Dec. 

14 

Dec. 

22 

7 

Feb. 

3 

21 

Apr. 

4 

23 

Dec. 

11 

14 

Aug. 

9 

8 

May 

10 

_ 

June 

6 

- 

Aug. 

18 

— 

Sept. 

29 

_ 

Dec. 

6 

16 

Aug. 

3 

- 

Aug. 

23 

— 

Sept. 

13 

~ 

Sept. 

30 

12 

June 

2 

16 

Oct. 

24 

Dec. 

19 

7 

Feb. 

16 

Mar. 

3 

3 

Oct. 

6 

19 

Jan. 

26 

Sept. 

8 

— 

Sept. 

22 

_ 

Nov. 

15 

- 

Nov. 

15 

— 

Dec. 

29 

- 

Dec. 

29 

12 

Sept. 

27 

- 

Nov. 

10 

Ainesburj% 
Amherst, 
Arlington, 
Arlington, 

Athol 

Brockton, 

Clinton, 

Clinton, 

Ediaon  (Brockton), 

Edison  (Brockton), 

Edison  (Brockton), 

Fall  River,      . 

I'Vamingham, 

Framingham, 

Framingham, 

Framingham, 

Framingham, 

Gardner, 

Gardner, 

Gardner,         .         .         .        . 

Gardner, 

Gardner, 

Gardner, 

Gardner, 

Greenfield, 

Greenfield, 

Ipswich, 

Lowell, 

Maiden, 

Marlborough, 

Middleborough,  I 

Middleborough, 

Middleborough, 

Middleborough, 

Middleborough, 

Norwood,        ... 

Norwood,        ... 

Norwood,        .  .  .  , 

Norwood,        .  .  .  , 

Plymouth,       .  .  .  , 

Salem 

Salem,    .         .         .         .         , 
Spencer,  .  .  .  . 

Spencer,  .  .  .  . 

Vineyard  (Oak  Bluffs),     . 

Webster 

Webster 

Webster 

Webster 

Webster  (Southbridge  station), 
Webster,         .  .  .  . 

Webster  (Southbridge  station), 
Westfield,»      .  .  .  . 

Westfield,*      .         .         .         . 


*  Municipal  plant. 
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EuDioMETRic  Analyses. 
The  following  eudiometric  analyses  have  been  made  during 
the  year :  — 


COIIPAKT. 


Date. 


1^ 


Beverly,  .        .        .        . 
BUckstone,     . 
Chelaea  Diy.,  E.  Boston, 
Chebea  Div.,  E.  Boston, 
EMthampton, 
Glouoeeter,     . 
Gloucester.     . 
Gloucester,     . 
Marlboro-Hudson, 
Plymouth, 
Williamstown, 
Worcester  County, 


June  23 
July  14 
3iay  2 
Oct.  23 
May  24 
Feb.  10 
May  3 
Aug.  17 
June  20 
June  2 
Bfay  5 
Feb.  15 


16.5 
19.0 
17.8 
17.0 
10.0 
17.2 
17.0 
22.0 
16.8 
14.7 
17.2 
20.8 


4.15 
9.50 
8.93 
9.42 
4.71 
5.24 
3.95 

11.25 
4.13 
4.17 
4.87 

15.54 


35.27 
15.20 
29.n 
27.00 
35.69 
35.33 
36.09 
19.42 
35.43 
36.40 
37.72 
15.54 


51.00 
86.12 
82.26 
84.06 
51.40 
49.60 
50.75 
32.38 
50.40 
51.01 
45.44 
34.12 


6.24 
32.18 
17.30 
19.06 
5.21 
5.39 
6.11 
27.22 
7.58 
5.60 
7.07 
24.98 


1.72 
4.38 
8.23 
6.37 
1.83 
3.07 
2.08 
4.94 
1.19 
1.75 
3.50 
4.86 


0.23 


0.10 


1.39 
2.53 
3.41 
4.09 
1.16 
1.37 
1.02 
4.79 
1.27 
1.07 
1.40 
4.96 


Samples  numbered  1,  9  and  10  were  of  unenriched  coal  gas ; 
numbers  5,  6  and  7  of  coal  gas  enriched  with  benzoL  Ifumber 
11  was  a  benzol-enriched  coal  gas  delivered  from  North  Adams 
under  a  pressure  of  several  pounds,  which  was  subsequently  re- 
duced in  the  Williamstown  distributing  mains.  Numbers  3 
and  4  were  mixtures  of  cosl  and  water  gases.  Number  2  was 
taken  at  the  time  of  first  inspection  of  the  water  gas  distributed 
in  Blackstone.  Numbers  8  and  12  were  of  water  gas  taken  at 
the  time  of  first  inspection,  after  the  installation  of  new  ma- 
chines at  Gloucester  and  Palmer. 

A  study  of  the  inspections  of  the  companies  made  during  the 
five  years  from  1907  to  1911,  inclusive,  shows  the  following 
facts :  — 
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Number  of  inspections  made*         ^  . 
Number  of  companies  subject  to  inspeo- 
tion,  ...... 

Number  of  compames  showing  deficiency 

in  candle-power. 
Highest  candle-power,  not  including  oil- 
gas  and  acetylene-gas  companies, 
Lowest  candle-power,  not  including  oil- 
gas  and  acetylene-gas  companies. 
Average  candle-power,  not  including  oil- 
gas  and  acetylene-gas  companies. 
Average  candle-powers:  — 
Coal  gas,  18  companies,   . 
Water  gas,  19  companies. 
Mixed  coal  and  water  gas,  29  com- 
panies,        .... 

Number  of  companies  showing  sulphu- 
retted hydrogen, 
Number  of  companies  showing  excess  of 

sulphur, 

First  six  months,     . 
Second  six  months. 
Number  of  companies  showing  excess  of 
ammonia, 


Largest  amount  of  sulphur,  . 
Smallest  amount  of  sulphur,  . 
Average  amount  of  sulphur,    . 

First  six  months,     . 

Second  six  months, 
Largest  amotmt  of  ammonia,  . 
Smallest  amount  of  ammonia, 
Average  amount  of  ammonia. 


1907.        1908. 
977      1,018 

67  68 

18  16 

27.8  24.7 

12.4  12.3 

18.14  18.01 


929 
68 
15 

26.9 
12.8 


18.23     17.67 
10  11 

27  29 


7 
30.7 
3.7 


4 
38.9 
5.0 


12.29     14.11 


29.4       17.4 
1.—       1.— 
1.83       1.43 


1910. 
890 

68 

25 

27.7 

10.6 


17.01     16.92 
20.61     20.30 


18.30  18.00 

17.11  16.89 

20.66  20.18 

18.23  17.89 

15  14 


20 
2. 

6 
31.3 

3.0 
13.86     13.92 
14.75 
13.48 
16.3       19.2 

1.—       1.— 

1.—      1.17 


1911. 
899 

68 

19 

28.4 

12.9 

18.26 

16.88 
20.00 

17.99 

22 

7 


3 
32.6 
3.2 


6 
48.2 

4.5 
14.26 


19.2 
1.— 
1.20 


Oil-gas  companies : — 

Highest  candle-power,  .  .  .  . 
Lowest  candle-power,  .  .  .  . 
Average  candle-power,   .  .         .         . 

Number  showing  sulphuretted  hydrogen. 


1907.         1901.  1909.  1010.  19U. 

49.1      49.6  46.8  45.2  39.6 

23.9      20.4  19.8  18.0  32.5 

33.53    33.18  29.33  20.94  30.79 

13  2  3  2 


Gas  Meter  Inspection. 

From  Nov.  30,  1910,  to  Xov.  30,  1911,  inclusive,  there  were 
86,730  meters  inspected,  including  27,880  prepayment  meters, 
as  compared  with  82,643  during  the  preceding  twelve  months. 
Meters  which  pass  inspection  are  stamped  with  a  brass  badge  and 
a  wax  seal,  which  give  the  inspection  number  and  date.  These 
are  so  placed  that  the  rate  of  registration  cannot  be  changed  un- 
less both  are  mutilated.  Whenever  meters  are  opened  for  any 
purpose,  they  must  be  again  tested  and  sealed  before  being 
placed  in  use  by  the  company.  Of  the  meters  examined  in  the 
year  ending  Nov.  30,  1910,  457  were  known  as  complaint  me- 
ters ;  the  others  being  new,  or  recently  repaired.  The  following 
table  exhibits  a  comparison  of  the  number  inspected  annually 
during  five  years :  — 
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19»7. 

19M. 

IMf. 

mo. 

1911. 

Complaint  meters. 
Total  number,    . 

3561 
59,4751 

438 
58,875 

415 
73,994 

328 
82,643 

457 
86,730 

2  For  eleven  months. 

Three  meter  provers  and  7  experim^ital  wet  meters  for  pho- 
tometric use  were  calibrated  during  the  year. 

COMPLAIXT     MeTEES. 

Of  complaint  meters,  457  were  inspected  during  the  year 
ending  Nov.  30,  1911,  as  compared  with  328  in  the  preceding 
year  ending  Nov.  30,  1910.  Of  these,  4  would  pass  gas,  but 
would  not  register.  The  error  of  1,  owing  to  a  defect  in  the 
registering  mechanism,  could  not  be  accuratdy  determined. 
The  average  error  of  the  remaining  452  meters  was  .59  per 
cent,  fast;  152,  or  33.63  per  cent.,  were  fast,  the  average  error 
being  4.50  per  cent;  64,  or  14.16  per  cent.,  were  slow,  the 
average  error  being  6.70  per  cent. ;  236,  or  52.21  per  cent.,  were 
correct  within  the  legal  limits,  being  no  more  than  2  per  cent, 
fast  or  slow. 

Of  the  fast  meters,  121  registered  between  2  and  5  per  cent., 
28  between  5  and  10  per  cent,  and  3  between  10  and  15  per 
cent  fast  Of  the  slow  meters,  44  registered  between  2  and 
5  per  cent.,  15  between  5  and  10  per  cent,  2  between  10  and 
15  per  cent,  1  was  18  per  cent.,  1,  25  per  cent,  and  1,  65  per 
cent.  slow. 

A  more  detailed  statement  of  the  meter-testing  work  appears 
in  the  following  financial  statement  for  the  year  ending  Nov. 
30,  1911:  — 
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Number  of  Each  Size,  and  Fees  for  Testing  Meters. 


Number. 

1. 

27,898, 

52,575, 

3,938, 

1.161. 

589, 

38, 

290, 

48, 

43, 

90, 

27, 

14, 

7, 

5, 

6, 

86.730 
7, 
3. 

86,740 


at  25  cents. 


>  at  30  cents, 


2  lights, 

Slights. 

5  Ughts, , 
10  Ughts,  ^ 
20  lights, 
30  lights, 
45  lights, 
50  lights, 
60  lights,  I 

iS§  »•}»»«'-'«. 

150  lights  at  90  cents, 
200  Ughts  at  S1.25, 
250  lights  at  S1.50, 
300  Ughts  at  S1.70. 
500  Ughts  at  S2.50, 


photometer  meters,  at  S2, 
5-foot  meter  provers,  at  S6.50, 


Operating  Accounts. 


Fees. 
S20.118  50 

1,819  20 


66  50 

24  30 
17  50 
10  50 
8  50 
15  00 

S22.080  00 
14  00 
19  50 


Income,  86,730  meters,  7  photometer  meters  and  3  meter  provers. 
Expenses,  including  salaries  of  gas  and  gas  meter  inspectors, 


Balance, 


.  $22,113  50 
15  52 


Cash  Account. 
Received  for  meters,  etc.,  tested,    . 
Received  for  interest  on  bank  balances. 

Paid  treasurer;  — 

December,  1910, S1.620  25 

January,  1911 1.211  90 

February.  1911, 1,343  75 

March,  1911 1,256  70 

April,  1911,                              1,995  00 

May,  1911 2,122  65 

June,  1911 2,272  40 

July,  1911 2,085  75 

August,  1911 1,826  60 

September,  1911, 2,255  60 

October,  1911 1,625  96 

November,  1911 2,512  47 


$22,113  50 


$22,113  50 
14.463  44 

$7,650  06 


$22,129  02 


$22,192  02 


TESTING  OF  ELECTRIC  METERS 

The  testing  of  electric  meters  upon  the  request  of  customers 
or  companies,  under  authority  of  sections  36  and  37  of  chapter 
121  of  the  Revised  Laws,  has  been  continued  with  the  same 
regulations  and  the  same  expert  assistance  as  heretofore.  The 
following  table  exhibits  a  comparison  of  the  number  inspected 
during  the  years  that  the  law  has  been  in  force:  — 


1901.   I  1M2. 

ises. 

1904. 

190S. 

1906. 

1907. 

1908. 

1909. 

1910. 

1911. 

61 

8 

29 

67 

50 

36 

29> 

35 

42 

83 

52 

1  For  six  months. 


>  To  November  80. 
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The  results  of  the  inspections  during  the  year  ending  'Nov. 
30,  1911,  are  shown  in  the  following  table:  — 


IN- 

Capacity 
of  Meter 

At  Onb-Fifth 
Load. 

At  Okk-Halp       1 
Load.             < 

At  Full  Load. 

SPECTION 

NUMBER. 

(Amperes). 

Per  Cent. 

Percent. 

Per  Cent. 

Per  Cent. 

Percent. 

Per  Cent. 

Rurt, 

Slow. 

Faat. 

Slow. 

Faat. 

Slpw, 

344.     . 

5 

3.4 

1.4 

2.7 

. 

345.    . 

5 

.5 

. 

1.6 

~ 

,9 

- 

347,    . 

5 

.9 

— 

.9 

— 

1.1 

— 

351,    . 

5 

,9 

_ 

.9 

_ 

1.7 

_ 

366,    . 

5 

3.2 

. 

1.9 

- 

2.3 

- 

357,    . 

5 

2.9 

— 

3.1 

— 

4.2 

— 

358,    . 

5 

.9 

- 

.6 

.5 

363.    . 

5 

1.4 

- 

.9 

- 

T5 

-• 

366.    . 

5 

_ 

9.5 

~ 

5.1 

. 

1.5 

370.    . 

5 

.1 

15.5 

_j 

.1 

89.5 

- 

388,    . 

5 

_ 

10.3 

_ 

4.4 

— 

4.4 

387!    . 

?l 

- 

4.6 

- 

2.8 

- 

1.6 

389,    . 

38.3 

32.7 

— 

30.8 

- 

338.    . 

10 

.t 

-t 

1.4 

— 

— 

1.0 

343,    . 

10 

- 

2.4 

.3 

- 

.3 

- 

350,    . 

10 

1.9 

- 

2.3 

- 

1.4 

- 

362,    . 

10 

. 

1.5 

.5 

~~ 

.1 

. 

355.    . 

10 

3.4 

3.6 

- 

2.7 

- 

359,    . 

10 

.1 

— 

2.0 

. 

.7 

~ 

361,    . 

10 

2.5 

- 

2.0 

- 

1.7 

- 

365,    . 

10 

1.3 

- 

1.3 

- 

1.0 

368.    . 

10 

2T7 

-. 

1.0 

~ 

.9 

~ 

378,    . 

10 

2.1 

- 

1.5 

- 

.9 

- 

382,    . 

10 

. 

1.7 

— 

.7 

— 

.8 

339.    . 

15 

3.4 

1.8 

- 

2.4 

- 

362.    . 

15 

4.2 

- 

2.6 

- 

1.5 

- 

367,    . 

15 

.3 

— 

.1 

— 

1.6 

— 

375,    . 

15 

- 

_ 

3.5 

- 

2.4 

3T7,    . 

15 

_ 

1.0 

~ 

.7 

— 

1.1 

380.    . 

15 

1.7 

1.8 

- 

2.0 

- 

353,    . 

25 

4.2 

- 

4.3 

- 

4.0 

- 

360.    . 

25 

— 

1.6 

.. 

.9 

— 

1.4 

367,    . 

25 

1.6 

~ 

.6 

- 

- 

.9 

373.    . 

25 

.2 

1.3 

— 

.8 

~ 

376.    . 

25 

- 

.9 

.4 

~ 

- 

.6 

379;    . 

25 

- 

2.8 

- 

.2 

.4 

- 

381.    . 

25 

— 

1.4 

— 

1.6 

~ 

1.2 

383.    . 

25 

- 

2.2 

- 

1.1 

- 

1.1 

386;    . 

25 

. 

5.9 

.4 

— 

5.5 

~ 

349.    . 

50 

_ 

.7 

_ 

.7 

- 

.2 

354,    . 

50 

2.4 

- 

3.9 

- 

3.7 

- 

372,    . 

60 

. 

1.2 

— 

.3 

— 

1.0 

346     . 

75 

- 

1.5 

- 

1.2 

.5 

- 

348     . 

75 

— 

.2 

— 

1.2 

~ 

371     . 

75 

1* 

_4 

_4 

-4 

2.5 

- 

336     . 

100 

1.0 

- 

3.1 

- 

-t 

_5 

384,    . 

100 

~< 

—  « 

-.e 

-• 

1.0 

— 

364,    . 

160 

_« 

-« 

«e 

«• 

- 

2.2 

386,    . 

150 

-« 

-• 

_• 

_< 

.7 

-  • 

340,    . 

600 

—  7 

—  7 

6.0 

— 

— 

— 

341!    . 

1,200 

-B 

-8 

-8 

- 

- 

.6 

342.    . 

2.000 

■~ 

"" 

-» 

_» 

-8 

-8 

1  Day  load. 

8  Day  and  night  load. 

8  Correct. 

*  Motor  meter  tested  under  normal  conditions. 

8  Not  obtainable. 


8  Motor  meter  tested  under  running  conditions. 

7  Tested  by  use  of  storage  battery.  At  half  load. 

8  Tested  under  running  conditions. 

'  Tested  under  running  conditions  and  found 
correct. 
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All  fees  received  during  the  year  from  applicants  for  meters, 
amounting  to  $107.60,  have  been  paid  to  the  Treasurer  of  the 
Commonwealth.  The  services  and  expenses  of  the  inspector  for 
the  year  amounted  to  $399.79,  being  $292.29  above  the  amount 
received  for  fees.  The  Board  has  also  expended  during  the 
year  for  other  expenses  for  this  work  $14.57.  Inspections  Nos. 
344,  845,  347,  352,  353,  354,  357,  358,  359,  360,  363,  368, 
369  and  373  were  made  upon  the  request  and  at  the  initial 
expense  of  the  companies. 

VIOLATIONS  OF  LAW. 

The  following  cases  of  violations  of  the  statutes  have  occurred 
since  the  last  annual  report:  by  the  Amesbury  and  Salisbury 
Gas  Company,  the  Marlborough  Electric  Company,  the  West- 
borough  Gas  and  Electric  Company  and  the  municipalities  of 
Belmont,  Braintree,  Hull,  Mansfield,  North  Attleborough,  Row- 
ley and  Westfield,  in  neglecting  to  make  their  annual  returns  to 
the  Board  within  the  time  required  by  law ;  by  the  Gardner 
Gas,  Fuel  and  Light  Company,  the  Norwood  Gas  Company 
and  the  municipality  of  Middleborough,  in  distributing  gas 
containing  sulphuretted  hydrogen;  by  the  Vineyard  Lighting 
Company,  in  distributing  gas  with  an  illuminating  power  of 
less  than  sixteen  standard  English  candles. 

ACCIDENTS 

The  abstracts  of  accidents  caused  by  the  gas  or  electricity 
manufactured  or  supplied  by  companies,  persons  and  munici- 
palities engaged  in  the  manufacture  and  sale  of  gas  or  electric- 
ity for  light  or  fuel,  whereby  employees  or  other  persons  have 
been  injured,  killed  or  rendered  insensible,  will  be  found  in 
Appendix  G.  Of  those  caused  by  gas,  146  were  fatal  and  214 
non-fatal;  78  of  the  fatal  were  cases  of  suicide  and  18  of  the 
non-fatal  were  apparently  due  to  suicidal  intent.  Of  the  acci- 
dents caused  by  electricity,  27  were  fatal  and  27  non-fatal.  Of 
the  non-fatal  accidents  caused  by  gas,  19  were  employees  of  the 
companies.  Eleven  of  the  fatal  electric  accidents  and  14  of  the 
non-fatal  cases  were  employees  of  the  companies. 
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CASES  PENDING  BEFORE  THE  BOARD* 

Petition  of  consumers  against  Plymouth  Gas  Light  Company 
for  reduction  in  price  of  gas. 

Appeal  of  the  Ayer  Electric  Light  Company  from  a  decisiou 
of  the  board  of  selectmen  of  Ayer  in  favor  of  the  Connecticut 
River  Transmission  Company. 

Petition  of  the  Salem  Electric  Lighting  Company  for  appro- 
val of  an  issue  of  new  capital  stock. 

Petition  of  the  Arlington  Gas  Light  Company  for  approval 
of  an  issue  of  new  capital  stock. 

Petition  of  the  Fall  Eiver  Gas  Works  Company  for  approval 
of  an  issue  of  new  capital  stock. 

Appeal  of  the  Athol  Gas  and  Electric  Company  from  a  deci- 
sion of  the  selectmen  of  Athol  in  favor  of  the  L.  S.  Starrett 
Company. 

Petition  of  the  mayor  of  Worcester  against  the  Worcester 
Electric  Light  Company  for  a  reduction  in  the  price  of  street 
lights. 

Petition  of  municipal  council  of  Haverhill  against  the 
Haverhill  Gas  Light  Company  for  a  reduction  in  price  of  gas. 

Petition  of  consumers  against  the  Wobum  Gas  Light  Com- 
pany for  a  reduction  in  the  price  of  gas  and  an  improvement 
in  service. 

Petition  of  consumers  against  the  Haverhill  Gas  Light  Com- 
pany for  a  reduction  in  the  price  of  gas. 

Petition  of  the  Worcester  County  Gas  Company  for  approval 
of  an  issue  of  new  capital  stock. 

Petition  of  Frederick  M.  Briggs  against  the  Boston  Consoli- 
dated Gas  Company  for  a  supply  of  gas. 

Petition  of  the  Gloucester  Electric  Company  for  approval  of 
an  issue  of  new  capital  stock. 

Petition  of  the  Fall  River  Electric  Light  Company  for  ap- 
proval of  an  issue  of  new  capital  stock. 

Petition  of  consumers  against  the  Natick  Gas  Light  Company 
for  a  reduction  in  price  of  gas  and  improvement  in  quality. 

Petition  of  the  Boston  Consolidated  Gas  Company  for  appro- 
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val  of  application  of  proceeds  from  the  sale  of  certain  land  to 
the  payment  of  obligations. 

Petition  of  consumers  against  the  Suburban  Gas  and  Electric 
Company  for  reduction  in  price  of  electricity. 

Petition  of  the  Worcester  Suburban  Electric  Company  for 
approval  of  an  issue  of  new  capital  stock. 

Petition  of  selectmen  of  Attleborough  against  the  Attleboro 
Gas  Light  Company  Corporation  for  reduction  in  the  price  of 
gas. 

Petition  of  the  Dedham  and  Hyde  Park  Gas  and  Electric 
Light  Company  for  approval  of  an  issue  of  new  capital  stock. 

Petition  of  the  Ware  Electric  Company  for  approval  of  an 
issue  of  new  capital  stock. 

Petition  of  consumers  against  the  Edison  Electric  Illuminat- 
ing Company  of  Brockton  for  reduction  in  price  of  electricity. 

Petition  of  consumers  against  the  Electric  Light  and  Power 
Company  of  Abington  and  Eockland  for  reduction  in  price  of 
electricity. 

Petition  of  the  Hyannis  Gas  Company  for  approval  of  an 
issue  of  new  capital  stock. 

Petition  of  selectmen  of  Framingham  against  the  Framing- 
ham  Gas,  Fuel  and  Power  Company  for  reduction  in  price  of 

gas- 
Petition  of  the  Weymouth  Light  and  Power  Company  for 
approval  of  an  issue  of  new  capital  stock. 

Petition  of  the  Amherst  Gas  Company  for  approval  of  an 
issue  of  new  capital  stock. 

Appeal  of  the  Gloucester  Electric  Company  from  a  decision 
of  the  municipal  council  of  Gloucester  in  favor  of  the  Oceanside 
Company. 

Petition  of  the  Foxboro  Electric  Company  for  authority  tc 
consolidate  with  the  Union  Electric  Light  Company  of  Franklin. 

Petition  of  the  Foxboro  Electric  Company  for  approval  of  an 
issue  of  new  capital  stock. 

Petition  of  the  Brockton  Gas  Light  Company  for  approval 
of  an  issue  of  new  capital  stock. 

Appeal  of  the  Worcester  Electric  Light  Company  from  a 
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decision  of  the  mayor  and  board  of  aldermen  of  Worcester  in 
favor  of  Alfred  S.  Lowell. 

Petition  of  the  mayor  of  Maiden  against  the  Maiden  Electric 
Company  for  reduction  in  price  of  electricity  for  street  lighting. 

Petition  of  the  Fitchburg  Gas  and  Electric  Light  Company 
for  approval  of  an  issue  of  new  capital  stock. 

Petition  of  the  Haverhill  Electric  Company  for  approval  of 
an  issue  of  new  capital  stock. 

Petition  of  the  Maiden  Electric  Company  for  approval  of  an 
issue  of  new  capital  stock. 

Petition  of  the  Maiden  and  Melrose  Gas  Light  Company  for 
approval  of  an  issue  of  new  capital  stock. 

Petition  of  the  Maiden  and  Melrose  Gas  Light  Company  for 
authority  to  consolidate  with  the  People's  Gas  and  Electric 
Company  of  Stoneham. 

Petition  of  the  People's  Gas  and  Electric  Company  of  Stone- 
ham  for  approval  of  an  issue  of  new  capital  stock. 

Petition  of  the  Springfield  Gas  Light  Company  for  approval 
of  an  issue  of  new  capital  stock. 

Petitions  of  the  Springfield  Gas  Light  Company  and  the 
Chicopee  Gas  Light  Company  for  authority  to  consolidate. 

Petition  of  the  Chicopee  Gas  Light  Company  for  approval  of 
an  issue  of  new  capital  stock. 

Petition  of  the  Gardner  Gas,  Fuel  and  Light  Company  for 
approval  of  an  issue  of  new  capital  stock. 

Appeal  of  the  Cambridge  Electric  Light  Company  from  a 
decision  of  the  board  of  aldermen  of  Cambridge  in  favor  of  the 
George  W.  Gale  Lumber  Company. 

Petition  of  the  Natick  Gas  Light  Company  for  approval  of 
an  issue  of  new  capital  stock. 

Respectfully  submitted, 

FORREST  E.  BARKER. 
MORRIS  SCHAFF. 
ALONZO  R.  WEED, 

Jan.  3,  1912. 


Digitized  by  CjOOQ IC 


Digitized  by  VjOOQ IC 


APPENDICES. 


Digitized  by  CjOOQ IC 


Digitized  by  CjOOQ IC 


APPENDIX  A. -OFFICERS  OF  COMPANIES. 


In  accordance  with  the  provisions  of  section  7  of  chapter  121 
of  the  Eevised  Laws,  as  amended  hy  chapter  293  of  the  Acts  of 
1911,  the  Board  herewith  presents  the  names  and  addresses  of  the 
principal  officers  and  directors  of  the  companies  which  are 
engaged  in  the  manufacture  and  sale  of  gas  or  electricity  for 
light  or  heat  from  the  returns  made  as  of  June  30,  1911 :  — 


THE  ELECTRIC  LIGHT  AND  POWER  COMPANY  OF  ABINGTON  AND 

ROCKLAND. 

Principal  Officsbs. 
Frederick  A.  Pratt,  President,  West  Newton,  Maas.     A.  Stuart  Pratt,  Vice- 
PretiderU,  West  Newton,  Mass.    Henry  B.  Sawyer,  Treasurert  Brookline,  Mass. 
Chester  M.  Clark,  Clerk,  Boston,  Mass. 

DiRECTOBS. 

Henzy  G.  Bradlee,  Brookline,  Mass.  Joseph  L.  Greenwood,  North  Abington, 
Mass.  Lot  Phillips,  West  Hanover,  Mass.  A.  Stuart  Pratt,  West  Newton,  Mass. 
Dwight  P.  Robinson,  Brookline,  Mass. .  James  W.  Spence,  Rockland,  Mass.  Fred- 
erick 8.  Pratt,  West  Newton,  Mass.  Guy  E.  Tripp,  Hingham,  Mass.  Charles  F. 
Wallace,  Brookline,  Mass. 


ADAMS  GAS  LIGHT  COMPANY. 
Principal  Officers. 
Alfred  Clarke,  President,  Walpole,  N.  H.     Arthur  E.  Childs,  Vice-Prendeni, 
Harrisville,  N.  H.    Addis  M.  Whitney,  Treasurer,  Swampscott,  Mass.    George  F. 
Rowland,  Clerk,  Framingham,  Mass. 

Directors. 
Alfred  Clarke,  Walpole,  N.  H.    Arthur  E.  Childs,  Harrisville,  N.  H.    Addis  M. 
Whitney,  Swampscott,  Mass.     George  F.  Howland,  Framingham,  Mass.     C.  N. 
Bumell,  Maiden,  Mass. 


AMERICAN  WOOLEN  COMPANY. 
Principal  Officers. 
William  M.  Wood,  President,  Andover,  Mass.    Frederick  Ayer,  Vice-PresiderU, 
Beverly,    Mass.     William   H.    Dwelley,  Jr.,  Treatsurer,  Brookline,  Mass.     Wil- 
liam H.  Dwelley,  Jr.,  Clerk,  Brookline,  Mass.  ^^  I 
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Directors. 
William  M.  Wood,  Andover,  Mass.  Frederick  Ayer,  Beveriy,  Mass.  John 
Hogg,  Boston,  Mass.  George  E.  Bullard,  Boston,  Mass.  Andrew  G.  Pierce,  Jr., 
New  Bedford,  Mass.  Francis  W.  Kittridge,  Boston,  Mass.  J.  Clififord  WoodhuU, 
Summit,  N.  J.  George  L.  Shepley,  Providence,  R.  I.  Charles  H.  Tenney,  New 
York,  N.  Y. 


AMESBURY  ELECTRIC   LIGHT  COMPANY. 
Principal  Officers. 
Jacob  F.  Spalding,  PrenderU,  Salisbury,  Mass.     Benj.  F.  Sargent,  TreatureTf 
Amesbury,  Mass.    Benj.  F.  Sargent,  Clerk,  Amesbury,  Mass. 

Directors. 
Jacob  F.  Spalding,  Salisbury,  Mass.    Benj.  F.  Sargent,  Amesbury,  Mass.    Har- 
land  A.  Sawyer,  Amesbury,  Mass.     George  E.  Collins,  Amesbury,  Mass.    John 
Currie,  Amesbury,  Mass.   A.  C.  Webster,  Amesbury,  Mass.    E.  H.  Mather,  Boston, 
Mass. 


AMESBURY  AND  SALISBURY  GAS  COMPANY. 
Principal  Officers. 
Charles  W.  Morse,  President,  Haverhill,  Mass.   John  Cashman,  Treasurer,  Haver- 
hill, Mass.    John  Cashman,  Clerk,  Haverhill,  Mass. 

Directors. 
Charles  W.  Morse,  Haverhill,  Mass.    John  Cashman,  Haverhill,  Mass.    Daniel 
Cashman,  Haverhill,  Mass. 


AMHERST  GAS  COMPANY. 
Principal  Officers. 
Edwin  D.  Marsh,  President,  Amherst,  Mass.    C.  Fred  Deuel,  Tretuurer,  Amherst, 
Mass.    C.  Fred  Deuel,  Clerk,  Amherst,  Mass. 

Directors. 
Edwin  D.  Marsh,  Amherst,  Mass.     C.  Fred  Deuel,  Amherst,  Mass.    George 
Cutler,  Jr.,  Amherst,  Mass.    Frederick  Tuckerman,  Amherst,  Mass.    Mason  A. 
Dickinson,  Amherst,  Mass.    Henry  S.  Thompson,  Concord,  Mass. 


ARLINGTON  GAS  LIGHT  COMPANY. 
Principal  Officers. 
Alfred  Clarke,  President,  Walpole,  N.  H.     Arthur  E.  Childs,   Vice-President, 
Harrisville,  N.  H.    Addis  M.  Whitney,  Treasurer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Framingham,  Mass. 

Directors. 
Alfred  Qarke,  Walpole,  N.  H.    Arthur  E.  Childs,  HarrUville,  N.  H.    Addis  M. 
Whitney,  Swampscott,  Mass.    George  F.  Howland,  Framingham,  Mass.    C.  N. 
Burnell,  Maiden,  Mass. 
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ATHOL  GAS  AND  ELECTRIC  COMPANY. 
Principal  Officers. 
Joeiah  Q.  Bennett,  President^  Cambridge,  Mass.    Elihu  G.  Loomis,  Vice-PreMentt 
Bedford,  Mass.    Paiil  B.  Webber,  Treasurer,  Bedford,  Mass.    Edward  C.  Mason, 
CUrk,  Bedford,  Mass. 

DiRECrORS. 

Josiah  Q.  Bennett,  Cambridge,  Mass.  Alonio  P.  Weeks,  Winchester,  Mass. 
Elihu  G.  Loomis,  Bedford,  Mass.  Bowen  Tufts,  Arlington,  Mass.  Paul  B.  Webber, 
Bedford,  Mass.  Edward  C.  Mason,  Bedford,  Mass.  M.  Bernard  Webber,  Bedford, 
Mass. 


ATTLEBORO  GAS  LIGHT  CO.  CORPORATION. 
Principal  Officers. 
Everett  S.  Capron,  Prendent,  Attleborough,  Mass.     Albert  W.  Sturdy,  Vice- 
Preaident,  Attleborough,  Mass.    Albert  W.  Sturdy,  Treasurer,  Attleborough,  Mass. 
William  J.  Luther,  Clerk,  Attleborough,  Mass. 

Directors. 
Everett  S.  Capron,  Attleborough,  Mass.    Albert  W.  Sturdy,  Attleborough,  Mass. 
Everett  S.  Horton,  Attleborough,  Mass.    Clarence  L.  Watson,  Attleborough,  Mass. 
James  E.  Blake,  Attleborough,  Mass.     Harold  E.  Sweet,  Attleborough,  Mass. 
William  J.  Luther,  Attleborough,  Mass. 


ATTLEBOROUGH  STEAM  AND  ELECTRIC  COMPANY. 
Principal  Officers. 
John  Joyce,  President,  Andover,   Mass.     Maurice  J.  Curran,   Vice-President, 
Andover,    Mass.     Vincent  Goldthwaite,    Treasurer,   Wellesley,    Mass.     Vincent 
Goldthwaite,  Clerk,  Wellesley,  Mass. 

Directors. 
John  Joyce,  Andover,  Mass.     Maurice  J.  Curran,  Andover,  Mass.     Vincent 
Goldthwaite,  Wellesley,  Mass.    Frank  J.  Fahey,  Andover,  Mass.    James  R.  Nichol- 
son, Boston,  Mass. 


AYER  ELECTRIC  LIGHT  COMPANY. 
Principal  Officers. 
Alfred  Clarke,  President,  Walpole,  N.  H.     Arthur  E.  Childs.  Vice-President, 
Harrisville,  N.  H.    Addis  M.  Whitney,  Treasurer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Framingham,  Mass. 

Directors. 
Alfred  Clarke,  Walpole,  N.  H.    Arthur  E.  Childs,  Harrisville,  N.  H.    Addis  M. 
Whitney,  Swampscott,  Mass.    George  F.  Howland,  Framingham,  Mass.    C.  N. 
Bumell,  Maiden,  Mass.  ^^  . 
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BARRE  ACETYLENE  GAS   COMPANY. 
Principal  Officers. 
Charles  F.  Atwood,  President,  Barre,  Mass.    George  P.  Eling,  Vic^-Presidenl, 
Barre,  Mass.     G.  Warren  Cox,  Treaaurer,  Barre,  Mass.    G.  Warren  Cox,  Clerk, 
Barre,  Mass. 

Directors. 
Charles  F.  Atwood,  Barre,  Mass.    George  P.  Eling,  Barre,  Mass.    G.  Warren 
Cox,  Barre,  Mass.    T.  Hanson  White,  Adm.,  Barre,  Mass. 


BERNARDSTON   ACETYLENE  LIGHT   COMPANY. 
Principal  Officers. 
R.  J.  Boynton,  President,  South  Framingham,  Mass.    E.  C.  Eames,  Vice-Presi^ 
dent.  South  Framingham,  Mass.    F.  W.  Jennings,  Treasurer,  South  Framingham, 
Mass.    E.  C.  Eames,  Clerk,  South  Framingham,  Mass. 

Directors. 
John  W.  Chapin,  Bemardston,  Mass.    John  E.  Davis,  Bernardston,  Mass.    R.  J. 
Bosmton,  South  Framingham,   Mass.     E.  C.  Eames,  South  Framingham,  Mass. 
F.  W.  Jennings,  South  Framingham,  Mass. 


BEVERLY  GAS  AND  ELECTRIC  COMPANY. 
Principal  Officers. 
Sidney  W.  Winslow,  President,  Orleans,  Mass.    Andrew  W.  Rogers,  Treasurer, 
Beverly,  Mass.    Andrew  W.  Rogers,  Clerk,  Beverly,  Mass. 

Directors. 
Sidney  W.  Winslow,  Orleans,  Mass.    Sidney  W.  Winslow,  Jr.,  Beverly,  Mass. 
Herbert  F.  Winslow,  Beverly,  Mass.    Andrew  W.  Rogers,  Beverly,  Mass.    Charles 
F.  Prichard,  Lynn,  Mass.    Charles  R.  Prichard,  Beverly,  Mass. 


BLACKSTONE  ELECTRIC  LIGHT  COMPANY. 
Principal  Officers. 
Frederick  P.  Royce,  President,  Dedham,  Mass.     Algernon  S.  Michener,  Vice- 
President,  Brookline,  Mass.    Henry  B.  Sawyer,  Treasurer,  Brookline,  Mass.    Chester 
M.  Clark,  Clerk,  Boston,  Mass. 

Directors. 

Clement  R.  Ford,  Concord,  Mass.     Algernon  S.  Michener,  Brookline,  Mass. 
Frederick  P.  Royce,  Dedham,  Mass. 


BLOCK  PLANT  ELECTRIC  LIGHT  COMPANY. 
Principal  Officers. 
Sanford  E.  Boyden,  President,  Boston,  Mass.    M.  J.  Manning,  Treasurer,  Boston, 
Mass.    Chas.  H.  Adams,  Clerk,  Melrose,  Mass. 

Dibbctors. 
Sanford  E.  Boyden,  Boston,  Mass.    M.  J.  \(anning,  Boston,  Mass.    Chas.  H. 
Adams,  Melrose,  Mass. 
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BOSTON  CONSOLIDATED  GAS  COMPANY. 
Principal  Ofuciibs. 
James  L.  Biohards,  President,  Newtonville,  Maas.    W.  A.  Wood,  Firet  Vice- 
PreMent,  Boston,|Mas8.      E.    N.  Wrightincton,   Sec(md   Vice-Preaident,   Brook- 
line,   Maas.    Robert  Grant,  Treaeurer,  Needham,  Maas.     Edward  Page,  Clerk, 
Newtonville,  Mass. 

DlRBCTOBS. 

Charles  F.  Adams,  2nd.,  Boston,  Mass.  S.  Reed  Anthony,  Boston,  Mass.  Walter 
C.  Baylies,  Boston,  Mass.  Samuel  Carr,  Boston,  Mass.  Neal  Rantoul,  Boston, 
Maas.  James  L.  Richards,  Newtonville,  Maas.  Joseph  B.  Russell,  Boston,  Maaa. 
Charles  G.  Smith,  Brookline,  Mass.  Frederic  E.  Snow,  Boston,  Maas.  Chaa.  A. 
Stone,  Newton,  Mass.  William  S.  Spaulding,  Boston,  Maas.  C.  Minot  Weld, 
Readville,  Maas.  .  Robert  Winsor,  Weston,  Mass.    J.  N.  Spear,  Roxbury,  Maas. 


BROCKTON   GAS  LIGHT  COMPANY. 

PbINCIPAL  OFnCBBS. 

Marcus  Beebe,  President,  Boston,  Mass.  Charles  F.  Prichard,  Vtce-Preeident, 
Lynn,  Mass.  Micajah  P.  Clough,  Treasurer,  Boston,  Mass.  Charles  F.  Prichard, 
Clerk,  Lynn,  Mass. 

DiBEcroRa. 
Marcus  Beebe,  Boston,  Maas.     Michjah  P.  Clough,  Boston,  Maaa.    Charles  F. 
Prichard,  Lynn,  Mass.     Charles  S.  Purinton,  Boston,  Maas.    John  S.  Bartlett, 
Boston,  Mass.    Beniamin^N.  Johnson,  Boston,  Mass. 


BUZZARDS  BAY  ELECTRIC  COMPANY. 
Pbincipal  Officebs. 
Allen  A.  Brown,  President,  Boston,  Maas.    Arthur  K.  Brown,  Vice-President, 
Boston,  Mass.    Eugene  Carpenter,  Treasurer,  Newton,  Mass.    Eugene  Carpenter, 
Clerk,  Newton,  Mass. 

DiBSGTORa. 

Allen  A.  Brown,  Boston,  Mass.    Arthur  K.  Brown,  Boston,  Mass.     Eugene 
Carpenter,  Newton,  Mass. 


CAMBRIDGE  ELECTRIC  LIGHT  COMPANY. 
Principal  Officebs. 
Josiah  Q.  Bennett,  President,  Cambridge,  Mass.    J.  Henry  Russell,  Vice-Presi- 
dent, Cambridge,  Mass.    Welles  E.  Holmes,  Treasurer,  Newton,  Mass.    Welles  £. 
Holmes,  Clerk,  Newton,  Mass. 

DiBEGTOBS. 

Josiah  Q.  Bennett,  Cambridge,  Mass.  J.  Henry  Russell,  Cambridge,  Mass. 
John  H.  Corcoran,  Cambridge,  Mass.  William  Blodget,  Chestnut  Hill,  Mass. 
George  Close,  Cambridge,  Mass.  Gustavua  Goepper,  Cambridge,  Mass.  Alfred 
Bowditch,  Boston,  Mass. 
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CAMBRIDGE  GAS  LIGHT  COMPANY. 
Pbincipal  OvncsBS. 
W.  A.  Bullard,  Prendent,  Wayland,  Maaa.    Albert  M.  Barnes,  Treasurer,  Cam- 
bridge, Mass.    Albert  M.  Barnes,  Clerk,  Cambridge,  Mass. 

DiBKCTOBS. 

W.  A.  Bullard,  Wayland,  Mass.  Daniel  G.  Tyler,  Lexington,  Mass.  Stanley  B. 
Hildreth,  Harvard,  Mass.  Henry  Endicott,  Cambridge,  Mass.  George  A.  Sawyer, 
Cambridge,  Mass.  Arthur  C.  Whitney,  Lexington,  Mass.  Edward  W.  Hutchina, 
Boston,  Mass.  

CAPE  LIGHT.  HEAT  AND  POWER  COMPANY. 
Principal  OFncERS. 
Roy  J.  Bosmton,  President,  South  Framingham,  Mass.     Frank  W.  Jennings. 
Trecuurer,  South  Framingham,  Mass.    John  D.  Adams,  Clerk,  Provincetown,  Mass. 

DiBSCTOBS. 

Roy  J.  Boynton,  South  Framingham,  Mass.  Frank  W.  Jennings,  South  FYam- 
ingham,  Mass.  John  D.  Adams,  Provincetown,  Mass.  WiUiam  C.  Halstead, 
Providence,  R.  I.  

CENTRAL  MASSACHUSETTS  ELECTRIC  COMPANY. 
Principal  Officers. 
J.  T.  Harmer,  President,  Springfield,  Mass.     Henry  C.  Page,  Vice-President^ 
Worcester,  Mass.    Leverett  Candee,  Treasturer,  Springfield,  Mass.    F.  P.  Mclntyre, 
Clerk,  Springfield,  Mass. 

DiRKCTORS. 

Leverett  Candee,  Springfield,  Mass.  J.  T.  Harmer,  Springfield,  Mass.  F.  P. 
Mclntsrre,  Springfield,  Mass.  Henry  C.  Page,  Worcester,  Mass.  Benljy  W. 
Warren,  Williamstown,  Mass. 

CHARLESTOWN  GAS  AND  ELECTRIC  COMPANY. 
Principal  Officers. 
George  N.  Swallow,  President,  Boston,  Mass.    Frank  J.  Bartlett,  Vice-President^ 
Maiden,  Mass.    Samuel  J.  Fowler,  Treasurer,  Cambridge,  Mass.    Samuel  J.  Fowler, 
Clerk,  Cambridge,  Mass. 

Directors. 
George  N.  Swallow,  Boston,  Mass.     Charles  F.  Byam,  Charlestown,  Mass. 
Frank  D.  Brown,  Lexington,  Mass.    James  M.  Hennewell,  Boston,  Mass.    Frank 
J.  Bartlett,  Maiden,  Mass.    Frank  M.  Sawtell,  Maiden,  Mass. 


CHESTER  ELECTRIC  LIGHT  COMPANY. 
Principal  Officers. 
Clara  M.  Gardner,  President,  Chester,  Mass.    Frank  E.  Bidwell,  Vice-President^ 
Springfield,  Mass.     E.  LeRoy  Gardner,   Treasurer,  Chester,  Mass.     £.  LeRoy 
Gardner,  Clerk,  Chester,  Mass. 

Directors. 
Clara  M.  Gardner,  Chester,  Mass.    ^.  LeRoy  Gardner,  Chester,  Mass.    Frank 
E.  Bidwell,  Springfield,  Mass. 
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CHICOPEE  GAS  LIGHT  COMPANY. 
Principal  Officbbs. 
Charles  H.  Tenney,  PresiderUt  Hartford,  Conn.   Albert  B.  Tenney,  Firtt  Vice- 
President,  Lexington,  Mass.      D.  Edgar  Manson,   Second   Vice-PreHdent,  Brook- 
line,  Mass.     Elihu  A.  Bradley,  Treasurer,  Boston,  Mass.    Horace  P.  Wood,  Clerk, 
Brookline,  Mass. 

Directors. 
Charles  H.  Tenney,  Hartford,  Conn.    Albert  B.  Tenney,  Lexington,  Mass.    D. 
Edgar  Manson,  Brookline,  Mass.     Horace  P.  Wood,  Brookline,  Mass.     Edward 
M.  Bradley,  New  Haven,  Conn. 


CITIZENS'  GAS,  ELECTRIC  AND  POWER  COMPANY  OF  NANTUCKET. 
Principal  Officers. 
John  S.  Granard,  President,  Nantucket,  Mass.     George  C.  Rule,   Treasurer, 
Nantucket,  Mass.    George  C.  Rule,  Clerk,  Nantucket,  Mass. 

Directors. 
John  S.  Granard,  Nantucket,  Mass.    Franklin  Folger,  Nantucket,  Mass.    Wil- 
liam F.  Codd,  Nantucket,  Mass.    R.  E.  Congdon,  Nantucket,  Mass.    A.  G.  Brock, 
Nantucket,  Mass.    John  C.  Ring,  Nantucket,  Mass.    Sidney  Chase,  Boston,  Mass. 
George  F.  Mitchell,  Somerville,  Mass.    Alanson  S.  Barney,  Nantucket,  Mass. 


CITIZENS'  GAS  LIGHT  COMPANY  OF  QUINCY. 
Principal  Officers. 
James  L.  Richards,  President,  Newtonville,  Mass.     Robert  Grant,  Vice-Presi- 
dent, Needham,  Mass.    H.  C.  French,  Trecuurer,  West  Newton,  Mass.    Eklward 
Page,  Clerk,  Newtonville,  Mass. 

Directors. 
James  L.  Richards,  Newtonville,  Mass.    Robert  Grant,  Needham,  Mass.    H.  C . 
French,  West  Newton,  Mass.    Russell  A.  Sears,  Quincy,  Mass.    Clarence  Burgin, 
Quincy,  Mass.    Thomas  Hunt,  Boston,  Mass.    Edward  Page,  Newtonville,  Mass. 


CLINTON  GAS  LIGHT  COMPANY. 
Principal  Officers. 
Alfred  Clarke,  President,  Walpole,  N.  H.     Arthur  E.  Childs,  Vice-President, 
Harrisville,  N.  H.    Addis  M.  Whitney,  Treasurer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Framingham,  Mass. 

Directors. 
Alfred  Clarke,  Walpole,  N.  H.    Arthur  E.  Childs,  Harrisville,  N.  H.    Addis  M . 
Whitney,  Swampscott,   Mass.     George  F.  Howland,   Framingham,   Mass.     C. 
Frank  Whittemore,  Cambridge,  Mass. 
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COLRAIN  ELECTRIC  LIGHT  AND   POWER  COMPANY. 
Principal  Officebs. 
Joseph  W.  Stevens,  PreMent,  Greenfield,  Mass.    George  N. 'Lawrence,  Treamrer, 
Greenfield,  Mass.    George  N.  Lawrence,  Clerk,  Greenfield,  Mass. 

D1BECTOR8. 
Joseph  W.  Stevens,  Greenfield,  Mass.    George  W.  Lawrence,  Greenfield,  Mass. 
William  Blake  Allen,  Greenfield,  Mass.    Charles  C.  Dyer,  Greenfield,  Mass.    Haller 
D.  Seavey,  Greenfield,  Mass. 

DANVERS  GAS  LIGHT  COMPANY. 
Pbincipaij  Officers. 
Sidney  W.  Winslow,  President,  Orleans,  Mass.  Andrew  W.  Rogers,  Vice^PreauierU, 
Beverly,  Mass.   Andrew  W.  Rogers,  Tre€iaurer,  Beverly,  Mass.    Andrew  W.  Rogers, 
Clerk,  Beverly,  Mass. 

Directors. 
Andrew  W.  Rogers,  Beverly,  Mass.    Sidney  W.  Winslow,  Orleans,  Mass.    Sidney 
W.  Winslow,  Jr.,  Beverly,  Mass.    Herbert  F.  Winslow,  Beverly,  Mass.    Charles  F. 
Prichard,  Lynn,  Mass.    Charles  R.  Prichard,  Beverly,  Mass. 


DEDHAM  and  HYDE  PARK  GAS  AND  ELECTRIC  LIGHT  COMPANY. 
Principal  Officers. 
John  Joyce,  President,  Andover,  Mass.     Frank  J.  Fahey,  Vice-PresiderU,  An- 
dover,  Mass.    Vincent  Goldthwaite,. Treasurer,  Wellesley,  Mass.    Vincent  Gold- 
thwaite,  CUrk,  Wellesley,  Mass. 

Directors. 
John  Joyce,  Andover,  Mass.     Maurice  J.  Curran,  Andover,  Mass.     Frank  J. 
Fahey,  Andover,  Mass.    Vincent  Goldthwaite,  Wellesley,  Mass.    James  R.  Nichol- 
son, Brookline,  Mass.  

DEERFIELD  RIVER  ELECTRIC  LIGHT  COMPANY, 
Principal  Officers. 
John  B.  Pacckard,  President,  Conway,  Mass.     Fred  A.  Delabarre,  Trecwurer, 
Conway,  Mass.    Fred  A.  Delabarre,  Clerk,  Conway,  Mass. 

Directors. 
John  B.  Packard,  Conway,  Mass.    Arthur  P.  Delabarre,  Conway,  Mass.    Fred 
A.  Delabarre,  Conway,  Mass.    Emery  Brown,  Conway,  Mass.    E.  T.  Cook,  Con- 
way, Mass.  

EAST  BOSTON  GAS  COMPANY. 
Principal  Officers. 
James  L.  Richards,  President,  Newtonville,  Mass.    Robert  Grant,  Vice-President, 
Needham,  Mass.    J.  Walter  Andrews,  Trecuurer,  Sharon,  Mass.    Edward  Page, 
CUrk,  Newtonville,  Mass. 

Directors. 
James  L.  Richards,  Newtonville,  Mass.    George  W.  Moses,  East  Boston,  Mass. 
Thomas  Hunt,  Boston,  Mass.    Edward  Page,  Newtonville,  Mass.    Robert  Grant, 
Needham,  Mass.    W.  H.  Allen,  Newtonville,  Mass.    N.  W.  Gifford,  East  Boston, 
Mass. 
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EASTHAMPTON  GAS  COMPANY. 
Principal  Officers. 
Philip  Cabott  Preaident,  Boston,  Mass.     Henry  S.  Thompaon,  Vice-PreHdentt 
Boston,  Mass.    John  N.  Lyman,  Treasurert  Easthampton,  Mass.    John  N.  Lyman, 
Clerkt  Easthampton,  Mass. 

Directors. 
Philip  Cabot,  Boston,  Mass.    Henry  S.  Thompson,  Boston,  Mass.    David  Barry, 
Boston,  Mass.    Charles  W.  Haselton,  Turners  Falls,  Mass.    Joseph  W.  Stevens, 
Greenfield,  Mass.    Horace  L.  Clark,  Easthampton,  Mass.    Charles  H.  Johnson, 
Easthampton,  Mass.    John  N.  Lyman,  Easthampton,  Mass. 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  BOSTON. 
Principal  Officers. 
Charles  L.  Edgar,  President,  Brookline,  Mass.   Walter  C.  Baylies,  Vice-PrenderU, 
Taunton,  Mass.    Thomas  E.  Cummins,  Tretuurer,  Milton,  Mass.   J.  Otis  Wardwell, 
Clerk,  Haverhill,  Mass. 

Directors. 
Oliver  Ames,  North  Easton,  Mass.  C.  W.  Amory,  Boston,  Mass.  Charles  F. 
Adams,  2nd.,  Concord,  Mass.  Walter  C.  Baylies,  Taunton,  Mass.  Everett  W. 
Burdett,  Boston,  Mass.  I.  Tucker  Burr,  Milton,  Mass.  T.  J.  Coolidge,  Jr.,  Man- 
chester, Mass.  Thomas  E.  Cummins,  Milton,  Mass.  Robert  Saltonstall,  Read- 
ville,  Mass.  George  R.  Jewett,  Salem,  Mass.  C.  Minot  Weld,  Milton,  Mass. 
Charles  L.  Edgar,  Brookline,  Mass. 


EDISON  ELECTRIC  ILLUMINATING  COMPANY  OF  BROCKTON. 
Principal  Officers. 

Frederick  B.  Howard,  Prendeni,  Brockton,  Mass.  A.  Stuart  Pratt,  Vice-PreeiderU, 
West  Newton,  Mass.  Henry  B.  Sawyer,  Treaaurer,  Brookline,  Mass.  Chester  M. 
Clark,  Clerk,  Boston,  Mass. 

Directors. 
Henry  G.  Bradlee,  Brookline,  Mass.     Frederick  B.  Howard,  Brockton,  Mass. 
Frederick  S.  Pratt,  West  Newton,  Mass.    Chas.  S.  Purinton,  Lynn,  Mass.    Russell 
Robb,  Concord,  Mass. 


FALL  RIVER  ELECTRIC  LIGHT  COMPANY. 
Principal  Officers. 
Albert  F.  Dow,  Prendent,  Fall  River,  Mass.     Philip  Cabot,  Vice-PreeiderU, 
Boston,  Mass.    Owen  Durfee,  Treasurer,  Fall  River,  Mass.    Owen  Durfee,  Clerk, 
Fall  River,  Mass. 

Directors. 
Edward  L.  Anthony,  Fall  River,  Mass.  George  A.  Ballard,  Fall  River,  Mass. 
J.  C.  Borden,  Fall  River,  Mass.  Spencer  Borden,  Jr.,  Fall  River,  Mass.  Philip 
Cabot,  Boston,  Mass.  F.  O.  Dodge,  Fall  River,  Mass.  Albert  F.  Dow,  Fall  River, 
Mass.  R.  S.  Goff,  Fall  River,  Mass.  Robert  S.  Hale,  Boston,  Mass.  O.  S.  Hawes, 
Fall  River,  Mass.    Jamee  E.  Osbom,  Fall  River,  Mass. 
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FALL  RIVER  GAS  WORKS  COMPANY. 
Principal  Officers. 
Ruasell  Robb,  President,  Concord,  Mass.    Frederick  P.  Royce,  Vice-Prendentt 
Dedham,   Mass.     Henry  B.  Sawyer,   Treasurer,  Brookline,  Mass.     Chester  M. 
Clark,  Clerk,  Boston,  Mass. 

Directors. 
Philip  Dexter,  Boston,  Mass.    Alfred  D.  Foster,  Milton,  Mass.    George  C.  Lee, 
Westwood,  Mass.     Charles  F.  Prichard,  Lynn,  Mass.     Russell  Robb,  Concord, 
Mass.    Frederick  P.  Royce,  Dedham,  Mass.    Philip  Stockton,  Manchester,  Mass. 
Edward  R.  Utley,  Newton,  Mass.    Edwin  S.  Webster,  Chestnut  Hill,  Mass. 


FITCHBURG  GAS  AND   ELECTRIC   LIGHT  COMPANY. 

Principal  Officers. 

Charles  H.  Tenney,  President,  Hartford,  Conn.     Albert  B.  Tenney,  First  Vice- 

President,  Lexington,   Mass.    D.  E.   Manson,   Second  Vice-President,  Brookline, 

Mass.     Palmer   York,   Treasurer,    Fitchburg,    Mass.     Horace   P.    Wood,    Clerk, 

Brookline,  Mass. 

Directors. 
Horace  P.  Wood,  Brookline,  Mass.  H.  I.  Wallace,  Fitchburg,  Mass.  C.  E. 
Ware,  Fitchburg,  Mass.  Philip  Cabot,  Boston,  Mass.  Barnon  E.  Helme,  Kings- 
ton, R.  I.  Samuel  A.  York,  New  Haven,  Conn.  Edward  M.  Bradley,  New  Haven, 
Conn.  Winthrop  Coflin,  Boston,  Mass.  Oakes  Ames,  Milton,  Mass.  H.  C.  War- 
ren, New  Haven,  Conn.  Charles  H.  Tenney,  Hartford,  Conn.  Albert  B.  Tenney, 
Lexington,  Mass.    D.  E.  Manson,  Brookline,  Mass. 


FOXBOROUGH  ELECTRIC   COMPANY. 
Principal  Officers. 
Eugene  P.  Rowell,  President,  Plymouth,  Mass.    Charles  R.  Adams,  Treasurer, 
Brookline,  Mass.    Edward  C.  Mason,  Clerk,  Bedford,  Mass. 

Directors. 
Eugene  P.  Rowell,  Plymouth,  Mass.    Edward  C.  Mason,  Bedford,  Mass.    Bowen 
Tufts,  Arlington,  Mass.    Merton  E.  Grush,  West  Medford,  Mass.    Chaunoey  D. 
Parker,  Boston,  Mass. 


FRAMINGHAM  GAS,   FUEL  AND  POWER  COMPANY. 
Principal  Officers. 
John  Joyce,  President,  Andover,  Mass.    Frank  J.  Fahey,  Vice-President,  Andover, 
Mass.    Vincent  Goldthwaite,  Treasurer,  WeUesley,  Mass.    Vincent  Goldthwaite, 
Clerk,  WeUesley,  Mass. 

Directors. 
John  Joyce,  Andover,  Mass.    Frank  J.  Fahey,  Andover,  Mass.    Vincent  Gold- 
thwaite, WeUesley,  Mass. 
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FRANKLIN  ELECTRIC   LIGHT  COMPANY. 
Pbincipal  Ofticbrs. 
Joseph  F.  Bartlett,  PretiderU,  Turners  Falls,  Mass.    W.  C.  D.  Thomas,  Treasurer, 
Turners  Falls,  Mass.    E.  I.  Cassidy,  Clerk,  Turners  Falls,  Mass. 

DiRECTOBS. 

Joseph  F.  Bartlett,  Turners  Falls,  Mass.  E.  I.  Cassidy,  Turners  Falls,  Mass. 
C.  W.  Hasleton,  Turners  Falls,  Mass.  C.  W.  Schuler,  Turners  Falls,  Maas.  Porter 
Farwell,  Turners  Falls,  Mass.  W.  C.  D.  Thomas,  Turners  Falls,  Mass.  F.  C. 
Abererombie,  Turners  Falls,  Mass. 


GARDNER  ELECTRIC  LIGHT  COMPANY. 
Principal  Officers. 
Thatcher  B.  Dunn,  President,  Gardner,  Mass.    Malcolm  G.  Chace,  Viee-PresiderU, 
Providence,  R.  I.    Francis  S.  Whittemore,  Treasurer,  Gardner,  Mass.    William  W. 
Brooks,  Clerk,  Brookline,  Mass.    F.  P.  Hill,  Auditor,  Brookline,  Mass. 

Directors. 
Thatcher  B.  Dunn,  Gardner,  Mass.     Francis  S.  Whittemore,  Gardner,  Mass. 
Malcolm  G.  Chace,  Providence,  R.  I.    Philip  Young,  Boston,  Mass.    William  W. 
Brooks,  Brookline,  Mass.  

GARDNER  GAS.   FUEL  AND   LIGHT  COMPANY. 
Principal  Officers. 
John  A.  Dunn,  President,  Gardner,  Mass.     Frank  J.  Pierce,  Vice-President, 
Gardner,  Mass.    James  A.  Stiles,  Treasurer,  Gardner,  Mass.    Charles  S.  J.  Ruggles, 
Clerk,  Gardner,  Mass. 

Directors. 
John  A.  Dunn,  Gardner,  Mass.    Ftank  J.  Pierce,  Gardner,  Mass.    Jaines  A. 
Stiles,  Gardner,  Mass.    Milton  M.  Favor,  Gardner,  Mass.    George  R.  Lowe,  Gard- 
ner, Mass.    Louis  A.  Greenwood,  Gardner,  Mass.    Charles  S.  J.  Ruggles,  Gardner, 


GEORGETOWN  GAS  COMPANY. 
Principal  Officers. 
B.  M.  Warner,  President,  Hatfield,  Mass.    M.  J.  Ryan,  Treasurer,  Hatfield,  Mass. 
M.  J.  Ryan,  Clerk,  Hatfield,  Mass. 

Directors. 
B.  M.  Warner,  Hatfield,  Mass.    M.  J.  Ryan,  Hatfield,  Mass.    W.  R.  Davenport, 
Greenfield,  Mass.  

GLOUCESTER  ELECTRIC  COMPANY. 
Principal  Officers. 
William  H.  Jordan,  President,  Gloucester,  Mass.    Fred.  A.  Barker,  Vice-President, 
Gloucester,   Mass.     Charles  F.  Prichard,   Treasurer,  Lynn,  Mass.     Charles  F. 
Prichard,  Clerk,  Lynn,  Mass. 

Directors. 
William  H.  Jordan,  Gloucester,  Mass.    Fred.  A.  Barker,  Gloucester,  Mass.    Mi- 
cajah  P.  Clough,  Ljrnn,  Mass.    Charles  F.  Prichard,  Lynn,  Mass.   William  H.  Nash, 
Boston,  Mass. 
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GLOUCESTER  GAS  LIGHT  COMPANY. 
Pbincipal  Officbrb, 
Alfred  Qarke,  President,  Walpole,  N.  H.     Arthur  E.  Childs,  Vice-PrenderU^ 
Harrisville,  N.  H.    Addis  M.  Whitney,  Treasurer,  Swampsoott,  Mass.    Georse  F. 
Howland,  Clerk,  Framingham,  Mass. 

DiRBCTOBB. 

Alfred  Clarke,  Walpole,  N.  H.  Arthur  E.  Childs,  Harrisville,  N.  H.  Addis  M. 
Whitney,  Swampsoott,  Mass.  George  F.  Howland,  Framingham,  Mass.  C.  N. 
Burnell,  Maiden,  Mass.  

GREAT  HARRINGTON  ELECTRIC  LIGHT  COMPANY. 
Principal  Officers. 
Frank  Curtiss,  President,  Sheffield,  Mass.     Parley  A.  Russell,  Vice-President, 
Great  Harrington,  Mass.    Parley  A.  Russell,  Treasurer,  Great  Barrington,  Mass. 
Frank  H.  Wright,  Clerk,  Great  Barrington,  Mass. 

D1BSCTOR8. 
Frank  Curtiss,  Sheffield,  Mass.     Parley  A.  Russell,  Great  Barrington,  Mass 
Frank  H.  Wright,  Great  Barrington,  Mass. 


GREENFIELD  ELECTRIC  LIGHT  AND  POWER  COMPANY. 
Principal  Officsrs. 
Joseph  W.  Stevens,  President,  Greenfield,  Mass.    Philip  Cabot,  Vice-President^ 
Boston,  Mass.     George  W.  Lawrence,   Treasurer,  Greenfield,  Mass.     Chas.  H, 
Keith,  Clerk,  Greenfield,  Mass. 

Directors. 
Joseph  W.  Stevens,  Greenfield,  Mass.    Charles  C.  Dyer,  Greenfield,  Mass.    Frank 
O.  Wells,  Greenfield,  Mass.    Philip  Cabot,  Boston,  Mass.    William  Blake  Allen, 
Greenfield,  Mass.    Winthrop  Coffin,  Brookline,  Mass.    John  G.  Macintosh,  Hol- 
yoke,  Mass.  

GREENFIELD  GAS  LIGHT  COMPANY. 
Principal  Officers. 
W.  L.  Mason,  President,  Keene,  N.  H.    George  M.  Rossman,  Treasurer,  Keene, 
N.  H.    Charles  N.  Stoddard,  Clerk,  Greenfield,  Mass. 

Directors. 
W.  L.  Mason,  Keene,  N.  H.    Geo.  M.  Rossman,  Keene,  N.  H.    O.  E.  Cain, 
Keene,  N.  H.    R.  K.  Safford,  Springfield,  Mass.    Charles  N.  Stoddard,  Greenfield, 
Mass.  

HADLEY  LIGHTING  COMPANY. 
Principal  Officers. 
Elam  S.  Allen,  President,  Hadley.  Mass.     Orville  W.  Prouty,  Vice-President, 
North  Hadley,  Mass.     Frank  H.  Smith,  Treasurer,  Hadley,  Mass.     Frank  H. 
Smith,  Clerk,  Hadley,  Mass. 

Directors. 
Elam  S.  Allen,  Hadley,  Mass.    Orville  W.  Prouty,  North  Hadley,  Mass.    Frank 
H.  Smith,  Hadley,  Mass.    Roy  J.  Boynton,  So.  Framingham,  Mass.    Frank  W. 
Jennings,  South  Framingham,  Mass.  ^^.^.^^^  ^^ GoOglc 
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HATFIELD  GAS  COMPANY. 

Pbincipal  Officers. 

D.  W.  Wells,  Prendent,  Hatfield,  Mass.  M.  J.  Ryan,  Treaturer,  Hatfield,  Mass. 
M.  J.  Ryan,  Clerk,  Hatfield,  Mass. 

DiRECTOBS. 

D.  W.  Wells,  Hatfield,  Mass.  B.  M.  Warner,  Hatfield,  Mass.  J.  L.  Day,  Hat- 
field, Mass.  C.  S.  Shattuck,  Hatfield,  Mass.  E.  C.  Eames,  South  Framingham, 
Mass.    H.  R.  Picking,  East  Orange,  N.  J. 


HAVERHILL  ELECTRIC  COMPANY. 

Principal  Officers. 

Charles  H.  Tenney,  President,  Hartford,  Conn.  Albert  B.  Tenney,  First  Vice- 
President,  Lexington,  Mass.  D.  Edgar  Manson,  Second  Vice-President,  Brookline, 
Mass.  Elihu  A.  Bradley,  Treasurer,  Boston,  Mass.  Horace  P.  Wood,  Clerk, 
Brookline,  Mass. 

Directors. 

Charles  H.  Tenney,  Hartford,  Conn.  Albert  B.  Tenney,  Lexington,  Mass. 
D.  Edgar  Manson,  Brookline,  Mass.  Horace  P.  Wood,  Brookline,  Mass.  Herbert 
C.  Warren,  New  Haven,  Conn.  Edward  M.  Bradley,  New  Haven,  Conn.  Samuel 
A.  York,  New  Haven,  Conn.  Bernon  E.  Helme,  Kingston,  R.  I.  Oakes  Ames, 
Milton,  Mass.    Philip  Cabot,  Boston,  Mass. 


HAVERHILL  GAS  LIGHT  COMPANY. 

Principal  Officers. 

Algernon  S.  Michener,  President,  Brookline,  Mass.  Alvah  K.  Todd,  Vice- 
President,  Milton,  Mass.  Henry  B.  Sawyer,  Treasurer,  Brookline,  Mass.  Chester 
M.  Clark,  Clerk,  Boston,  Mass. 

Directors. 

Chester  M.  Clark,  Boston,  Mass.  Clement  R.  Ford,  Concord,  Mass.  Algernon 
8.  Michener,  Brookline,  Mass.  Frederick  P.  Royce,  Dedham,  Mass.  Alvah  K. 
Todd,  Milton,  Mass. 


HUNTINGTON  ELECTRIC  LIGHT  COMPANY. 

Principal  Officers. 

Henry  E.  Stanton,  President,  Huntington,  Mass.    EUisa  A.  Stanton,  Treasurer, 
Huntington,  Mass.    Luke  W.  Stanton.  Clerk,  Huntington,  Mass. 

Directors. 

Henry  E.  Stanton,  Huntington,  Mass.    Eliza  A.  Stanton,  Huntington,  Mass. 
fSmroy  E.  Stanton,  Huntington,  Mass.    Luke  W.  Stanton,  Huntington,  Mass.    C 
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HYDE  PARK  ELECTRIC  LIGHT  COMPANY. 
Principal  Officers. 
P.  F.  Sullivan.  President,  Lowell,  Mass.     Robert  S.  Goff,  Vice-PrenderU,  Fall 
River,  Mass.    Joseph  H.  Goodspeed,  Treasurer,  Boston,  Mass.    F.  H.  Smith,  Clerk, 
Quincy,  Mass. 

Directors. 
C.  F.  Adams,  2nd.,  Concord,  Mass.    Robert  S.  Goff,  Fall  River,  Mass.    Joseph 
H.  Goodspeed,  Boston,  Mass.     Percy  Parker,  Lowell,  Mass.     Fred  H.  Smith, 
Quincy,  Mass.    P.  L.  Saltonstall,  Milton,  Mass.    P.  F.  Sullivan,  Lowell,  Mass. 


IPSWICH  GAS  LIGHT  COMPANY. 
Principal  Officers. 
John  A.  Blake,  President,  Ipswich,  Mass.    George  E.  Farley,  Treasurer,  Ipswich, 
Mass. 

Directors. 
John  A.  Blake,  Ipswich,  Mass.    Daniel  Safford,  Ipswich,  Mass.    Joseph  F.  Roes, 
Ips¥dch,  Mass.    Chas.  W.  Brown,  Ipswich,  Mass.    George  E.  Farley,  Ipswich, 
Mass.  ___^ 

LAWRENCE  GAS  COMPANY. 
Principal  Officers. 
Nathaniel  H.  Emmons,  President,  Pomfret,  Vt.     C.  J.  R.  Humphresrs,  Vice- 
President,  Lawrence,  Mass.     R.  W.  Emmons,  2nd.,  Treasurer ,  Bourne,  Mass. 
H.  R.  Peverly,  Clerk,  Melrose,  Mass. 

Directors. 
Nathaniel  H.  Emmons,  Pomfret,  Vt.     R.  W.  Emmons,  2nd.,  Bourne,  Mass. 
Frank  Brewster,  Boston,  Mass.    Alfred  Bowditch,  Boston,  Mass.    C.  J.  R.  Hum* 
phreys,  Lawrence,  Mass.     Walter  Coulson,  Lawrence,  Mass.     Franklin  Butler, 
Lawrence,  Mass.  

LEE  ELECTRIC   COMPANY. 
Principal  Officers. 
Bennett  T.  Gale,  President,  Lee,  Mass.    Carl  Wurtzbach,  Treasurer,  Lee,  Mass. 
Carl  Wurtsbach,  Clerk,  Lee,  Mass. 

Directors. 
J.  C.  Chaffee,  Lee,  Mass.    Bennett  T.  Gale,  Lee,  Mass.    John  L.  Kilbon,  Lee, 
Mass.    E.  L.  Murphy,  Lee,  Mass.    Carl  Wurtzbach,  -Lee,  Mass. 


LENOX  ELECTRIC   COMPANY. 
Principal  Officers. 
M.  A.  Brown,  President,  Lenox,  Mass.     Henry  Sedgwick,  Vice-Presidentt  Lenox, 
Mass.    I.  J.  Newton,  Treasurer,  Lenox,  Mass.    W.  G.  Clifford,  Clerk,  Lenox,  Mass. 

Directors. 
M.  A.  Brown,  Lenox,  Mass.    Henry  Sedgwick,  Lenox,  Mass.    W.  G.  Clifford, 
Lenox,  Mass.    I.  J.  Newton,  Lenox,  Mass.    W.  D.  Ciurtis,  Lenox,  Mass.    Thomas 
Post,  Lenox,  Mass.     L.  C.  Peters,  Lenox,  Mass.     B.  H.  Rogers,  Lenox,  Mass. 
P.  McGoldrick,  Lenox,  Mass.  ^  j 

Digitized  by  VjOOQ IC 


1912.]  PUBLIC  DOCUMENT  — No.  35.  17a 


LEOMINSTER  ELECTMC  LIGHT  AND  POWER  COMPANY. 
Pbincipal  Offecbbb. 
Alfred  Clarke,  Prendent,  Walpole,  N.  H.     Arthur  E.  Childs,  Vice-PresidenU 
HarriBville,  N.  H.    Addis  M.  Whitney,  Treasurer^  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Framingham,  Mass. 

DlBBCTOBS. 

Alfred  Clarke,  Walpde,  N.  H.  Arthur  E.  Childs,  HarrisviUe,  N.  H.  Addis  M. 
Whitney,  Swampscott,  Mass.  George  F.  Howland,  Framingham,  Mass.  Edward 
P.  Blodgett,  Leominster,  Mass. 


LEOMINSTER  GAS  LIGHT  COMPANY. 
Pbinchpal  Officebs. 
Alfred  Clarke,  PrenderU,  Walpole,  N.  H.     Arthur  E.  Childs,  Vice-PreMent, 
HarrisviUe,  N.  H.    Addis  M.  Whitney,  Treaturer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Framingham,  Mass. 

DlBBCTOBS. 

Alfred  Clarke,  Walpole,  N.  H.  Arthur  E.  Childs,  HarrisviUe,  N.  H.  Addis  M. 
Whitney,  Swampscott,  Mass.  George  F.  Howland,  Framingham,  Mass.  J.  H. 
Waterman,  Boston,  Mass. 


LEXINGTON  GAS  LIGHT  COMPANY. 
Pbincipal  Officebs. 
Alfred  Clarke,  PreaiderU,  Walpole,  N.  H.     Arthur  E.  ChUds,  Vic&'President, 
HarrisviUe,  N.  H.    Addis  M.  Whitney,  Treasurer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Framingham,  Mass. 

Ddubctobb. 
Alfred  Clarke,  Walpole,  N.  H.    Arthur  £.  Childs,  HarrisvUle,  N.  H.    Addis  M. 
Whitney,  Swampscott,  Mass.    George  F.  Howland,  Framingham,  Mass.    C.  N. 
Bumell,  Maiden,  Mass. 


THE  LOWELL  ELECTRIC  LIGHT  CORPORATION. 
Pbincipal  Officebs. 
Francis  R.  Hart,  President,  MUton,  Mass.     A.  Stuart  Pratt,  Vice-President, 
West  Newton,  Mass.    Henry  B.  Sawyer,  Treasurer,  Brookline,  Mass.    Chester  M. 
Clark,  Clerk,  Boston,  Mass. 

DiBECTOBS. 

Henry  G.  Bradlee,  Brookline,  Mass.  Stedman  Buttrick,  Concord,  Mass.  Cos- 
teUo  C.  Converse,  Boston,  Mass.  Francis  R.  Hart,  MUton,  Mass.  A.  Stuart 
Pratt,  West  Newton,  Mass.  RusseU  Robb,  Concord,  Mass.  Edwin  S.  Webster, 
Chestnut  HiU,  Mass. 
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LOWELL   GAS  LIGHT  COMPANY. 
Principal  Ofvicbrb. 
George  S.  Motley,  President,  Lowell,  Mass.     George  W.  Brothers,  Treanurer, 
Lowell,  Mass.    John  J.  Rogers,  Clerk,  Lowell,  Mass. 

Directors. 
Alexander  G.  Cumnock,  Lowell,  Mass.    Edward  M.  Tucke,  Lowell,  Mass.    Ed- 
ward N.  Burke,  Lowell,  Mass.     Frank  E.  Dunbar,  LoweU,  Mass.     Charles  C. 
Hutchinson,  Lowell,  Mass.    Clarence  H.  Nelson,  Lowell,  Mass. 


LYNN   GAS  AND   ELECTRIC  COMPANY. 
Principal  Offigbbb. 
John  S.  Bartlett,  President,  Lynn,  Mass.    Charles  F.  Prichard,  Vice-Preeideni, 
Lynn,  Mass.    Eugene  B.  Eraser,  Treaeurer,  Lynn,  Mass.    Eugene  B.  Eraser,  Clerk, 
Lynn,  Mass. 

DlBECTOBS. 

Charles  H.  Baker,  Lynn,  Mass.  John  S.  Bartlett,  Ljrnn,  Mass.  Micajah  P. 
Clough,  Lynn,  Mass.  Eugene  B.  Eraser,  Lynn,  Mass.  B.  N.  Johnson,  Lynn,  Mass. 
Arthur  W.  Pinkham,  Lynn,  Mass.  Charles  F.  Prichard,  Lynn,  Mass.  C.  S.  Purin- 
ton,  Lynn,  Mass. 


MALDEN  ELECTRIC  COMPANY. 
Principal  Officers. 
Chas.  H.  Tenney,  President,  Hartford,  Conn.     Albert  B.  Tenney,  First  Vice- 
President,  Lexington,  Mass.,  and  D.  Edgar  Manson,  Second  Vice-President,  Brook- 
line,  Mass.    Elihu  A.  Bradley,  Treasurer,  Boston,  Mass.    Horace  P.  Wood,  Clerk, 
Brookline,  Mass. 

Directors. 
Chas.  H.  Tenney,  Hartford,  Conn.  Albert  B.  Tenney,  Lexington,  Mass.  D. 
Edgar  Manson,  Brookline,  Mass.  Horace  P.  Wood,  Brookline,  Mass.  Herbert  C. 
Warren,  New  Haven,  Conn.  Edward  M.  Bradley,  New  Haven,  Conn.  Bemon 
E.  Helme,  Kingston,  R.  I.  Samuel  A.  York,  New  Haven,  Conn.  Oakes  Ames. 
Milton,  Mass. 


MALDEN  AND    MELROSE  GAS  LIGHT  COMPANY. 
Principal  Officbrb. 
Charles  H.  Tenney,  President,  Hartford,  Conn.    Albert  B.  Tenney,  First  Vice- 
President,  Lexington,  Mass.     D.  Edgar    Manson,  Second  Vice-President,  Brook- 
line, Mass.     Elihu  A.  Bradley,  Treasurer,  Boston,  Mass.    Horace  P.  Wood,  Clerk, 
Brookline,  Mass. 

DiRBCTORB. 

Charles  H.  Tenney,  Hartford,  Conn.  Albert  B.  Tenney,  Lexington,  Mass.  D. 
Edgar  Manson,  Brookline,  Mass.  Horace  P.  Wood,  Brookline,  Mass.  Herbert  C. 
Warren,  New  Haven,  Conn.  Edward  M.  Bradley,  New  Haven,  Conn.  Samuel  A. 
York,  New  Haven,  Conn.  Bernon  E.  Helme,  Kingston,  R.  I.  Philip  Cabot,  Boston, 
Mass.    Oakes  Ames,  Milton,  Mass. 
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MANCHESTER  ELECTRIC  COMPANY. 
Principal  Officebs. 
O.  T.  Roberts,  PrBsiderU,  Manchester,  Mass.     C.  F.  Bancroft,  Vice-President, 
Boston,  Mass.    C.  R.  Rockwell,  Treasurer,  Milton,  Mass.    R.  C.  Allen,  Clerk,  Man- 
chester, Mass. 

Directors. 
Gordon  Abbott,  Boston,  Mass.    C.  E.  Cotting,  Boston,  Mass.    Philip  Dexter, 
Boston,  Mass.    G.  M.  Lane,  Boston,  Mass.    O.  T.  Roberts,  Manchester,  Mass. 


MARION  GAS  COMPANY. 
Principal  Officers. 
Benjamin  E.  Waters,  President,  Marion,  Mass.   Alger  W.  Rice,  Treasurer,  Marion, 
Mass.    Alger  W.  Rice,  Clerk,  Marion,  Mass. 

Directors. 
Benjamin  E.  Waters,  Marion,  Mass.    Benjamin  F.  Vose,  Marion,  Mass.    Isaac 
£.  Hiller,  Marion,  Mass.    Chas.  W.  Ripley»  Marion,  Mass.   Elwin  F.  Smith,  Boston, 
Mass.    John  C.  Makepeace,  Wareham,  Mass.    Galen  L.  Stone,  Boston,  Mass. 
F.  B.  Cotter,  Boston,  Mass.    Alger  W.  Rice,  Marion,  Mass. 


MARLBOROUGH  ELECTRIC  COMPANY. 
Principal  Officers. 
Josiah  Q.  Bennett,  President,  Cambridge,  Mass.   Elihu  G.  Loomis,  Vice-President, 
Bedford,  Mass.    Paul  B.  Webber,  Treasurer,  Bedford,  Mass.    Edward  C.  Mason, 
Clerk,  Bedford,  Mass. 

Directors. 

Josiah  Q.  Bennett,  Cambridge,  Mass.  Elihu  G.  Loomis,  Bedford,  Mass.  Ekiward 
C.  Mason,  Bedford,  Mass.  Paul  B.  Webber,  Bedford,  Mass.  Bowen  Tufts,  Arling- 
ton, Mass.    Louis  P.  Howe,  Marlborough,  Mass.    Alonso  P.  Weeks,  Winchester, 


MARLBORO-HUDSON  GAS  COMPANY. 
Principal  Officers. 
Josiah  Q.  Bennett,  President,  Cambridge,  Mass.   Elihu  G.  Loomis,  Vice-President, 
Bedford,  Mass.    Paul  B.  Webber,  Treasurer,  Bedford,  Mass.    Edward  C.  Mason, 
Clerk,  Bedford,  Mass. 

Directors. 
Josiah  Q.  Bennett,  Cambridge,  Mass.    Bowen  Tufts,  Arlington,  Mass.    Paul  B. 
Webber,  Bedford,  Mass.    Elihu  G.  Loomis,  Bedford,  Mass.    Alonzo  P.  Weeks, 
Winchester,  Mass. 

MIDDLETON  ELECTRIC  LIGHT  COMPANY. 
Principal  Officers. 
William  C.  Holder,  President,  Middleton,  Mass.    Arthur  N.  Webb,  Treasurer, 
Middleton,  Mass.    John  H.  Osborn,  Clerk,  Middleton,  Mass. 

Directors. 
William  C.  Holder,  Middleton,  Mass.     Arthur  N.  Webb,  Middleton.  Mass. 
Benj.  F.  Brown,  Middleton,  Mass.    Seba  S.  Merrill,  Middleton,  Mass.    John  H. 
Osborn,  Middleton,  Mass.    George  R.  Felt,  Peabody,  Mass.  ^^  I 
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MILFORD  ELECTRIC  LIGHT  AND  POWER  COMPANY. 
Principal  Officsbs. 
Alfred  Clarke,  Prendmt,  Walpole,  N.  H.     Arthur  E.  Childs,  Vtce-PreaiderU, 
Harrisville,  N.  H.    Addis  M.  Whitney,  Treasttrer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Franungham,  Mass. 

DiBECTORS. 

Alfred  Clarke,  Walpole,  N.  H.  Arthur  E.  Childs,  Harrisville,  N.  H.  Addis  M, 
Whitney,  Swampscott,  Mass.  George  F.  Howland,  Framingham,  Mass.  C.  N. 
Bumell,  Maiden,  Mass.  

MILFORD  GAS  LIGHT  COMPANY. 
Principal  Officbbb. 
Alfred  Clarke,  PreaiderU,  Walpole,  N.  H.     Arthur  E.  Childs,  Vioe-PresiderU, 
Harrisville,  N.  H.    AddiB  M.  Whitney,  Treaaurer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Framingham,  Mass. 

DiRSCTORS. 

Alfred  Clarke,  Walpole,  N.  H.  Arthur  E.  Childs,  Harrisville,  N.  H.  Addis  M. 
Whitney,  Swampscott,  Mass.  George  F.  Howland,  Framingham,  Mass.  C.  N. 
Bumell,  Maiden,  Mass.  

MILL  RIVER  ELECTRIC  LIGHT  COMPANY. 
Principal  Officers. 
Alfred  Clarke,  PreeiderU,  Walpole,  N.  H.     Arthur  E.  Childs,  Vice-PreeiderU, 
Harrisville,  N.  H.    Addis  M.  Whitney,  Trecuurer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Framingham,  Mass. 

Directors. 
Alfred  Clarke,  Walpole,  N.  H.*   Arthur  E.  Childs,  Harrisville,  N.  H.    Addis  M. 
Whitney,  Swampscott,  Mass.    George  F.  Howland,  Framingham,  Mass.    C.  N. 
Bumell,  Maiden,  Mass.  

MONTAGUE  ELECTRIC  LIGHT  AND  POWER  COMPANY. 
Principal  Officers. 
Edgar  L.  Bartlett,  President,  Montague,  Mass.    Frank  O.  Johnson,  Tretisurerl 
Montague,  Mass.    William  H.  Nims,  Clerk,  Montague,  Mass. 

Directors. 
Edgar  L.  Bartlett,  Montague,  Mass.    Thomas  F.  Harrington,  Montague,  Mass. 
Henry  H.  Root,  Montague,  Mass. 


NASHUA  RIVER  PAPER  CORPORATION. 
Principal  Officers. 
Charles  H.  Clinton,  Preeident,  Philadelphia,  Pa.    Carl  F.  Beyert,  Vice-Preeident^ 
Erie,  Pa.    Ernst  R.  Behrend,  Treasurer,  Erie,  Pa.    H.  P.  Warrener,  Clerk,  Boston, 
Mass. 

Directors. 
Charies  H.  Clinton,  Philadelphia,  Pa.     Cari  F.  Beyert,  Erie,  Pa.     Ernst  R. 
Behrend,  Erie,  Pa.    H.  P.  Warrener,  Boston,  Mass.    John  R.  McDonald,  Erie,  Pa. 
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NATICK  GAS  LIGHT  COMPANY. 
Principal  Officxbs. 
John  Joyce,  Preaidenit  Andover,  Mass.     Frank  J.  Fahey,  Vice-President,  An- 
dover,  Mass.    Vincent  Goldthwaite,  Treasurer,  Wellealey,  Mass.    Vincent  Gold- 
thwaite,  Clerk,  Wellesley,  Mass. 

DlRECrOBB. 

John  Joyce,  Andover,  Mass.     Maurice  J.  Curran,  Andover,  Mass.    Frank  J. 
Fahey,  Andover,  Mass.    Vincent  Goldthwaite,  Wellesley,  Mass. 


NEW  BEDFORD  GAS  AND  EDISON  LIGHT  COMPANY. 
Principal  Officbrs. 
George  R.  Stetson,  PresiderU,  New  Bedford,  Mass.    Charles  R.  Price,  Treasurer^ 
New  Bedford,  Mass.    Charles  R.  Price,  Clerk,  New  Bedford,  Mass. 

DiRXCTORS. 

George  R.  Stetson,  New  Bedford,  Mass.  Charles  R.  Price,  New  Bedford,  Mass. 
Frederick  Taber,  New  Bedford,  Mass.  Oliver  Prescott;  Dartmouth,  Mass.  John 
8.  Perry,  New  Bedford,  Mass.  Henry  M.  Knowles,  New  Bedford,  Mass.  Lot  B. 
Bates,  New  Bedford,  Mass.  Parkman  M.  Lund,  New  Bedford,  Mass.  Frank  H. 
Gifford,  New  Bedford,  Mass.  David  W.  Beaman,  New  Bedford,  Mass.  William 
H.  Pitman,  New  Bedford,  Mass. 


NEWBURYPORT  GAS  AND  ELECTRIC  COMPANY. 
Principal  Ofvtcxrs. 
Sidney  W.  Winslow,  PresiderU,  Beverly,  Mass.    Andrew  W.  Rogers,  Treasurer, 
Beverly,  Mass.   Andrew  W.  Rogers,  Clerk,  Beverly,  Mass. 

DmXCTORB. 

Sidney  W.  Winslow,  Beverly,  Mass.  Andrew  W.  Rogers,  Beverly,  Mass.  Charles 
F.  Prichard,  Ljnm,  Mass.  Charles  R.  Prichard,  Lynn,  Mass.  Herbert  F.  Winslow, 
Beverly,  Mass.  Sidney  W.  Winslow,  Jr.,  Beverly,  Mass.  Nathaniel  N.  Jones, 
Newburyport,  Mass. 


NEWTON  AND  WATERTOWN  GAS  LIGHT  COMPANY. 
Principal  Officers. 
James  L.  Richards,  President,  Newtonville,  Mass.    Robert  Grant,  Vice-President, 
Needham,  Mass.    A.  S.  Bull,  Treasurer,  Newton  Centre,  Mass.    Edward  Page, 
Clerk,  Newtonville,  Mass. 

Directors. 
James  L.  Richards,  Newtonville,  Mass.    George  H.  Doty,  Waltham,  Mass.    E.  P. 
Smith,  Waltham,  Mass.    Sidney  Harwood,  Newton,  Mass.    Robert  Grant,  Need- 
ham,  Mass.    W.  A.  Learned,  Newton,  Mass. 
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NORTH  ADAMS  GAS  LIGHT  COMPANY. 
Principal  Officsbs. 
Alfred  Clarke,  President,  Walpole,  N.  H.     Arthur  E.  Childs,  Vtce-Prendeni, 
Harrisville,  N.  H.    Addis  M.  Whitney,  Treasurer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Framingham,  Mass. 

DlRBCTOBS. 

Alfred  Clarke,  Walpole,  N.  H.  Arthur  E.  Childs,  Harrisville,  N.  H.  Addis  M. 
Whitney,  Swampscott,  Mass.  George  F.  Howland,  Framingham,  Mass.  C.  N. 
Bumell,  Maiden,  Mass.  

NORTHAMPTON  ELECTRIC  LIGHTING  COMPANY. 
Principal  Officbbb. 
Alfred  Clarke,  Preeideni,  Walpole,  N.  H.     Arthur  E.  Childs,  Vice-PreaiderU, 
Harrisville,  N.  H.    Addis  M.  Whitney,  Treasurer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Framingham,  Mass. 

Directors. 
Alfred  Clarke,  Walpole,  N.  H.    Arthur  E.  Childs,  HarrisviUe,  N.  H.    Addis  M. 
Whitney,  Swampscott,  Mass.    George  F.  Howland,  Framingham,  Mass.    C.  N. 
Bumell,  Maiden,  Mass.  

NORTHAMPTON  GAS  LIGHT  COMPANY. 
Principal  OfncERa. 
Alfred  Clarke,  President,  Walpole,  N.  H.     Arthur  E.  Childs,  Vie^President, 
Harrisville,  N.  H.    Addis  M.  Whitney,  Treasurer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Framingham,  Mass. 

DiRBCTORB. 

Alfred  Clarke,  Walpole,  N.  H.  Arthur  E.  Childs,  Harrisville,  N.  H.  Addis  M. 
Whitney,  Swampscott,  Mass.  George  F.  Howland,  Framingham,  Mass.  C.  N. 
Bumell,  Maiden,  Mass.  

NORTH  ATTLEBOROUGH  GAS  LIGHT  COMPANY. 
Principal  Ofticers. 
Harry  F.  Barrows,  President,  North  AtUeborough,  Mass.     Edwin  A.  Godding, 
Treasurer,  North  Attleborough,  Mass.     Edwin  A.  Godding,  Clerk,  North  Attle- 
borough,  Mass. 

Directors. 
Harry  F.  Barrows,  North  Attleborough,  Mass.      Ira  Richards,  North  Attle- 
borough, Mass.    Woodbury  Melchor,  North  Attleborough,  Mass.    Edwin  A.  God- 
ding, North  Attleborough,  Mass.    Ira  Barrows,  New  York,  N.  Y.    Ira  Richards, 
Jr.,  New  York.  N.  Y.  

NORTON  ELECTRIC  LIGHT  AND  POWER  COMPANY. 
Principal  Officers. 
Charles  H.  Makepeace,  President,  Norton,  Mass.     W.  M.  Sturdy,  Treasurer^ 
Norton,  Mass.    A.  T.  Sturdy,  Clerk,  Norton,  Mass. 

DlRECTORfi. 

C.  H.  Makepeace,  Norton,  Mass.    A.  T.  Sturdy,  Norton,  Mass.    M.  W.  Sturdy, 

Norton,  Mass.  C^i^r^nii> 
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NORWOOD  GAS  COMPANY. 
Pbincipal  Officers. 
John  Joyce,  President,  Andover,  Mass.     Frank  J.  Fahey,  Vice-Preeident,  An- 
dover,  Mass.    Vinoent  Goldthwaite,  Treasurer,  WeUesley,  Mass.    Vincent  Gold- 
thwaite,  Clerk,  Wellesley,  Mass. 

DiBECTOBS. 

John  Joyce,  Andover,  Mass.  Frank  J.  Fahey,  Andover,  Mass.  Vincent  Gold- 
thwaite,  Wellesley,  Mass. 

OLD  COLONY  GAS  COMPANY. 
Pbincipal  Officers. 
E.  M.  Famsworth,  President,  Brookline,  Mass.    E.  M.  Farnsworth,  Jr.,  Vice- 
President,  Brookline,  Mass.    Joseph  A.  Hall,  Treasurer,  Brookline,  Mass.    Joseph 

A.  Hall,  Clerk,  Brookline,  Mass. 

DiBBCTOBS. 

E.  M.  Famsworth,  Brookline,  Mass.  E.  M.  Famsworth,  Jr.,  Brookline,  Mass. 
Charles  C.  Hoyt,  Brookline,  Mass.  Joseph  A.  Hall,  Brookline,  Mass.  Donald  C. 
Clark,  Boston,  Mass. 

PEOPLE'S  GAS  AND  ELECTRIC   COMPANY  OF  STONEHAm! 
Pbincipal  Officebs. 
Albert  B.  Tenney,  President,  Lexington,  Mass.     Elihu  A.  Bradley,  Treasurer, 
Brookline,  Mass.    Benjamin  Howe,  Clerk,  Cambridge,  Mass. 

DiBECTOBS. 

Charles  H.  Tenney,  Hartford,  Conn.  D.  Edgar  Manson,  Brookline,  Mass. 
Benjamin  Howe,  Cambridge,  Mass.    Horace  P.  Wood,  Brookline,  Mass.    Albert 

B.  Tenney,  Lexington,  Mass. 

PITTSFIELD  COAL  GAS   COMPANY. 

Pbincipal  Officebs. 

Wm.  L.  Adam,  President,  Pittafield,  Mass.  William  L.  Adam,  Vice-President, 
Pittsfidd,  Mass.  Harry  A.  Dunbar,  Treasurer,  Pittsfield,  Mass.  William  L.  Adam, 
Clerk,  Pittsfield,  Mass. 

DiBECTOBS. 

William  G.  Backus,  Pittsfield,  Mass.  George  H.  Tucker,  Pittsfield,  Mass.  Wil- 
liam L.Adam,  Pittsfield,  Mass.    Thomas  F.  Plunkett,  Pittsfield,  Mass. 


PITTSFIELD  ELECTRIC   COMPANY. 
Pbincipal  Qfficebs. 
Alexander  Kennedy,  President,  Pittsfield,  Mass.    Alexander  Kennedy,  Treasurer, 
Pittsfield,  Mass.    William  L.  Adam,  Clerk,  Pittsfield,  Mass. 

DiBECTOBS. 

William  L.  Adam,  Pittsfield,  Mass.  Samuel  G.  Colt,  Pittsfield,  Mass.  Alexander 
Kennedy,  Pittsfield,  Mass.  Charles  E.  Merrill,  Pittsfield,  Mass.  Henry  R.  Peirson, 
Pittsfield,  Mass.  Arthur  H.  Rice.  Pittsfield,  Mass.  W.  A.  Whittlesey,  Pittsfield, 
Mass.  ^-^  J 
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PLYMOUTH    ELECTRIC  LIGHT  COMPANY. 
Pbxngipal  OnicBBS. 
A.  C.  Bent,  PreaiderU,  Taunton,  Mass.     E.  P.  Rowell,  Treamrer,  Plymouth, 
Mass.    Arthur  Lord,  CUrkt  Plymouth,  Maas. 

D1BBCTOB8, 
A.  C.  Bent,  Taunton,  Mass.     E.  P.  Rowell,  Plymouth,  Maas.    Arthur  Lord, 
Plymouth,  Mass.   Walter  L.  Boyden,  Plymouth,  Maas.   Samuel  Harlow,  Plymouth, 
Mass. 


PLYMOUTH   GAS  LIGHT  COMPANY. 
Principal  OnicBBa. 
Odiome  Swain,  PreMent,  Maiden,  Mass.    A.  Parker  Browne,  Treasurert  Maiden, 
Mass.    A.  Parker  Browne,  Clerks  Maiden,  Mass. 


DiBBCrOBB. 

Odiorne  Swain,  Maiden,  Mass.  John  C.  Hatch,  Hingham,  Mass.  Gorham 
Rogers,  Boston,  Mass.  Charles  T.  Frost,  Plymouth,  Mass.  A.  Parker  Browne, 
Maiden,  Mass. 


QUINCY  ELECTRIC   LIGHT  AND  POWER  COMPANY. 
Principal  Ofticbbs. 
John  Cashman,  PreHderU,  Quincy,  Mass.    Thomas  Fenno,  Viee-Pretideni,  Quincy. 
Mass.    Henry  M.  Faxon,  Treawrer,  Quincy,  Mass.    Alva  Morrison,  Clerks  Brain- 
tree,  Mass. 

D1BBGTOB8. 
John  Cashman,  Quincy,  Mass.     Henry  M.  Faxon,  Quincy,  Mass.     Thomas 
Fenno,  Quincy,  Mass.    Alva  Morrison,  Braintree,  Maas. 


SALEM  ELECTRIC  LIGHTING  COMPANY. 
Principal  Ofiicbbb. 
Charles  H.  Tenney,  PreMent^  Hartford,  Conn.    Albert  B.  Tenn^,  Firti  Vio&~ 
President,  Lexington,  Mass.,  and  D.  Edgar  Manson,  Second  Viee-Pretideni,  Brook- 
line,  Mass.    Elihu  A.  Bradley,  Treasurer,  Boston,  Mass.    Horace  P.  Wood,  Clerk, 
Brookline,  Mass. 

DiBKCTOBB. 

Charles  H.  Tenney,  Hartford,  Conn.  Albert  B.  Tenney,  Lexington,  Mass.  D. 
Edgar  Manson,  Brookline,  Mass.  Horace  P.  Wood,  Brookline,  Mass.  Herbert  C. 
Warren,  New  Haven,  Conn.  Edward  M.  Bradley,  New  Haven,  Conn.  Samuel  A. 
York,  New  Haven,  Conn.  Bernon  E.  Helme,  Kingston,  R.  I.  Philip  Cabot,  Boston, 
Mass.  Winthrop  Coflin,  Brookline,  Mass.  Charles  B.  Price,  Salem,  Mass.  Henry 
P.  Benson,  Salem,  Mass.    Oakes  Ames,  Milton,  Mass. 
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SALEM  GAS  LIGHT  COMPANY. 
Principal  Officebs. 
Henry  A.  Hale,  President,  Salem,   Mass.     Benjamin  W.  Sluman,  Treasurer^ 
Salem,  Mass.    Benjamin  W.  Sluman,  Clerk,  Salem,  Mass. 

DiBXCToas. 
Henry  A.  Hale,  Salem,  Mass.    Charles  F.  Prichard,  Lynn,  Mass.    Andrew  W. 
Bogers,  Beverly,  Mass.   John  H.  Smith,  Salem,  Mass.   Sidney  W.  Winslow,  Beverly, 
Mass.  

SHELBURNE  FALLS  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Pbincipal  Officbbb. 
Joseph  W.  Stevens,  Preeident,  Greenfield,  Mass.   George  W.  Lawrence,  Trecuurer, 
Greenfield,  Mass.    George  W.  Lawrence,  Clerk,  Greenfield,  Mass. 

DiBBCTOaS. 

Joseph  W.  Stevens,  Greenfield,  Mass.  George  W.  Lawrence,  Greenfield,  Mass. 
Charles  C.  Dyer,  Greenfield,  Mass.  Charles  S.  Davis,  Plymouth,  Mass.  Haller 
D.  Seavey,  Greenfield,  Mass.    

SOUTH  HADLEY  FALLS  ELECTRIC  LIGHT  COMPANY. 
'       Principal  Officers. 
C.  Fayette  Smith,  President,  Holyoke,  Mass.    Charles  W.  Dennett,  Trecuurer, 
South  Hadley  Falls,  Mass.    A.  C.  Paine,  Clerk,  Holyoke.  Mass. 

Directors. 
C.  Fayette  Smith,  Holyoke,  Mass.    C.  W.  Dennett,  South  Hadley  Falls,  Mass. 
A.  C.  Paine,  Holyoke,  Mass. 

SOUTH  HADLEY  GAS  COMPANY. 
Principal  Officers. 
Charles  A.  Gridley,  President,  South  Hadley,  Mass.    Alvin  L.  Wright,  Treasurer, 
South  Hadley,  Mass.    M.  L.  Welcker,  Clerk,  South  Hadley  Falls,  Mass. 

Directors. 
Charles  A.  Gridley,  South  Hadley,  Mass.    Alvin  L.  Wright,  South  Hadley,  Mass. 
M.  L,  Welcker,  South  Hadley  Falls,  Mass.    N.  E.  Preston,  South  Hadley,  Mass. 
Waldo  A.  Burnett,  South  Hadley,  Mass. 


SPENCER  GAS  COMPANY. 
Principal  Officers. 
Alfred  Clarke,  President,  Walpole,  N.  H.     Arthur  E.  Childs,  Vice-President, 
Harrisville,  N.  H.    Addis  M.  Whitney,  Treasurer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Framingham,  Mass. 

Directors. 
Alfred  Clarke,  Walpole,  N.  H.    Arthur  E.  Childs,  Harrisville,  N.  H.    Addis  M. 
Whitney,  Swampscott,  Mass.    George  F.  Howland,  Framingham,  Mass.    C.  Frank 
Whittemore,  Cambridge,  Mass. 
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SPRINGFIELD  GAS  LIGHT  COMPANY. 

Pbingipal  Ofvigebb. 

Charles  H.  Tenney,  PretiderU,  Hartford,  Conn.    Albert  B.  Tenney.  First  Vice- 

President,  Lexington,  Mass.    D.  Edgar  Manson,  Second  Vice-Preeident,  BrookUne , 

Mass.    Eugene  Milliken,  Treasurer,  Longmeadow,  Mass.   Horace  P.  Wood,  CferA, 

BrookUne,  Mass. 

D1BBCTOR8. 
Charles  H.  Tenney,  Hartford,  Conn.  D.  Edgar  Manson,  BrookUne,  Mass.  C.  L. 
Goodhue,  Springfield,  Mass.  WiUiam  G.  Wheat,  Springfield,  Mass.  Frederick 
Harris,  Springfield,  Mass.  Albert  B.  Tenney,  Lexington,  Mass.  Horace  P.  Wood, 
BrookUne,  Mass.  Herbert  C.  Warren,  New  Haven,  Conn.  Samuel  A.  York,  New 
Haven,  Conn.  Edward  M.  Bradley,  New  Haven,  Conn.  Bemon  E.  Helme,  Kings-  ' 
ton,  R.  I. 


STOCKBRIDGE  LIGHTING  COMPANY. 
Principal  Ofvtcbbs. 
Daniel  B.  Fenn,  Presidenit  Stockbridge,  Mass.    Charles  E.  HuU,  Treasurer,  Stock- 
bridge,  Mass.    Edward  T.  HuU,  Clerk,  Stockbridge,  Mass. 

D1BECTOB8. 
Daniel  B.  Fenn,  Stockbridge,  Mass.    Alexander  Sedgwick,  Stockbridge,  Mass. 
Edward  T.  HuU,  Stockbridge,  Mass.    Charles  E.  Hull,  Stockbridge,  Mass.    AUen 
T.  Treadway,  Stockbridge,  Mass. 


SUBURBAN  GAS  AND  ELECTRIC  COMPANY. 
Principal  Officxbs. 
Charles  H.  Tenney,  President,  Hartford,  Conn.    Albert  B.  Tenney,  First  Vics^ 
President,  Lexington,  Mass.     D.  Edgar   Manson,  Second  Vice-President,  Brook- 
line,   Mass.     Elihu  A.  Bradley,  Treasurer,  Boston,   Mass.     Horace   P.  Wood, 
Clerk,  BrookUne,  Mass. 

DiBBCTOaS. 

Charles  H.  Tenney,  Hartford,  Conn.  Albert  B.  Tenney,  Lexington,  Mass.  D. 
Edgar  Manson,  BrookUne,  Mass.  Horace  P.  Wood,  BrookUne,  Mass.  Edward  M . 
Bradley,  New  Haven,  Conn.  Herbert  C.  Warren,  New  Haven,  Conn.  Samuel  A . 
York,  New  Haven,  Conn.  Oakes  Ames,  Milton,  Mass.  Bemon  E.  Helme,  Kingis- 
ton,  R.  I. 


SUNDERLAND  ELECTRIC  LIGHT  AND  POWER  COMPANY. 
Principal  Officers. 
William  P.  Abbey,  President,  Sunderland,  Mass.    Ira  A.  Hoxie,  Vice-President, 
Sunderland,  Mass.    Eliza  P.  Abbey,  Treasurer,  Sunderland,  Mass.    Elisa  P.  Abbey, 
Clerk,  Sunderland,  Mass. 

Directors. 
William  P.  Abbey,  Sunderland,  Mass.    Ira  A.  Hoxie,  Sunderland,  Mass.    Fred- 
erick L.  Whitmore,  Sunderland,  Mass.    George  P.  Smith,  Sunderland,  Mass.   Elisa 
P.  Abbey,  Sunderland,  Mass. 
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SUNDERLAND  GAS  COMPANY. 
Principal  Officsbb. 
C.  F.  Clark,  President,  Sunderland,  Mass.    H.  G.  Sanderaon,  Vice-Prendent, 
Sunderland,  Mass.    M.  H.  Williams,  Treasurer,  Sunderland,  Mass.    F.  O.  Williams, 
Clerk,  Sunderland,  Mass. 

DiBEGTOBS. 

C.  F.  Clark,  Sunderland,  Mass.    H.  G.  Sanderson,  Sunderland,  Mass.    F.  O. 
Williams,  Sunderland,  Mass.    M.  H.  Williams,  Sunderland,  Mass. 


TAUNTON  GAS  LIGHT  COMPANY. 
Pbincipal  Officebs. 
William  C.  Davenport,  PreeiderUt  Taunton,  Mass.    Walter  T.  Soper,  Treasurer, 
Taunton,  Mass.    Walter  T.  Soper,  Clerk,  Taunton,  Mass. 

DiBXCTOBS. 

William  C.  Davenport,  Taunton,  Mass.    Frank  L.  Tinkham,  Taunton,  Mass. 
John  E.  Browne,  Taunton,  Mass.   Walter  T.  Soper,  Taunton,  Mass. 


UNION  ELECTRIC  LIGHT  COMPANY. 
Pbincipal  Officbbb. 
Eugene  P.  Rowell,  PrenderU,  Plsrmouth,  Mass.     Chaunoey  D.  Parker,  Vice- 
President,  Boston,  Mass.    Charles  R.  Adams,  Treasurer,  BrookUne,  Mass.    Edward 
C.  Mason,  CUrk,  Bedford,  Mass. 

DiBECTOBS. 

Eugene  P.  Rowell,  Plymouth,  Mass.  Chauncey  D.  Parker,  Boston,  Mass.  Bowen 
Tufts,  Arlington,  Mass. 

UNITED  ELECTRIC  LIGHT  COMPANY. 
Pbincipal  Officebs. 
Robert  W.  Day,  President,  Springfield,  Mass.    William  A.  Lincoln,  Treasurer, 
Springfield,  Mass.    William  A.  Lincoln,  Clerk,  Springfield,  Mass. 

DiBECTOBS. 

Charles  A.  Nichols,  Springfield,  Mass.  Andrew  B.  Wallace,  Springfield,  Mass. 
Alfred  Leeds,  Springfield,  Mass.  George  B.  Holbrook,  Springfield,  Mass.  Henry 
J.  Beebe,  Sprii^sfield,  Mass.  Robert  W.  Day,  Springfield,  Mass.  William  A. 
Lincoln,  Springfield,  Mass. 

VINEYARD  HAVEN  GAS  AND  ELECTRIC  LIGHT  COMPANY. 
Pbincipal  Officebs. 
Allen  A.  Brown,  President,  Boston,  Mass.    Eugene  Carpenter,  TreoMJorer,  Newton, 
Mass.    Eugene  Carpenter,  Clerk,  Newton,  Mass. 

DiBECTOBS. 

Allen  A.  Brown,  Boston,  Mass.  Eugene  Carpenter,  Newton,  Mass.  Arthur  K. 
Brown,  Boston,  Mass.  /^  i 
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VINEYARD  LIGHTING  COMPANY. 
Pkincipal  Officers. 
Allen  A.  Brown,  President,  Boston,  Mass.    Arthur  K.  Brown,  Vice^PreeitUnt, 
Boston,  Mass.    Eugene  Carpenter,  Tretisurerf  Newton,  Mass.    Eugene  Carpenter, 
Clerk,  Newton,  Mass. 

Directors. 
Allen  A.  Brown,  Boston,  Mass.     Arthur  K.  Brown,  Boston,  Mass.     Eugene 
Carpenter,  Newton,  Mass. 

WARE  ELECTRIC  COMPANY. 
Principal  Officers. 
Henry  K.  Hyde,  PreMeni,  Ware,  Mass.    Andrew  Biyson,  Vice-PresideirU,  Ware, 
Mass.    George  M.  C.  Barnard,  Treasurer,  Ware,  Mass.    George  M.  C.  Barnard, 
Clerk,  Ware,  Mass. 

Directors. 

Henry  K.  Hyde,  Ware,  Mass.    Andrew  Bryson,  Ware,  Mass.    E.  H.  Gilbert, 
Ware,  Mass.    Henry  8.  Thompson,  Concord,  Mass.    Philip  Cabot,  Boston,  MaaSw 


WEBSTER    AND    SOUTHBRIDGE    GAS    AND    ELECTRIC    COMPANY. 
Principal  Officers. 
Nathaniel  T.  Hurlbut,  PresiderU,  Webster,  Mass.    J.  W.  Dobbie,  Vice-President, 
Webster,  Mass.    Herbert  S.  Shaw,  Treasurer,  Webster,  Mass.     F.  W.  Johnson, 
CUrk,  Webster,  Mass. 

Directors. 
J.  W.  Dobbie,  Webster,  Mass.    N.  T.  Hurlbut,  Webster,  Mass.    F.  W.  Johnson, 
Webster,  Mass.    L.  E.  Pattifon,  Webster,  Mass.    Philip  Pearl,  Webster,  Mass. 
J.  H.  Piatt,  Dudley,  Mass.    H.  S.  Shaw,  Webster,  Mass. 


WESTBOROUGH  GAS  AND  ELECTRIC  COMPANY. 
Principal  Officers. 
Josiah  Q.  Bennett,  President,  Cambridge,  Mass.   Elihu  G.  Loomis,  Vice-President, 
Bedford,  Mass.    Paul  B.  Webber,  Treasurer,  Bedford,  Mass.    Edward  C.  Mason, 
Clerk,  Bedford,  Mass. 

Directors. 
Josiah  Q.  Bennett,  Cambridge,  Mass.    Elihu  G.  Loomis,  Bedford,  Mass.    Paul 
B.  Webber,  Bedford,  Mass.    Alonzo  P.  Weeks,  Winchester,  Mass.    Bowen  Tufts, 
Arlington,  Mass, 


WESTON  ELECTRIC  LIGHT  COMPANY. 
Principal  Officers. 
Percy  Warren,  President,  Weston,  Mass.   Francis  B.  Sears,  Vice-President,  Weston 
Mass.     Horace  S.  Sears,  Treasurer,  Weston,  Mass.    Horace  S.  Sears,  Clerk,  Weston, 
Mass. 

Directors. 
Justin  E.  Gale,  Weston,  Mass.    Francis  B.  Sears,  Weston,  Mass.    Horace  S. 
Sears,  Weston,  Mass.    Percy  Warren,  Weston,  Mass.    Robert  Winsor,  Weston, 
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WEYMOUTH  LIGHT  AND  POWER  COMPANY. 
Pbincipal  Officbbb. 
Jodah  Q.  Bennett,  PrenderU,^  Cambridge,  Mass.     Arthur  H.  Wellman,  Vice" 
President,  Topsfield,  Mass.    Charles  R.  Adams,  Trecuurer,  Brookline,  Mass.    Ed- 
ward C.  Mason,  Clerk,  Bedford,  Mass. 

DiBBCTOBB. 

Josiah  Q.  Bennett,  Cambridge,  Mass.  Arthur  H.  Wellman,  Topsfield,  Mass. 
Vincent  Goldthwaite,  Wellesley,  Mass.  Bowen  Tufts,  Arlington,  Mass.  Chauncey 
D.  Parker,  Boston,  Mass.  Daniel  M.  Easton,  Wesrmouth,  Mass.  Edward  L. 
Bennett,  Cambridge,  Mass.         

WILLIAMSTOWN  GAS  COMPANY. 
Pbincipal  Otficbbs. 
Alfred  Clarke,  PresiderU,  Walpole,  N.  H.     Arthur  E.  Childs,  Vic^Preeidenl, 
Harris^e,  N.  H.    Addis  M.  Whitney,  Treaturer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Framingham,  Mass. 

DiBECTOBS. 

Alfred  Qarke,  Walpole,  N.  H.  Arthur  E.  Childs,  Harrisville,  N.  H.  Addis  M. 
Whitney,  Swampscott,  Mass.  George  F.  Howland,  Framingham,  Mass.  C.  N. 
Bumell,  Maiden,  Mass.  

WINCHENDON  ELECTRIC  LIGHT  AND  POWER  COMPANY. 
Pbincipal  Officsbs. 
W.  M.  Whitney,  PresiderU,  Winchendon,  Mass.      F.  W.  Nourse,   Treaeurer, 
Winchendon,  Mass.    F.  W.  Nourse,  Clerk,  Winchendon,  Mass. 

DiBECTOBS. 

B.  D.  Whitney,  Winchendon,  Mass.  W.  M.  Whitney,  Winchendon,  Mass.  Ada 
M.  Whitney,  Winchendon,  Mass. 


WOBURN  GAS  LIGHT  COMPANY. 
Pbincipal  Officbbb. 
Frank  H.  Monks,  President,  Brookline,  Mass.    Richard  J.  Monks,  Treasurer, 
Boston,  Mass.    Richard  J.  Monks,  Clerk,  Boston,  Mass. 

DiBECTOBS. 

Frank  H.  Monks,  Brookline,  Mass.  Richard  J.  Monks,  Boston,  Mass.  George 
H.  Monks,  Boston,  Mass.  Livingston  Gushing,  Weston,  Mass.  John  W.  Johnson, 
Wobum,  Mass.  

WORCESTER  COUNTY  GAS  COMPANY. 
Pbincipal  Officbbs. 
Alfred  Clarke,  President,  Walpole,  N.  H.     Arthur  E.  Childs,  Vice-President, 
HarrisTille,  N.  H.    Addis  M.  Whitney,  Treasurer,  Swampscott,  Mass.    George  F. 
Howland,  Clerk,  Ftamingham,  Mass. 

DiBECTOBS.  • 

Alfred  Qarke.  Walpole,  N.  H.  Arthur  E.  Childs,  Harrisville,  N.  H.  Addis  M. 
Whitney,  Swampscott,  Mass.  George  F.  Howland,  Framingham,  Mass.  C.  N. 
Bumell,  Maiden,  Mass.  Digitized  by  LjOOQ IC 
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WORCESTER  ELECTRIC  LIGHT  COMPANY. 
PaiNciPAYi  Officebs. 
George  T.  Dewey,  President,  Worcester,  Mass.    H.  H.  Fairbanks,  Treasurer, 
Worcester,  Mass.    H.  H.  Fairbanks,  Clerkt  Worcester,  Mass. 

DiBECTORS. 

George  T.  Dewey,  Worcester,  Mass.  John  C.  Maclnnes,  Worcester,  Mass. 
Frank  L.  Goes,  Worcester,  Mass.  Edgar  Reed,  Worcester,  Mass.  M.  J.  Whittall, 
Worcester,  Mass.  R.  H.  Bullock.  Worcester,  Mass.  Chas.  E.  Hildreth,  Worcester, 
Mass.    J.  A.  Denholm,  Worcester,  Mass. 


WORCESTER  GAS  LIGHT  COMPANY. 
Principal  Officers. 
Charles  D.  Lamson,  President,  Worcester,  Mass.    James  P.  Hamilton,  Treasurer, 
Worcester,  Mass.    James  P.  Hamilton,  Clerk,  Worcester,  Mass. 

Directors. 
Charles  D.  Lamson,  Worcester,  Mass.    A.  G.  Bullock,  Worcester,  Mass.    Francis 
H.  Dewey,  Worcester,  Mass.    Albert  Wood,  Worcester,  Mass.    Samuel  B.  Wood- 
ward, Worcester,  Mass.    Thomas  B.  Eaton,  Worcester,  Mass. 


WORCESTER  SUBURBAN  ELECTRIC  COMPANY. 
Principal  Officers. 
Thomas  T.  Robinson,  President,  Dedham,  Mass.    Henry  S.  Thompson,  Ftoa- 
President,  Concord,  Mass.     Philip  Cabot,  Treasurer,  Boston,  Mass.     Lester  E. 
Flint,  Clerk,  Somerville,  Mass. 

Directors. 

W.  A.  L.  Baieley,  Uzbridge,  Mass.    Harold  J.  Cooledge,  Boston,  Mass.    Charles 

S.  Davis,  Pl3rmouth,  Mass.    Richard  W.  Hale,  Dover,  Mass.    Thomas  T.  Robinson. 

Dedham,  Mass.     Henry  S.  Thompson,  Concord,  Mass.    Philip  Cabot,  Boston, 

Mass.    Henry  T.  Whitins,  Northbridge,  Mass.    Lester  E.  Flint,  Somerville,  Mass, 
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APPENDIX  B- COMPANIES. 


Balance  Sheets,  Manufactuking  and  Profit  and  Loss 
•  Accounts  to  June  30,  1911. 

[From  the  returns  made,  as  corrected  by  the  Board.] 
For  localities  supplied  see  pages  96  and  110. 


THE  ELECTRIC  LIGHT   AND   POWER  COMPANY  OF  ABINGTON 
AND    ROCKLAND. 

Assets. 

Real  estate $29,021  53 

Steam  plant, 30,077  37 

Electric  plant, 45,160  88 

Electric  lines 108,361  21 

Transformers, 19,375  79 

Meters 27,358  47 

Arc  lamps 1,767  97 

Due  for  electricity, 11,493  08 

Fuel  on  hand, 1,276  64 

Carbons  on  hand, 17  50 

Oil  and  waste  on  hand 30  80 

Incandescent  lamps  on  hand,                         2,370  00 

Globes  on  hand, 8  50 

Other  materials  on  hand 11,951  23 

Motors  on  hand 10,849  12 

Fixtures,  tools,  etc.,  on  hand 260  00 

Automobiles, 1,589  19 

Sundry  accounts  due  the  company, 2,981  04 

Office  furniture, 358  50 

Cash  on  hand, 24,003  95 

Insurance, 962  98 

Investments, 2,293  60 

Total  assets,  as  per  books  of  the  company,    ....  $331,569  35 

Liabilities. 

Capital  stock, $189,000  00 

Bonds  issued 45,000  00 

Unpaid  bills 5,513  01 

Deposits, 5  30 

Premium  on  capital  stock 27,000  00 

Interest  accrued  but  not  due,     .......  312  50 

Reserve  fund, 2,990  40 

Depreciation  fimd, 35,000  00 

Amounts  due  from  the  company,  not  included  above,   .  3,323  37 

Total  liabilities,  as  per  books  of  the  company,        .         .         .  $308,144  58 

Profit  and  loss  balance 23,424  77 

$331,569  35 
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Operatins  expenaes: 
At  station,    . 
For  current  bought, 

distribution,    . 

management,  . 

taxes,     . 

incidentals, 


Manufactubing  Account. 


$1,888  63 
25.858  81 
24,224  92 
16,318  10 
4,788  69 
972  06 


Db. 


Or. 


Income  from  sale  of  light  and  power, 

other  sources. 
Balance  to  profit  and  loss, 


S74,051  21 


26.339  06 


$100,372  77 
17  60 


$100,390  27       $100,890  27 


Db. 


Pbopit  and  Loss  AccotJNT. 

Balance  June  30,  1910, 

Balance  of  manufactiuing  account, 

Interest  received,      ...... 

Rents,     ........ 

Interest  paid $3,120  71 

Dividends  declared, 15.120  00 

Depreciation  fund, 10.000  00 

Reserve  fund, 1,294  54 

Other  items 105  86 

Balance  June  30,  1911 23.424  77 


Cb. 

$26,395  06 

26.339  06 

127  06 

204  70 


$53,065  88         $53,065  88 


ADAMS  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas) $9,679  46 

Machinery  and  manufacturing  appliances  (gas),  ....  3.986  40 

Street  mains  (gas) 24.220  92 

Services  (gas), 15,645  28 

Meters  (gas) 10.238  48 

Due  for  gas 1,601  24 

Other  gas  materials  on  hand,      .......  400  00 

Gas  fixtures,  tools,  etc.,  on  hand,        ......  2,186  47 

Electric  lines 30,00^  44 

Transformers, .  6,632  36 

Meters  (electric), 6,160  40 

Arc  lamps 3.606  53 

Due  for  electricity, 2,335  37 

Carbons  on  hand, 25  63 

Incandescent  lamps  on  hand,      .......  680  72 

Globes  on  hand. 34  14 

Other  electric  materials  on  hand,         ......  249  89 

Motors  on  hand, 1,406  91 

Horses,  wagons,  etc.,          ........  132  50 

Sundry  accounts  due  the  company,     ......  3,884  22 

Office  furniture, 1,732  44 

Cash  on  hand, 1,518  56 

Total  assets,  as  per  books  of  the  company,    .                            ./^  $126,362  36 
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LlABILITiaS. 

CapiUl  stock ;         .  $60,000  00 

Notes  payable, 21,000  00 

Unpaid  bills, 6,949  09 

Deposits, 266  99 

Unpaid  dividends 1,800  00 

Premium  on  capital  stock, 3,416  00 

Interest  accrued  but  not  due,     .......  427  50 

Reserve  fund, 14,901  29 

Depreciation  fund, 9,703  00 

Amounts  due  from  the*company,  not  included  above,   .  506  26 

Total  liabilities,  as  per  books  of  the  company,        .         .         .  $118,970  13 

Profit  and  loss  balance, 7,392  23 


Operating  expenses  (gas) : 
At  works, 
For  gas  bought, 

distribution, 

management, 

taxes,     . 

incidentals. 


Manxtfacturino  Account. 


$50  70 

10,760  10 

2,000  03 

4,312  71 

620  84 

281  00 


$126,362  36 


Dr. 


Operating  expenses  (electric) : 

At  station,    . 

$49  05 

For  current  bought, 

7.759  87 

distribution,    . 

4,400  63 

management,  . 

4,312  66 

taxes,     . 

629  15 

incidentals. 

342  95 

$18,025  38 


Income  from  sale  of  gas,  .... 
sale  of  electric  light  and  power. 
Balance  to  profit  and  loss. 

Gas, 

Electric,        ...... 


Profit  and  Loss  Accottmt. 

Balance  June  30,  1910,       .... 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account, 

Rents, 

Other  items  of  income,       .... 

Interest  paid,   ...... 

Dividends  declared,  ..... 

Depreciation  fund,    ..... 

Reserve  fund,  ...... 

Other  items, 

Balance  June  30,  1911,       . 


17,494  31 


Cr, 


$18,223  73 

26,674  22 

198  35 

9.079  91 

$44,797  95 

$44,797  95 

NT. 

Dr. 

Cr. 

$30,425  52 

198  35 

9,079  91 

175  00 

1,272  96 

$839  71 

7,200  00 

9,703  00 

14,901  29 

1,115  51 

7,392  23 

$41,151  74 

,$41,151  74 
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ADAMS,  U.  8. 

(Townsend.) 

Manxtfagtusing  Account. 


Operating  expenses: 

Db. 

Ch. 

At  station 

$1,249  23 

For  distribution,    . 

138  61 

management,  . 

72  00 

52  45 

$1,1512  29 

Income  from  sale  of  light  and  power. 

. 

$2,506  60 

other  sources, 

. 

40  95 

Balance  to  profit  and  loss, . 

• 

1,035  26 
$2,547  55 

$2,547  55 

AMERICAN  WOOLEN  COMPANY. 

(Maynard.) 
Manufactubino  Account. 


Operating  expenses: 
At  station,    . 
For  distribution, 

management, 

taxes, 

incidentals, 


$5,420  00 

2,048  13 

2,600  50 

396  62 

649  63 


Income  from  sale  of  light  and  power,  . 
Balance  to  profit  and  loss, 


Dr. 


$11,114  88 
4,031  37 


Cr. 


$15,146  25 


$15,146  25    $15,146  25 


AMESBURY  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $26,915  88 

Steam  plant 47,803  08 

Electric  plant, 42.126  95 

Electric  lines. 25,143  78 

Transformers 6,521  18 

Meters 5,995  18 

Arc  lamps, 476  75 

Due  for  electricity 4,914  88 

Fuel  on  hand 3,763  00 

Carbons  on  hand, 20  87 

Oil  and  waste  on  hand, 29  07 

Incandescent  lamps  on  hand,  121  20 

Globes  on  hand, 14  32 

Other  materials  on  hand,  ........  980  25 

Motors  on  hand, 937  03 

Simdry  accounts  due  the  company 1,172  88 

OflBce  furniture, 736  66 

Cash  on  hand, 2,836  98 

Notes  receivable, 250  00 

Insurance,         ..........  .  367  14 

Total  assets,  as  per  books  of  the  company,    ....  $171,127  08 
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LiABiunsa. 

Capital  stock $70,300  00 

Bonds  issued, 70,000  00 

Notes  payable, 10,000  00 

Unpaid  bills 009  25 

Interest  accrued  but  not  due,  291  67 

Total  liabilities,  as  per  books  of  the  company,  $151,500  92 

Proat  and  loss  balance, 19,626  16 

$171,127  08 


Manufactubing  Account. 
Operating  expenses:  Db.  Cb. 

$14,103  66 
914  97 


At  station,    . 

For  current  bought, 

distribution,    . 

management,  . 

taxes, 

incidentals. 


4,173  20 
2,228  57 
1,141  56 
2,012  25 


$24,574  21 


Income  from  sale  of  light  and  power,  .  $40,362  35 

other  sources,         ....  1,111  25 

Balance  to  profit  and  loss 16,899  39 

$41,473  60         $41,473  60 

Pbofit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30,  1910, $16,214  08 

Balance  of  manufacturing  account,  16,899  39 

Other  items  of  income,      .....  62  68 

Interest  paid $3,942  25 

Dividends  declared. 3,181  66 

Depreciation,    .......  6,298  56 

Other  items 127  52 

Balance  June  30,  1911 19,626  16    

$33,176  15         $33,176  15 


AMSEBURY  AND   SALISBURY  GAS  COMPANY. 

Assets. 

Real  estate $6,725  16 

Machinery  and  manufacturing  appliances,   .....  66,826  36 

Street  mains, 86,011  18 

Meters 10,359  05 

Due  for  gas, 10,748  48 

Gas  coal  on  hand 866  75 

Coke  on  hand, 957  58 

Enrichers  on  hand 130  62 

Purifying  materials  on  hand,  150  00 

Other  materials  on  hand,  ........  25  00 

Stoves  on  hand, 281  12 

Fixtures,  tools,  etc.,  on  hand, 615  69 

Sundry  accounts  due  the  company,     ......  13,721  13 

Office  furniture, 315  23 

Cash  on  hand, 3,532  55 

Total  assets,  as  per  books  of  the  company,    ....  $201,265  90 
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LiABiunsB. 

Capital  stook $60,000  00 

Bonds  iflsued, 60,000  00 

Notes  payable 31,800  00 

Unpaid  bills 42,118  01 

Deposits 160  00 

Interest  aoonied  but  not  due, 625  00 

Total  liabilities,  as  per  books  of  the  company,  $104,693  91 

Profit  and.  loss  balance, 6,571  99 


$201,265  90 


Manufacturino  Account. 
Operating  expenses:  Dr.  Cb. 

$11,576  55 
841  78 


At  works, 

For  distribution,    . 

management,  . 

taxes, 

incidentals. 

Income  from  sale  of  gas,    . 
other  sources. 
Balance  to  profit  and  loss, 


2,887  24 

1,029  40 

105  36 


Profit  and  Loss  Account. 


Balance  Jime  30,  1910, 
Balance  of  manufacturing  account, 
Interest  paid,   .... 
Other  items,     .... 
Balance  June  30,  1011, 


$16,440  33 

$21,014  35 

971  95 

5.545  97 

$21,986  30 

$21,986  30 

NT. 

Dr. 

Cr. 

$5,962  02 

5.545  97 

$4,490  60 

445  40 

6,571  99 

$11,507  99 

$11,507  99 

AMHERST   GAS   COMPANY. 

Absbtb. 

Real  estote  (gas), $5,051  00 

Machinery  and  manufacturing  appliances  (gas) 23,284  63 

Street  mains  (gas) 20,953  00 

Services  (gas), 787  64 

Meters  (gas) 1,350  00 

Due  for  gas 1,770  79 

Coal  on  hand, 81  40 

Enrichers  on  hand, 171  50 

Other  gas  materials  on  hand 2,068  35 

Stoves  on  hand 453  77 

Gas  fixtures  on  hand 138  88 

Real  estate  (electric) 11,603  28 

Steam  plant  (electric), 36,715  00 

Electric  plant, 25,648  00 

Electric  lines 49,770  00 

Transformers, 7,742  00 

Meters  (electric) 9,216  00 

Arc  lamps 1.600  00 
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Due  for  electricity, .  $10,271  54 

Fuel  on  hand  (electric), 1,530  00 

Other  electric  materials  on  hand, 1,547  77 

Sundxy  accounts  due  the  company, 4,542  22 

Office  furniture 697  85 

Cash  on  hand, 4,963  73 


Total  assets,  as  per  books  of  the  company. 


$221,957  85 


LlABIUTIKS. 


Capital  stock,  . 
Bonds  issued,  . 
Notes  payable. 
Unpaid  bills,    . 


$100,000  00 
30,000  00 
67,919  87 
11,287  81 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance,      ..... 


Manxtpactubino  Account. 


Balance  to  profit  and  loss: 

Gas 

Electric, 


20,040  84 


PROPIT  AND  Loss   ACCOUNT. 


Balance  June  30,  1910, 

Balance  of  gas  manufacturing  account. 

Balance  of  electric  manufacturing  account, 

Rents 

Jobbing, 

Interest  paid,  ..... 
Dividends  declared,  .... 
Depreciation,  ..... 
Other  items,  ..... 
Balance  June  30,  1911, 


$209,207  68 
12,750  17 

$221,957  85 


Operating  expenses  (gas) : 

Db. 

Cb. 

At  works, 

$3,669  10 

For  distribution,    . 

839  51 

management,  . 

653  75 

taxes,     . 

719  17 

incidentals,    . 

349  00 

$6,230  53 

Operating  expenses  (electric) : 

At  station,    . 

$3,959  57 

For  current  bought, 

5,913  70 

distribution,    . 

6,087  47 

management,  . 

2,183  50 

taxes,     . 

1,078  76 

incidentals,     . 

456  50 

19,679  50 

Income  from  sale  of  gas,    . 

. 

$3,217  70 

sale  of  electric  ligh 

t  and  power, 

39,720  34 

3,012  83 


$45,950  87 

$45,950  87 

NT. 

Db. 

Cb. 

$12,157  50 

$3,012  83 

20,040  84 

80  00 

1.097  12 

4,304  48 

6,000  00 

4,422  27 

2,885  71 

12,750  17 

$33,376  46 

$33,375^ 
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ARLINGTON  GAS  LIGHT  COMPANY. 


Assets. 
Real  estate,      ...... 

Machinery  and  manufacturing  appliances,  . 
Street  mains,    ...... 

Services,  ...... 

Meters,    ....... 

Due  for  gas,     ...... 

Gas  coal  on  hand,     ..... 

Tar  on  hand,   ...... 

Enrichers  on  hand,    ..... 

Other  materials  on  hand,  .... 

Fixtures,  tools,  etc.,  on  hand,     . 

Horses,  wagons,  etc.,  .... 

Sundry  accounts  due  the  company. 

Office  furniture,         ..... 

Cash  on  hand,  ..... 


Total  assets,  as  per  books  of  the  company,    . 

Liabilities. 
Capital  stock,  ....... 

Bonds  issued,   . 

Notes  payable,  ...... 

Unpaid  bills,     ....... 

Deposits,  ....... 

Interest  accrued  but  not  due,      .... 

Amounts  due  from  the  company,  not  included  above. 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance,      ..... 


Manufactuking  Account. 


$26,134  00 

66,793  04 

177,057  63 

12.680  68 

24,357  80 

6,618  21 

1,278  05 

20  25 

191  00 

348  87 

4,665  58 

4,323  67 

10,473  92 

2,378  78 

8,488  92 

$345,810  40 

$100,000  00 

100,000  00 

138.000  00 

1,211  97 

1,593  06 

4.235  00 

612  99 

$345,653  02 

157  38 

$345,810  40 

Operating  expenses: 
At  works. 
For  disbribution,   . 

management, 

taxes, 

incidentals. 

Income  from  sale  of  gas,    , 
Balance  to  profit  and  loss, 


Db. 


Cb. 


$20,007  90 

3,917  92 

10,432  29 

1,653  37 

1,117  61 


$51,791  21 


$37,129  09 

14,662  12   

$51,791  21         $51,791  21 


Profit  and  Loss  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account, 

Interest  received. 

Jobbing, 

Other  items  of  income. 

Interest  paid,   . 

Dividends  declared, 

Balance  June  30,  1911, 


Db. 
$1,724  57 


11,871  32 

1,000  00 

157  38 


Cr. 

$14,662  12 

84 

89  31 

1  00 


$14,753  27         $14,753  27 
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ASHBY. 
(See  W.  O.  Loveland.) 


ATHOL  GAS  AND  ELECTRIC   COMPANY.    • 

ASSBTB. 

Real  estate  (gaa) •  $11,213  6& 

Machinery  and  manufacturing  appliances  (gas) 25,816  90- 

Street  mains  (gas), 24,207  02 

Services  (gas), 1.346  5& 

Meters  (gas) 3,589  01 

Due  for  gas 1.698  08 

Gas  coal  on  hand,      .........  89  25 

Enrichers  on  hand, 163  06 

Other  gas  materials  on  hand 1.541  20 

Stoves  on  hand, 669  33 

Gas  fixtures,  tools,  etc.,  on  hand, 801  73 

Real  estate  (electric), 31,549  57 

Water  power  plant, 42,514  20 

Steam  plant  (electric) 31.735  19 

Electric  plant 77,748  27 

Electric  lines 82,748  52 

Transformers, 14,066  97 

Meters  (electric) 15,388  13 

Street  lamps 7.864  34 

Due  for  electricity, 5,472  41 

Fuel  on  hand  (electric) 1.0fi3  00 

Carbons  on  hand 30  91 

Oil  and  waste  on  hand, 63  46 

Incandescent  lamps  on  hand,      .......  1,036  31 

Globes  on  hand, 13  68 

Other  electric  materials  on  hand, 2,261  32 

Motors  on  hand,        .........  1,509  77 

Electric  fixtures,  tools,  etc.,  on  hand, 804  14 

Horses,  wagons,  etc., 3,349  73 

Sundry  accounts  due  the  company, 8,490  77 

Office  furniture 1.637  15 

Cash  on  hand 2,429  80 

Interest  prepaid, 4,300  34 

Insurance,        ..........  1,606  73 

Investments.    ...........  3,027  43 

Work  in  process 207,960  22 

Total  assets,  as  per  books  of  the  company,    ....  $619,697  18 

Liabilities. 

Capital  stock, $214,300  00 

Bondaissued, 84.000  00 

Notes  payable 260.800  00 

Unpaid  bills 8.657  41 

Interest  accrued  but  not  due, 4.630  06 

Total  liabilities,  as  per  books  of  the  company,  $561,787  47 

Profit  and  loss  balance 57.909  71 

Digitized  by^l9.697  18> 


40a 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


MAKUTACTUBINa  ACOOtHtT. 


Operating  expenses  (gas) : 

Dr. 

Cr. 

At  works 

$7,003  40 

For  distribution,    . 

584  06 

management,  . 

2,182  23 

taxes,     .... 

673  61 

incidentals,      . 

349  62 

$10,792  92 

Operating  expenses  (electric) : 

At  station,    .... 

$18,138  82 

For  distribution,    . 

2,793  14 

management,  . 

4,139  69 

taxes,     .... 

2,713  18 

i 

incidentals. 

860  22 

28,646  06 

Income  from  sale  of  gas,    . 

$14,937  29 

sale  of  electric  light  and 

power, 

62,226  13 

Balance  to  profit  and  loss: 

Gas 

4,144  37 

Electric, 

33,680  08 

$77,162  42 

$77,162  42 

Profit  an] 

0  Loss  Account. 

Dr. 

Cr. 

Balance  June  30,  1910, 

$67,920  84 

Balance  of  gas  manufacturing  account 

f 

4,144  37 

Balance  of  electric  manufacturing  aoc< 

>unt. 

33.680  08 

Rents, 

714  77 

Jobbing,  . 

10,424  72 

Interest  paid,   . 

$20,146  86 

Dividends  declared,  . 

16,667  60 

Depredation,  . 

13,034  97 

Other  items,     . 

26  76 

Balance  June  30,  1911. 

67,909  71 

$106,784  78 

$106,784  78 

ATTLEBORO  GAS  LIGHT  COMPANY  CORPORATION. 

AflBvn, 

Real  estate, $41,961  98 

Machinery  and  manufacturing  appliances,  .....  43,646  30 

Street  mains 44,927  81 

Meters, 19,290  16 

Due  for  gas, 3,603  79 

Gas  coal  on  hand 12.838  00 

Coke  on  hand, 800  (X) 

Tar  on  hand, 620  00 

Enrichers  on  hand,    .........  404  00 

Purifying  materials  on  hand,       .......  620  (X) 

Other  materials  on  hand,   ........  1,490  93 

Stoves  on  hand,         ..........      327  60 

Fixtures  on  hand, 149  04 
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Sundry  accounts  due  the  company, 1874  60 

Office  furniture, 1,003  84 

Cash  on  hand, 12,238  51 

InveBtments, 2,700  00 


Total  aeaete,  as  per  books  of  the  company,    ....  $187,195  45 

Liabilities. 

Capital  stock $58,000  00 

Deposits, 6  09 

Premium  on  capital  stock, 14,500  00 


Total  liabilities,  as  per  books  of  the  company,  $72,506  09 

Profit  and  loss  balance, 114.689  36 


$187,195  45 


Manufacturino  Account. 
Operating  expenses:  Dr.  Cr. 

At  works. 
For  distributioQ, 
management, 
taxes,     . 
incidentals, 

Income  from  sale  of  gas, 

residuals, 

other  sources, 
Balance  to  profit  and  loss, 


Profit  and  Loss  Account, 


$41,560  70 

3,650  71 

8.128  54 

3,003  12 

130  67 

i,    .    .    .    . 

Balance  June  30.  1910, 
Balance  of  manufacturing  account. 
Interest  received. 
Rents,      . 

Jobbing, 

Dividends  declared,  . 

Other  items,     .... 

Balance  June  30,  1911, 


$56,473  74 

$63,647  76 

12,122  17 

33  12 

19,329  31 

$75,803  05 

$75,803  05 

NT. 

Dr. 

Cr. 

$100,142  82 

19,329  31 

315  36 

1,139  10 

965  14 

$6,960  00 

241  87 

114.689  36 

$121,891  23 

$121,891  23 

ATTLEBOROUGH  STEAM  AND   ELECTRIC   COMPANY. 

Assets. 

Real  estate $48,119  32 

Steam  plant, 81.634  98 

Electric  plant, 33.556  41 

Electric  lines, 51,202  25 

Transformers, 16,523' 22 

Meters, 13,900  58 

Arc  lamps, 1,276  62 

Due  for  electricity,    .    ' 13,244  36 

Fuel  on  hand, r^^W^^ 
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Carbons  on  hand 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand,      ...... 

Globes  on  hand,        ........ 

Other  materials  on  hand,   ....... 

Motors  on  hand,       ........ 

Fixtures,  tools,  etc.,  on  hand,     ...... 

Horses,  wagons,  automobiles,     ...... 

Sundry  accounts  due  the  company,     ..... 

Office  furniture,         ........ 

Cash  on  hand,  ........ 

Sinking  fund,    ......... 

Reserved  fund,  ........ 

Investments,    ......... 

Total  assets,  as  per  books  of  the  company,    ....       $331,558  53 

LlABIUTIBS. 

Capital  stock, $235,000  00 

Bonds  issued, 30,000  00 

Unpaid  bills, 2.106  80 

Deposits, 80  50 - 

Unpaid  dividends, 7,050  00- 

Interest  accrued  but  not  due,     .......  125  00 

Total  liabilities,  as  per  books  of  the  company,  $274,371  30 

Profit  and  loss  balance, 57,187  23 


$23  46 

25  21 

1,321  33 

25  32 

1,225  53 

1,627  30 

1,232  31 

1,815  02 

1,096  10 

1,318  30 

35,840  Sa 

11,334  08 

10,000  00 

1,500  00 

$331,558  53 


Manufacturing  Account. 
Operating  expenses:  Db.  Cr. 

$31,339  04 
4,840  94 


At  station,    . 
For  distribution, 

management, 

taxes, 

incidentals. 


14,597  04 
5,364  40 
1,411  31 


$57,552  73 


Income  from  sale  of  light  and  power,  .  .  $105,762  14 

Other  sources, 71  00- 

Balance  to  profit  and  loss 48,280  41 


$105,833  14       $105,833  14 

PRonr  and  Lobs  Account. 

Dr.  Cb. 

Balance  June  30,  1910, $51,890  49- 

Balance  of  manufacturing  account,  48,280  41 

Interest  received,      ......  1,718  07 

Rents 394  00 

Jobbing 75  88 

Interest  paid $1,500  00 

Dividends  declared, 28,200  00 

DeiSreciation 15,220  52 

Other  items 251  10 

Balance  June  30,  1911, 57,187  23 


$102,358  85       $102,358  85. 
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Operating  expenses: 
At  works, 
For  distribution,    . 
taxes, 

ATWOOD,   L.    S. 

Manufacturing  Account. 

$376  00 

35  00 

6  00 

Dr. 

$416  00 
146  25 

Income  from  sale  of  gas, 
Balance  to  profit  and  loss, 

Cr. 


$562  25 


$562  25 


$562  2& 


AYER  ELECTRIC   LIGHT  COMPANY. 

Assets. 
Real  estate,      ......... 

Steam  plant,     ......... 

Electric  plant,  ......... 

Electric  lines,   ......... 

Transformers,  ......... 

Meters,    .......... 

Arc  lamps,        ......... 

Due  for  electricity,    ........ 

Fuel  on  hand, 

Carbons  on  hand,      ........ 

Oil  and  waste  on  hand,      ....... 

Incandescent  lamps  on  hand,      ...... 

Globes  on  hand,        ........ 

Other  materials  on  hand,  ....... 

Motors  on  hand,       ........ 

Sundry  accounts  due  the  company, 

Office  furniture, 

Cash  on  hand,  ........ 

Investments,    ......... 

Total  assets,  as  per  books  of  the  company,    . 


$2,915  5& 

8,029  64 

8,787  14 

21.058  4& 

2,602  8a 

5,782  72 

588  57 

1,111  91 

300  Oa 

52  90 

33  70 

304  41 

27  02 

313  36 

486  00. 

554  69 

190  4a 

1.732  02 

1,000  OO 

$55,871  54 

Liabilities. 

Capital  stock, $30,000  OO 

Bonds  issued 8,500  00 

Notes  payable 11,000  OO 

Unpaid  bills, 220  13 

Deposits, 115  OO 

Unpaid  dividends,     .........  450  00 

Interest  accrued  but  not  due,  441  67 

Amounts  due  from  the  company,  not  included  above,   ...  79  6a 

Total  liabilities,  as  per  books  of  the  company,  $50,806  4a 

Profit  and  loss  balance, 5,065  06 
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Operating  ezpenaes: 
At  station,    . 
For  distribution, 
management, 
taxes,     . 
incidentals, 


Manufactxtbino  Account. 


$4,518  06 

1,276  67 

1,986  41 

118  95 

199  76 


Income  from  sale  of  light  and  power, 
Balance  to  profit  and  loss, 


Db. 


$8,098  85 
5,050  19 


Profit  and  Loss  Account. 

Balance  June  30,  1910 

Balance  of  manufacturing  account, 

Interest  received,      ...... 

Rents, 

Jobbing,  ........ 

Interest  paid 

Dividends  declared,  ...... 

Other  items.     ....... 

Balance  June  30,  1911 


Dr. 


$1,088  41 

1,725  00 

89  41 

5,065  06 


Cb. 


$13,149  04 


$13,149  04         $13,149  04 


$7,967  88 


Cr. 

$2,276  34 

5,050  19 

8  11 

96  00 

537  24 


$7,967  88 


BALLOU.   G.   M. 

(Shirley.) 

Manufactubinq  Accoxtntb. 


Operating  expenses: 

At  station 

For  distribution,    . 

taxes 

incidentals. 

$1,718  00 

100  00 

91  40 

55  00 

Dr. 

$1,964  40 
1,476  15 

Cr. 

Income  from  sale  of  light  and  power. 
Balance  to  profit  and  loss, 

. 

$3,440  55 

$3,440  55 

$3,440  55 

BARNSTABLE. 
(See  Cotuit  and  Htannis.) 

BARRE  ACETYLENE  GAS  COMPANY. 

Assets. 

Real  estate $351  96 

Machinery  and  manufacturing  appliances,  .....  335  17 

Street  mains,    .                            1,756  99 

Meters 108  09 

Due  for  gas ^     272  96 
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Carbide  on  hand,      ........ 

Stoves  on  hand,         ........ 

Fiztures,  tools,  etc.,  on  hand 

Siindiy  accounts  due  the  oompany, 

Cash  on  hand, 

Total  assets,  as  per  books  of  the  company,    . 

Liabilities. 
Capital  stock 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance,      ....... 


45a 


Manufactubino  Account. 
Operating  expenses: 

At  works $1,540  19 

For  distribution,    .         .  449  37 

management,  ...  23  82 

taxes,      ....  126  45 

Income  from  sale  of  gas,    ..... 
Balance  to  profit  and  loss,  .... 

Pbofit  and  Loss  Account. 

Balance  June  30,  1910,       .... 
Balance  of  manufacturing  account, 
Capital  stock  surrendered  and  cancelled. 
Dividends  declared,  ..... 

Depredation, 

Other  items,     ...... 

Balance  June  30,  1911 


Db. 


$2,139  83 


$2,139  83 


$110  25 

6  00 

38  50 

2  10 

326  26 

$3,308  37 
$2,400  00 

$2,400  00 
908  37 

$3,308  37 
Cb. 

$2,134  18 
5  65 

$2,139  83 


Db. 

Cb. 

$1,668  06 

$5  65 

4.800  00 

400  00 

5,104  40 

49  64 

908  37 

$6,468  06 

$6,468  06 

BERNARDSTON  ACETYLENE  LIGHT  COMPANY. 
(Unincorporated.) 

ASSSTS. 

Real  estate $500  00 

Machinery  and  manufacturing  appliances,   .....  1,000  00 

Street  mains, 1,207  15 

Meters 253  41 

Due  for  gas, 56  28 

Other  materials  on  hand,  ........  47  25 

Fixtures,  tools,  etc.,  on  hand, 91 

Sondiy  accounts  due  the  oompany, 18  75 

Cash  on  hand,           .........  56  55 

Total  assets,  as  per  books  of  the  company,    ....  $3,140  30 
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LlABUiZTIBS. 

Capital  stock,  ....... 

Notes  payable,  ...... 

Interest  due  but  not  paid,  .... 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance,      ..... 


Manupacturinq  Account. 


$2,300  00 

300  00 

4  60 

$2,804  50 
635  80 

$3,140  30 
Cr. 

Operating  expenses: 

Dr. 

Cr. 

At  works,      .... 

$348  46 

For  distribution,    . 

116  73 

management,  . 

73  45 

taxes 

8  50 

$547  13 

Income  from  sale  of  gas,    . 

. 

$514  84 

other  sources, 

. 

4  28 

Balance  to  profit  and  loss. 

. 

28  01 

$547  13 


$547  13 


Profit  and  Loss  Accoxtnt. 

Balance  June  30,  1910,       .... 
Balance  of  manufacturing  account. 

Interest  paid, 

Balance  June  30,  1911 


Dr. 

Cr. 

$581  81 

$28  01 

18  00 

535  80 

$581  81 


$581  81 


BEVERLY  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas), $102,453  34 

Machinery  and  manufacturing  appliances  (gas),   ....  37,269  60 

Street  mains  and  services  (gas),           ......  113,069  52 

Meters  (gas) 22,004  84 

Due  for  gas, 5,533  67 

Gas  coal  on  hand 6,568  44 

Coke  on  hand, 98  00 

Tar  on  hand 1,575  00 

Enrichers  on  hand, 176  00 

Other  gas  materials  on  hand,  18  00 

Stoves  on  hand 1,393  21 

Real  estate  (electric) 35,630  02 

Steam  plant  (electric), 51,975  50 

Electric  plant, 48,030  94 

Electric  lines 76,193  71 

Transformers, 12,395  30 

Meters  (electric) 14,231  75 

Arc  lamps 3,943  63 

Due  for  electricity, 7,825  73 

Fuel  on  hand  (electric), 3,230  50 

Motors  on  hand 100  79 

Automobiles ^,g,,edbyGcr^gl?« 
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Sundry  aooounts  due  the  company,     ......  $3,114  95 

Office  furniture 2,087  66 

Cash  on  hand 23.748  75 

Notes  receivable, 4,400  00 

Investments 500  00 


Total  assets,  as  per  books  of  the  company,    ....  $570,080  01 

Liabilities. 

Capital  stock $285,900  00 

Special  stock 11,800  00 

Deposits 1,480  00 

Premium  on  capital  stock,          .......  95,130  00 

Total  liabilities  as  per  books  of  the  company,  $394,310  00 

Profit  and  loss  balance 185,679  01 


Manufacturino  Account. 


$579,989  01 


Operating  expenses  (gas) : 

Dh. 

Or. 

At  works,      .... 

$42,336  95 

For  distribution,    . 

10,004  22 

management,  . 

5,346  32 

taxes,     .... 

3.231  12 

incidentals,      . 

975  44 

$61,893  05 

Operating  expenses  (electric) : 

At  station 

$29,556  77 

For  distribution,    . 

14.620  86 

management,  . 

6,434  31 

taxes,     .... 

6.462  24 

incidentals,      . 

2,940  27 

60.014  45 

Income  from  sale  of  gas,    . 

,          , 

$70,404  15 

residuals. 

14.177  18 

other  sources  (gas), 

. 

203  67 

sale  of  electric  light  and 

power, 

117,678  58 

other  sources  (electric),  . 

,          . 

2.454  09 

Balance  to  profit  and  loss: 

Gas 

22.891  95 

Electric, 

60,118  22 

$204,917  67 

$204,917  67 

Profit  and  Loss  Account. 

Dr. 

Cr. 

Balance  June  30.  1910,       . 

. 

$159,751  56 

Balance  of  gas  manufacturing  account 

22.891  95 

Balance  of  electric  manufacturing  account. 

60.118  22 

Interest  received,      .... 

1,676  34 

Rents, 

84  00 

Interest  paid, 

$974  56 

Dividends  declared,  .... 

34,308  00 

Depreciation, 

23.393  70 

Other  items 

166  80 

Balance  June  30,  1911, 

185,679  01 

$244,522  07 

$244,522  0^ 
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BLACK8T0NE  ELECTRIC  LIGHT  COMPANY. 

A88BT8. 

Machinery  and  manufaoturing  applianoes  (gas),  ....  $2,250  00 

Street  mains  (gas) 6,324  88 

Services  (gas), 1,403  45 

Meters  (gas) 1,475  23 

Due  for  gas 348  69 

Electric  lines, 12,834  96 

Transformers, 1,469  64 

Meters  (electric), 1,369  27 

Arc  lamps 843  78 

Due  for  electricity, 788  89 

Horses,  wagons,  etc.,          ........  24  65 

Cash  on  hand, 2.712  84 

Taxes  prepaid, 102  69 

Insurance,        ..........  12  64 

Total  assets,  as  per  books  of  the  company,    .  $32,021  61 

Profit  and  loss  balance, 11,015  12 


$43,036  73 


Liabilities. 

Capital  stock $10,000  00 

Notes  payable, 27,585  45 

Unpaid  bills 5,176  92 

Deposits 51  00 

Amounts  due  from  the  company,  not  included  above,   .  223  36 


Total  liabilities,  as  per  books  of  the  company. 


$43,036  73 


Manufactubino  Account. 


Operating  expenses  (gas) : 

Dr. 

For  gas  bought,     . 

$2,116  66 

distribution,    . 

141  88 

management,  . 

154  99 

taxes,      . 

268  31 

incidentals, 

30  00 

$2,711  84 

Operating  expenses  (electric) : 

For  current  bought. 

$5,798  12 

distribution,    . 

1,515  60 

management,  . 

920  90 

taxes,     . 

321  92 

inddentalB, 

139  45 

8,695  99 

. 

sale  of  electric  ligh 

t  and  power. 

Balance  to  profit  and  loss: 

Gas 

1,203  31 

Electric 

605  77 

Cr. 


$3,915  15 
9,301  76 
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Pbofit  and  Loss  Account. 

Balance  June  30,  1910,       . 

Balance  of  gas  manufacturing  account, 

Balance  of  electric  manufacturing  account, 

Interest  received, 

Interest  paid,   ...... 

Balance  June  30,  1911,       .... 


Dr. 

Cb. 

$11,217  83 

$1,203  31 

606  77 

24  65 

1.631  02 

11,015  12 

$12,848  85 

$12,848  85 

BLOCK  PLANT  ELECTRIC   LIGHT   COMPANY. 


(Boston.) 
Abbbts. 


Steam  plant,  .... 
Electric  plant,  .... 
Electric  lines,  .... 

Meters 

Arc  lamps.        .... 

Due  for  electricity,    . 

Fuel  on  hand,  .... 

Carbons  on  hand, 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  hand. 

Fixtures,  tools,  etc.,  on  hand, 

Sundry  accounts  due  the  company, 

Cash  on  hand. 


$9,595  06 

7  894  61 

4.363  52 

2,541  04 

1,800  77 

3,724  31 

25  25 

13  26 

29  74 

220  20 

52  00 

68  64 

411  68 


Investments, 13,616 


Total  assets,  as  per  books  of  the  company, 
Liabilities. 


Capital  stock,  . 

Notes  payable. 

Unpaid  bills,    . 

Deposits. 

Interest  due  but  not  paid, 


$44,447  06 


$9,500  00 

17,000  00 

563  34 

159  25 

425  00 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Manufacturinq  Account. 


$27,647  59 
16,799  47 

$44,447  06 


Operating  expenses: 

Dr. 

Cb. 

At  station 

$20,102  93 

For  distribution,    . 

1,174  27 

management,  . 

613  28 

taxes,     .... 

30  08 

incidentals,     . 

264  37 

$22,184  93 

Income  from  sale  of  light  and  power. 

. 

$21,420  58 

other  sources. 

. 

4,125  44 

Balance  to  profit  and  loss. 

*          *          • 

3,361  09 

$25,546  02 

$25,546  02 
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Profit  and  Loss  Accoxtnt. 


Balance  June  30,  1010, 

Balance  of  manufacturing  account, 

Interest  received, 

Other  items  of  income. 

Interest  paid, 

Other  items,     .... 

Balance  June  30,  1913, 


Dr. 

Cr. 

$13,668  11 

3,361  09 

608  56 

89  84 

$850  00 

78  13 

16,799  47 

$17,727  60         $17,727  60 


BOSTON   CONSOLIDATED   GAS  COMPANY. 

Assets. 

Real  estate $5,802,096  89 

Machinery  and  manufacturing  appliances, 6,466,498  47 

Street  mains 9,884.762  81 

Services 1.414,316  02 

Meters 1,406,584  10 

Due  for  gas 161,164  48 

Gas  coal  on  hand, 59,293  14 

Coke  on  hand 137,837  61 

Tar,  etc.,  on  hand 19,787  15 

Enrichers  on  hand,              ........  87,532  94 

Purifying  materials  on  hand, 9,395  36 

Other  gas  and  electrio  materials  on  hand,    .....  261,805  65 

Stoves 271,578  66 

Horses,  wagons,  etc.,          ........  50,090  68 

Sundry  accounts  due  the  company,     ......  42,673  48 

Office  furniture, 46,088  07 

Cash  on  hand, 89,173  77 

Notes  and  bonds  receivable,       .......  330  00 

Interest  prepaid, 2,550  00 

Insurance,         ...........  4,458  68 

Printing  plant, 6,734  41 


Total  assets,  as  per  books  of  the  company,    ....  $26,224,752  37 


Liabilities. 

Capital  stock $15,124,600  00 

Notes  payable 1,698,629  65 

Unpaid  bills, 206,270  34 

Deposits 150,699  58 

Reserved  fund, 16,545  46 

Premium  on  capital  stock, 8,893,264  80 

Amounts  due  from  the  company,  not  included  above,   .                   .  87,195  93 

Total  liabilities,  as  per  books  of  the  company,                            .  $26,177,205  76 
Profit  and  loss  balance 47,546  61 
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Manufacturing  Account. 


Operating  expenses: 
At  works, 
For  gas  bought, 

distribution, 

management, 

taxes,     . 

incidentaLs, 

Income  from  sale  of  gas, 

residuals, 
Balance  to  profit  and  loss: 


$771,411  16 

688.199  86 

417,426  40 

320,931  14 

390.000  00 

30,017  20 

as 

J. 

Dr. 


$2,617,985  76 


Cr. 


1.339.857  17 


$3,930,832  21 
27,010  72 


$3,957,842  93    $3,957,842  93 


Profit  and  Loss  Account. 


Dr. 

Cr. 

Balance  June  30,  1910 

$267,712  58 

Balance  of  manufacturing  account. 

1,339,857  17 

Interest  received. 

4,797  43 

Rents,      . 

12,990  76 

Jobbing.  . 

4,198  66 

Interest  paid,   . 

$70,649  85 

Dividends  declared, 

1,361,214  00 

Depreciation,    . 

69,140  72 

Reserve  fund,  . 

50,000  00 

Other  items,     . 

31,005  42 

Balance  June  30,  1911, 

47,546  61 

BRIDGES 

$1,629,556  60 
COMPANY. 

$1,629,556  60 

(J.  B.)   AND 

(South  Deerfield.) 

Assets. 

Electric  lines, 

$3,929  20 

Transformers, 

779  58 

Arc  lamps, 

790  02 

Incandescent  lamps  on  hand,      ..<.... 

7  65 

Other  materials  on  hand, 

60  80 

Fixtures,  tools,  etc.,  on  hand, 

65  25 

Office  furniture, 

15  00 

Total  assets,  as  per  books  of  the  company 

$5,647  50 

LlARILITIES. 

Capital  invested, 

$5,647  50 

Total  liabilities. 

as  pe 

rbool 

DS  of  t 

he  CO] 

oipani 

f,        .         .         . 

$5,647  50 

Manufacturing  Account. 


Operating  expenses: 

For  current  bought, 

$1,849  90 

distribution,    . 

386  35 

management,  . 

50  00 

taxes,     . 

30  37 

Dr. 


Cr. 


$2,316  62J  by  Google 
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Inoome  from  sale  of  light  and  power,  . 

other  sources, 
Balance  to  profit  and  loss, 

$4,046  00  $4,046  00 

PBOriT  AND  Loss  ACCOUNT. 

Db.  Cb. 

Balance  of  manufacturing  account,      .                   .  $1,729  38 

Dividends  declared, $1,729  38 


Da. 

Cr. 

$3,928  50 

117  60 

$1,729  38 

$1,729  38  $1,729  38 


BROCKTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $61,044  40 

Machineiy  and  manufacturing  appliances 282,773  26 

Street  mains, 238,405  18 

High  candle  power  lamps, 39,814  27 

Services, 56,986  65 

Meters, 87,140  41 

Due  for  gas, 25,443  10 

Gas  coal  on  hand, 1,371  96 

Gas  on  hand, 101  15 

Tar  on  hand, 552  10 

Enrichers  on  hand, 2,025  44 

Purif3nu[ig  materials  on  hand,      .......  400  00 

Other  materials  on  hand, 6,921  64 

Stoves  on  hand, 4,100  00 

Fixtures,  tools,  etc.,  on  hand, 0,908  53 

Horses,  wagons,  etc., 3,347  58 

Sundry  accounts  due  the  company, 5,828  81 

Office  furniture, 1,394  91 

Cash  on  hand,           .       « 33,359  44 

Insurance, 617  54 

Investments 36,712  65 


Total  assets,  as  per  books  of  the  company $898,249  02 

Liabilities. 

Capital  stock, $559,000  00 

Bonds  issued 100,000  00 

Notes  payable, 167,712  09 

Unpaid  bills 16,621  46 

Deposits 3,088  40 

Unpaid  dividends 8.385  00 

Interest  accrued  but  not  due 2.083  33 

Total  liabilities,  as  per  books  of  the  company,  $856,801  27 

Profit  and  loss  balance, 41,357  75 


$898,2^9  02 
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Operating  expenses: 

At  works. 

For  distribution, 
management, 
taxes,     . 
incidentals, 


MANU7ACTI7BnrG  AcCOUMT. 

$108,579  76 

40,260  19 

14,189  95 

11,374  52 

3.477  66 


Income  from  sale  of  gas,    . 
residuals, 
other  sources. 

Balance  to  profit  and  loss, 


Dr. 


$177,881  98 


59,024  57 


Cb. 


$234,120  21 

2.737  26 

49  08 


$236,906  55       $236,906  55 


Pbofit  and  Lobs  Account. 

Db. 

Balance  June  30,  1910, 

Balance  of  manufacturing  account, 

Interest  received 

Rents,      ........ 

Jobbing,  ........ 

Other  items  of  income,       ..... 

Interest  paid $12,549  84 

Dividends  declared 33,540  00 

Depreciation, 14,000  00 

Other  items,     . 382  73 

Balance  June  30,  1911, 41,357  75 


Cb. 

$41,199  82 

59,024  57 

272  23 

456  00 

861  25 

16  45 


$101,830  32       $101,830  32 


BUZZARD'S  BAY  ELECTRIC  COMPANY. 
(Fahnouth.) 

Assets. 

Real  estate, $2.348  97 

Steam  plant 4.957  03 

Electric  plant, 3,284  44 

Electric  lines 15,266  52 

Transformers. 1.070  86 

Due  for  electricity 976  36 

Oil  and  waste  on  hand. 30  27 

Incandescent  lamps  on  hand, 106  08 

Fixtures,  tools,  etc.,  on  hand 20  93 

Sundry  accounts  due  the  company,    .  10.908  50 

Cash  on  hand, 910  34 

Total  assets,  as  per  books  of  the  company $39,880  30 

Profit  and  loss  balance, 1,975  71 


Digitized  by 


$41,856  01 
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LlABIUTIES. 

Capital  stock, $11,000  00 

Notes  payable 4,092  83 

Unpaid  bills 1,035  83 

Deposits, 201  80 

Interest  accrued  but  not  due,    .......  71  02 

Amounts  due  from  the  company,  not  included  above,  .  25,453  98 

Total  liabilities,  as  per  books  of  the  company,  $41,856  01 

NfANXTFACTUBINO   ACCOUMT. 

Operating  expenses:  Db.  Cb. 

At  station,    ....  $4,238  38 

For  distribution.    ...  335  30 

management,  .         .         .  141  16 

taxes,     ....  91  80 

$4,806  64 

Income  from  sale  of  light  and  power,  $6,337  42 

other  sources,         ....  8  61 

Balance  to  profit  and  loss,  ....  1,539  39 


Pbofit  and  Loss  Account. 


Balance  June  30,  1910, 
Balance  of  manufacturing  account. 
Rents,      ..... 
Interest  paid,   .... 
Balance  June  30,  1911, 


$6,346  03 

$6,346  03 

NT. 

Db. 

Cb. 

$2,384  45 

$1,539  39 

550  00 

1,680  65 

1.975  71 

$4,065  10 

$4,065  10 

CAMBRIDGE  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate $210,527  04 

Steam  plant. 312,344  12 

Electric  plant, 119.755  09 

Electric  lines, 408,865  98 

Transformers, 44.638  34 

Meters. 43.888  85 

Arc  lamps. 15,362  20 

Due  for  electricity. 43.486  73 

Fuel  on  hand, 7.264  55 

Carbons  on  hand.      .........  9  77 

Incandescent  lamps  on  hand,      .......  13,762  02 

Globes  on  hand.        .........  1  97 

Other  materials  on  hand. 18,173  75 

Horses,  wagons  and  automobiles,         ......  5,145  65 

Sundry  accounts  due  the  company. 3.488  47 

Office  furniture 2.419  51 

Cash  on  hand,                                        117,144  64 

Notes  receivable, 1,025  00 

Total  assets,  as  per  books  of  the  company $1,367,303  68 

.  Digitized  by  VjOOQ IC 


1912.]  PUBUC  DOCUMENT  — No.  35.  55o 


LlABIUTIEB. 

Capital  stock $850,000  00 

Unpaid  bills 26.237  76 

Deposits, 2,631  95 

Reserved  fund, 90,000  00 

Plremium  on  capital  stock, 270,000  00 

Total  liabilities,  as  per  books  of  the  company,                           .  $1,238,869  71 

Profit  and  loss  balance, 128,433  97 


$1,367,303  68 


Manttfacturino  Account. 
Operating  expenses:  Dr.  Cb. 

$85,251  82 
217  98 


At  station,    . 

For  current  bought, 

distribution,    . 

management, 

taxes,     . 

incidentals, 


61,687  91 

21.124  25 

35.583  42 

7,408  90 


$211,274  28 


Income  from  sale  of  light  and  power,  $385,287  13 

Balance  to  profit  and  loss,  ....  174,012  85 


$385,287  13       $385,287  13 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1910, $110,267  04 

Balance  of  manufacturing  account,      .  174,012  85 

Interest  received, 613  28 

Rents 2,826  93 

Interest  paid, $378  67 

Dividends  declared, 82.500  00 

Depreciation 30,000  00 

Reserve  fund 45,000  00 

Other  items, 1,407  46 

Balance  June  30.  1911 128,433  97 


$287,720  10       $287,720  10 


CAMBRIDGE  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $374,379  05 

Machinery  and  manufacturing  appliances,   .....  1,293,756  56 

Street  mains, 649.927  83 

Meters. 100,000  00 

Due  for  gas 19,944  44 

Gas  coal  on  hand, 62,093  21 

Coke  on  hand, 2.700  00 

Enrichers  on  hand,    .........  1.664  55 

Purifying  materials  on  hand, 2,030  72 

Other  materials  on  hand, 73,585  19 

Stoves  on  hand 5,676  46 
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Automobiles, $3,500  00 

Sundry  accounts  due  the  company,     ......  35,659  89 

Cash  on  hand, 35,362  61 

Investments, 27,000  00 


Total  assets,  as  per  books  of  the  company. 


$2,687,280  51 


LlABXLITUBS. 

Capital  stock $1,200,000  00 

Notes  payable,  ........ 

Unpaid  bills,    .  .     ^ 

Deposits, 

Unpaid  dividends,     ........ 

Interest  accrued  but  not  due,     ...... 

Reserved  fund, 

Premiums  on  capital  stock. 

Amounts  due  from  the  company,  not  included  above,   . 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


MANTTFACTUBINa  ACCOUNT. 


Operating  expenses: 
At  works, 
For  distribution, 

management, 

taxes, 

incidentals. 


Income  from  sale  of  gas,    . 
residuals, 
other  sources. 

Balance  to  profit  and  loss, 


Db. 


$295,446  35 
89,499  08 
38.427  03 
55,360  54 
10.900  02 


$489,633  02 


191,140  27 


402,100  00 

6,122  51 

20,659  99 

5  00 

2,441  66 

10,000  00 

475,965  50 

10,964  84 

$2,128,259  50 

559,021  01 

$2,687,280  51 

Cb. 

$612,579  55 

68,188  24 

5  50 


$680,773  29       $680,773  29 


Profit  and  Loss  Account, 

Balance  June  30,  1910 

Balance  of  manufacturing  account. 

Interest  received,       ...... 

Rents, 

Jobbing,  ....... 

Other  items  of  income,       ..... 

Interest  paid,   ....... 

Dividends  declared,  ...... 

Depreciation,    ....... 

Other  items,     ....... 

Balance  June  30.  1911, 


Db. 


$18,647  48 

132.000  00 

24,249  23 

4,602  41 

559,021  01 


Cb. 

$543,532  16 

191,140  27 

1,014  73 

746  49 

1,677  79 

408  69 


$738,520  13   $738,520  13 
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CAPE  LIGHT.  HEAT  AND  POWER  COMPANY. 
(Provinoetown.) 

Absbts. 

Real  estete, 19.233  65 

Eleetrie  plant, 24,090  68 

Electric  lines, 10,321  55 

Transformers, 1,230  71 

Meters, 1,300  52 

Arc  lamps 117  00 

Electric  pump, 2,400  00 

Due  for  electricity 785  84 

Fuel  on  hand, 45  00 

Oil  and  waste  on  hand 40  25 

Incandescent  lamps  on  hand 145  85 

Fixtures,  tools,  etc.,  on  hand 148  50 

Office  furniture 103  00 

Cash  on  hand, 567  09 

Total  assets,  as  per  books  of  the  company,    ....  S50,529  64 

Profit  and  loss  balance, 990  90 

S51,520  54 

LlABILlTXBS. 

Capital  stock, $35,000  00 

Bonds  issued 14,000  00 

Notes  payable, 2,125  00 

Unpaid  bills 395  54 

Total  liabilities,  as  per  books  of  the  company,                  .         .  $51,520  54 

Manufactubiko  Account. 

Operating  expenses:                                                                 Db.  Cb. 

At  station,    ....  $3,808  10 

For  distribution,    .         .         .  1,777  83 

manafement,  .  1,435  50 

taxes,     ....  810  59 

$7,882  02 

Income  from  sale  of  light  and  power,  .  $8,473  23 

other  sources,         ....  125  00 
Balance  to  profit  and  loss,          ....                 766  21 

$8,598  23  -  $8,598  23 

PBOriT  AND  Loss  ACCOUNT. 

Db.  Cb. 

Balance  June  30,  1910 $1,081  83 

Balance  of  manufacturing  account,               .  $766  21 

Other  items  of  income,      .....  300  00 

Interest  paid, 900  68 

Other  items 74  60 

Balance  June  30,  1911 990  90 


$2,057  11  $2,057  11 
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CENTRAL  MASSACHUSETTS  ELECTRIC  COMPANY. 

Absbtb. 

Real  estate, $108,801  49 

Steam  plant, 31,793  87 

Water  power  plant, 22,144  55 

Electric  plant, 43,197  34 

Electric  lines, 107,301  90 

Inside  wiring, 10,099  80 

Transformers, 13,316  72 

Meters, 11,278  61 

Arc  lamps 7,095  10 

Franchise 30,000  00 

Due  for  elebtridty, 7,692  01 

Fuel  on  hand 5,287  46 

Carbons  on  hand, 14  80 

Oil  and  waste  on  hand, 168  62 

Incandescent  lamps  on  hand 565  38 

Globes  on  hand 23  33 

Other  materials  on  hand, 4,548  58 

Fixtures,  tools,  etc.,  on  hand, 1,101  40 

Horses,  wagons,  etc.,  ....... 

Sundry  accounts  due  the  company, 

Office  furniture, 

Cash  on  hand,  ........ 

Sinking  fund, 

Insurance  and  taxes  prepaid, 

Investments,    ......... 

Total  assets,  as  per  books  of  the  company,    . 

LlABIUTIBS. 

Capital  stock $150,000  00 

Bonds  issued 150,000  00 

Notes  payable, 56,000  00 

Unpaid  bills, 4,016  62 

Deposits 25  00 

Interest  accrued  but  not  due 4,216  67 

Amounts  due  from  the  oompany,  not  included  above,   .  2,313  82 

Total  liabilities,  as  per  books  of  the  company,  $366,572  11 

Profit  and  loss  balance 66.867  99 

$433,440  10 
Manxtfactubino  Account. 


235  00 

2,204  28 

887  37 

4,547  62 

18.945  59 

189  28 

2,000  00 

$433,440  10 

Operating  expenses: 

Db. 

Cb. 

At  station,    . 

$39,196  49 

For  distribution,    . 

7,094  77 

management,  . 

3,976  34 

taxes,     . 

3,440  69 

incidentals,      . 

479  95 

$54,188  24 

Income  from  sale  of  light  and 

power,  . 

$78,654  45 

other  sources. 

.... 

48  00 

Balance  to  profit  and  loss. 

. 

24,514  21 

$78,702  45         $78,702  45 
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Pbofit  and  IiOBs  Account. 


Balance  June  30,  1910, 
Balance  of  manufacturing  account, 
Interest  received. 
Rents,      ..... 
Other  items  of  income. 
Interest  paid,   .... 
Other  items,     .... 
Balance  June  30,  1911, 


Db. 

Cb. 

$53,586  01 

24,514  21 

692  33 

49  50 

90  00 

$11,883  34 

180  72 

66.867  99 

$78,932  05 

$78,932  05 

CHARLEMONT  ELECTRIC  PLANT. 
(See  G.  H.  Tubnbb.) 


CHARLESTOWN  GAS  AND   ELECTRIC  COMPANY. 

Absbts. 

Real  estate  (gas), $151,839  00 

Machineiy  and  manufacturing  appliances  (gas),  ....  386,285  29 

Street  mains  (gas), 240,777  46 

Meters  (gas) 52,111  67 

Due  for  gas, 12,681  72 

Gas  coal  on  hand, 16,898  75 

Coke  on  hand, 2,865  70 

Tar  on  hand 935  36 

Enrichers  on  hand,             ........  41  48 

Other  gas  materials  on  hand,      .......  5,095  57 

Stoves  on  hand, 1,503  34 

Real  estate  (electric), 1,000  00 

Electric  lines, 53,324  34 

Transformers, 13,421  06 

Meters  (electric), 6,992  11 

Arc  lamps,        ..........  194  45 

Due  for  electricity 7,150  84 

Other  electric  materials  on  hand,         ......  587  76 

Sundry  accounts  due  the  company, 7,116  67 

Cash  on  hand, 19,354  13 

Insurance  prepaid,    .........  642  50 


Total  assets,  as  per  books  of  the  company,    ....  $980,819  20 

Liabilities. 

Capital  stock, $600,000  00 

Notes  payable, 50,000  00 

Unpaid  bills 7,408  08 

Deposits, 12,797  85 

Premium  on  capital  stock, 91,901  12 

Amounts  due  from  the  company,  not  included  above,   .  3,115  37 

Total  liabilities,  as  per  books  of  the  company,  $765,222  42 

Profit  and  loss  balance, 215,596  78 
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Manutactcbino  Accovmt. 


Dr. 

Cr. 

At  works $146,953  49 

For  gas  bought.     . 

547  71 

distribution,    . 

22.640  96 

management.  . 

12.648  46 

taxes 

21,426  01 

incidentals,      . 

2.323  16 

$206,539  79 

Operating  expenses  (electric) : 

At  station,    .... 

$2,733  32 

For  current  bought. 

35.774  74 

distribution.    . 

11,418  57 

4.102  68 

taxes,     .... 

3,046  60 

incidentals. 

291  42 

57.367  33 

Income  from  sale  of  gas.    . 

. 

$221,334  13 

residuals. 

56,507  19 

sale  of  electric  light  and 

power, 

75,387  68 

other  sources  (electric). 

7  04 

Balance  to  profit  and  loss: 

Gas 

71,301  53 

Electric, 

18,027  39 

$353,236  04 

$353,236  04 

Profit  and  Loss  Accottnt. 

Dr. 

Cr. 

Balance  June  30.  1910, 

$215,183  80 

Balance  of  gas  manufacturing  account, 

71.301  63 

Balance  of  electric  manufacturing  account, 

18,027  39 

Interest  received, 

243  10 

Interest  paid.   .... 

$3,178  89 

Dividends  declared,  . 

60,000  00 

Depreciation 

25,700  00 

Other  items,     .... 

280  15 

Balance  June  30,  1911, 

215,596  78 
$304,755  82 

$304,755  82 

CHESTER  ELECTRIC   LIGHT  COMPANY. 


Assets. 


Real  estate, 

Steam  plant,     . 

Electric  plant, 

Electric  lines,   . 

Water  power,   . 

Meters,    . 

Due  for  electricity. 

Fuel  on  hand,  . 

Oil  and  waste  on  hand, 

Incandescent  lamps  on  hand, 

Fixtures,  tools,  etc.,  on  hand, 

Oflice  furniture, 

Cash  on  hand. 


Total  assets,  as  per  books  of  the  companj'. 


$1,335  05 

759  81 

1,636  00 

1,152  36 

2,538  88 

539  51 

209  32 

11  00 

16  00 

90  00 

98  93 

78  60 

434  09 

Digitized  by  LjO    $8,899  55 
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Liabiliubs. 

Capital  stock, 

Notes  payable,  ...... 

Unpaid  bills,     ....... 

Interest  accrued  but  not  due,     .... 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance,      ..... 


S5.000  00 

3,200  00 

337  05 

62  50 

$8,599  55 
300  00 

$8,899  55 

Mantjfacturinq  Account. 
Operating  expenses:  Db.  Cb. 

$1,335  85 
434  81 


At  station,    . 
For  distribution, 

management, 

taxes, 

incidentals, 


175  99 
47  25 
55  97 


$2,049  87 


Income  from  sale  of  light  and  power,  .  $2,623  27 

Balance  to  profit  and  loss,  ....  573  40 


$2,623  27  $2,623  27 

Pbofit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30,  1910 $200  00 

Balance  of  manufacturing  account,  .  573  40 

Interest  paid, $181  40 

Dividends  declared, 192  00 

Depreciation 100  00 

Balance  June  30,  1911 800  00 


$773  40  $773  40 


CHICOPEE  GA?  LIGHT  COMPANY. 

Assets. 

Real  estate, $48,932  89 

Machineiy  and  manufacturing  appliances,  .....  60,588  38 

Street  mains, 141,659  31 

Services, ^       .         .  14,614  80 

Gas  arcs, 4,856  92 

Meters, 43,767  84 

Due  for  gas, 1,127  75 

Gas  coal  on  hand,                                 130  08 

Other  materials  on  hand, '    .  13,029  76 

Fixtures,  tools,  etc.,  on  hand, 3,204  00 

Horses,  wagons,  etc., 1,542  56 

Snndiy  accounts  due  the  company, 4.607  76 

Office  furniture 3,059  64 

Cash  on  hand, 11,275  81 

Insurance  interest  and  taxes  prepaid, 3,393  69 


Total  assets,  as  per  books  of  the  company,    .         .         .  Digitized  by|355,791  19^ 
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Liabilities. 

Capital  stock $166,500  00 

Bonds  issued, 60,000  00 

Notes  payable,           .........  80.000  00 

Unpaid  bills, 7,873  53 

Deposits, 817  58 

Interest  aoorued  but  not  due,     .......  1,098  13 

Amounts  due  from  the  company,  not  included  above,   .  1,114  95 

Total  Uabilities,  as  per  books  of  the  company,  $317,404  19 

Profit  and  loss  balance, 38,387  00 


MamttpaAtitbino  Account. 


$3,242  12 
26.449  97 
8,798  68 
7.019  30 
4.841  19 
2,137  45 

, 

Operating  expenses: 
At  works. 
For  gas  bought.     . 

distribution,    . 

management,  . 

taxes, 

incidentals,      . 

Income  from  sale  of  gas, 

other  sources, 
Balance  to  profit  and  loss, 


Pbofit  and  Loss  Account. 

Balance  June  30,  1910,       .... 
Balance  of  manufacturing  account,      . 
Interest  received,      ..... 

Rents, 

Jobbing,  ....... 

Other  items  of  income,       .... 

Interest  paid,   ...... 

Dividends  declared,  ..... 

Other  items,     ...... 

Balance  June  30,  1911,       . 


Db. 


$355,791  19 


Cb. 


$52,488  71 

$64,049  95 

1.081  85 

12.643  09 

$65,131  80 

$65,131  80 

NT. 

Db. 

Cb. 

$38,116  42 

12,643  09 

50  19 

110  00 

302  84 

307  49 

$6,287  22 

6.660  00 

195  81 

38.387  00 

$51,530  03 

$51,530  03 

CITIZENS'  GAS.  ELECTRIC  AND  POWER  COMPANY  OF  NANTUCKET. 

Assets. 

Real  estate  (gas), $3,794  76 

Machinery  and  manufacturing  appliances  (gas).  ....  10.492  59 

Street  mains  and  services  (gas) ,           ......  4,863  77 

Meters  (gas) 1.643  03 

Due  for  gas 1.243  46 

Gas  coal  on  hand. 2,497  75 

Coke  on  hand, 2  50 

Tar  on  hand, 115  00 
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Purifsring  materials  on  hand, $8  25 

Gaa  fixtures,  tools,  etc.,  on  hand, 50  00 

Real  estate  (eleotrio) 3,451  16 

Steam  plant  (eleotric), 15,080  45 

Electric  plant, 3,926  78 

Electric  lines, 6,315  17 

Transformers, 1,336  79 

Meters  (electric), 1,357  90 

Arc  lamps 1,535  13 

Due  for  electricity 1,308  20 

Fuel  on  hand  (electric), 1,147  50 

Carbons  on  hand,      .........  3  75 

Oil  and  waste  on  hand, 22  75 

Incandescent  lamps  on  hand,               124  35 

Globes  on  hand, 38  30 

Other  electric  materials  on  hand, 505  12 

Electric  fixtures,  tools,  etc.,  on  hand,           .....  60  00 

Sundry  accounts  due  the  company,     ......  730  69 

Office  furniture, 104  52 

Cash  on  hand 1,405  92 


Total  assets,  as  per  books  of  the  company, 


$63,165  58 


LlABILinXB. 

Capital  stock, $26,000  00 

Bonds  issued, 25,500  00 

Notes  paj'able 8,638  75 

Unpaid  bills 2,521  48 

Total  liabilities,  as  per  books  of  the  company,        .  $62,660  23 

Profit  and  loss  balance,      . 505  35 


Manxtfacturino  Account. 


$63,165  58 


Operating  expenses  (gas) : 

Dr. 

Cr. 

At  works,      . 

$6,265  58 

For  distribution,    . 

419  88 

management,  . 

1,232  32 

taxes.     . 

148  46 

incidentals,      . 

203  08 

$8,269  32 

Operating  expenses  (electric)  : 

At  station,    . 

$6,313  17 

For  distribution,    . 

859  87 

management,  . 

1,232  30 

taxes,     . 

296  90 

incidentals, 

381  15 

9,083  39 

Income  from  sale  of  gas,    . 

.          .         . 

$7,168  05 

residuals. 

. 

322  35 

sale  of  electric  ligh 

t  and  power. 

10,322  03 

Balance  to  profit  and  loss: 

Gas 

. 

778  92 

Electric, 

. 

1,238  64 

$18,591  35    $18,591  35 
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Profit  and  Loss  Account. 


Balance  June  30,  1910,      .         .         .         . 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account. 

Jobbing, 

Other  items  of  income,       .         .         .         . 

Interest  paid, 

Other  items, 

Balance  June  30,  1911,      .         .         .         , 


Db. 

Cr. 

$985  63 

$778  92 

1,238  64 

484  94 

144  56^ 

1,564  14 

5  36 

605  35 

$2,853  77 

$2,853  77 

CITIZENS'  GAS  LIGHT  COMPANY  OF  QTHNCY. 

ASSBTS. 

Real  estate $16,780  26 

Maohineiy  and  manufacturing  appliances 85,644  47 

Street  mains, 382,916  30 

Services 85,986  99 

Gas  arcs 1,333  93 

Meters, 36,84096 

Due  for  gas, 6,946  98 

Coal  on  hand 15  49 

Gas  on  hand, 197  10 

Other  materials  on  hand, 20,877  98^ 

Stoves 1,179  42 

Horses,  wagons,  etc 3,902  03 

Sundry  accounts  due  the  company, 7,121  31 

Office  furniture, 760  20 

Cash  on  hand 435  22 

Insurance  and  pay  roll  suspense, 418  52 

Total  assets,  as  per  books  of  the  company,    ....  $601,357  16 

Profit  and  loss  balance, 25,843  72 

$626,700  88 
LiABiLinxs. 

Capital  stock, $383,000  00 

Notes  payable 231.000  00 

Unpaid  biUs 11,216  79 

Deposits, 437  00 

Amounts  due  from  the  company,  not  included  above,   .         .  1,047  09 


Total  liabilities,  as  per  books  of  the  company,  $620,700  88 

MANUFAOTCTRnra  Account. 

Dr.  Cr. 


Operating  expenses: 

At  works. 

$3,964  65 

For  gas  bought,     . 

30,488  40 

distribution,    . 

9.396  08 

management,  . 

7.668  29 

taxes,     . 

5,820  00 

incidentals,     . 

334  48 

$57,671  90 
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Income  from  sale  of  gas,    . 

residuals. 
Balance  to  profit  and  loss, 


Profit  and  Lobs  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account. 

Interest  received. 

Jobbing, 

Interest  paid,   .... 
Dividends  declared,  . 
Depreciation,    .... 
Other  items,     .... 
Balance  June  30,  1011, 


Dr. 

Cr. 

$87,343  72 

110  38 

$20,782  20 

S87,454  10 

$87,454  10 

Dr. 

Cr. 

$27,173  84 

$29,782  20 

417  04 

935  60 

9,e05  80 

19,150  00 

207  63 

251  19 

25,343  72 

$56,478  46         $56,478  46 


CLINTON  GAS  LIGHT  COMPANY. 

Absstb. 

Real  estate  (gas) $15.464  18 

Machinery  and  manufacturing  appliances  (gas),  ....  62,758  56 

Street  mains  (gas), 40,738  21 

Services  (gas), 11,622  07 

Meters  (gas), 8,343  36 

Due  for  gas, 3,326  37 

Gas  coal  on  hand 1,066  13 

Enrichers  on  hand 246  40 

Purifsring  materials  on  hand,      .......  13  80 

Other  gas  materials  on  hand 37  50 

Gas  fixtures,  tools,  etc.,  on  hand 3,341  56 

Real  estate  (electric) 29.184  41 

Steam  plant  (electric), 26,012  67 

Electric  plant 20.723  85 

Electric  lines 73.878  13 

Transformers 7.802  24 

Meters  (electric),                6.960  29 

Arc  lamps 3,025  62 

Due  for  electricity 4,243  68 

Fuel  on  hand  (electric),      ........  404  95 

Carbons  on  hand 32  67 

Oil  and  waste  on  hand, 25  95 

Incandescent  lamps  on  hand, 1,002  50 

Globes  on  hand, 80  64 

Motors  on  hand, 21  60 

Horses,  wagons,  etc.,          ........  1.149  07 

Sundry  accounts  due  the  company, 1.568  67 

Office  furniture, 935  69 

Cash  on  hand, 3.412  22 


Total  assets,  as  per  books  of  the  company,    ....       $327,372  89 
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Liabilities. 

Capital  stock $123,000  00 

Bonds  issued, 110,000  00 

Notes  payable 67,000  00 

Unpaid  bills 1,601  68 

Deposits 1,302  92 

Unpaid  dividends,              1,537  50 

Interest  accrued  but  not  due 1,642  50 

Reserved  fund, 10,050  57 

Depreciation  fund,    .........  9,836  04 

Amounts  due  from  the  company,  not  included  above,   .  1,063  76 

Total  liabilities,  as  per  books  of  the  company,  $316,933  86 

Profit  and  loss  balance, 10,439  03 


$327,372  89 


Manufactubino  Account. 


Operating  expenses  (gas) : 

Dr. 

Cb. 

At  works 

$13,136  86 

For  distribution,    . 

1,698  68 

management,  . 

4,572  61 

taxes,     . 

1,936  95 

incidentals. 

786  97 

$22,132  06 

Operating  expenses  (electric) : 

At  station,    . 

$12,364  19 

For  distribution,    . 

3,299  68 

management,  . 

4,483  92 

taxes,     . 

1,968  87 

incidentals. 

781  88 

22,888  64 

Income  from  sale  of  gas,    . 

. 

$29,661  72 

sale  of  electric  ligh 

t  and  power. 

41,662  06 

Balance  to  profit  and  loss: 

Gas 

. 

7.619  66 

Electric, 

. 

18,773  62 

$71,313  78         $71,313  78 


pROriT  AND  Loss  ACCOUNT. 

Dr. 

Balance  June  30,  1910, 

Balance  of  gas  manufacturing  account, 
Balance  of  electric  manufacturing  account. 
Interest  received,      ...... 

Jobbing, 

Interest  paid $8,404  96 

Dividends  declared, 6,160  00 

Depreciation  fund,    ......  7,600  00 

Other  items. 1.547  60 

Balance  June  30,  1911. 10,439  03 


Cr. 

$7,007  39 
7.619  66 

18,773  62 
124  96 
616  96 


$34,041  49    $34,041  49 
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COLRAIN  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

A88BTB. 


Eleotrio  plant, 
Eleotrio  lines,   . 
Traoaformen,  . 
Meters,    . 
Street  lamps,    . 
Due  for  electrioity, 


Total  assets,  as  per  books  of  the  company, 
P)rofit  and  loss  balanoe 


LlABILinBS. 

Capital  stock, 

Unpaid  bills, 

Amounts  due  from  the  company,  not  included  above, 

Total  liabilities,  as  per  books  of  the  company, 


Maihtfaotubino  Account. 
Operating  expenses:  Db.  Cr. 


$1,150  00 

602  52 

465  00 

623  35 

135  15 

113  29 

$2,089  31 

339  14 

$3.328  46 

$2,500  00 

746  89 

81  56 

$3,328  45 

At  station,    . 

For  cuirent  bought, 

distribution,    . 

management,  . 

taxes,     . 


$621  80 

545  V6 

278  95 

18  80 

90  36 


$1,555  67 


Income  from  sale  of  light  and  power,  .                  .  $1,358  48 

Balance  to  profit  and  loss, 197  19 


.  $1,555  67  $1,555  67 

PBonr  AND  LoBB  Account. 

Db.  Cb. 

Balance  June  30,  1910 $146  95 

Balance  of  manufacturing  account,  197  19 

Jobbing,- $5  00 

Balance  June  30,  1911,   .....  339  14 


$344  14      $344  14 


CONWAY. 
(See  Dbbbitbld  RnrBB  Elbctbic  Lzoht  Compant.) 
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COTUIT  ACETYLENE  GAS  PLANT. 
(Nickerson  &  Dyer,  Owners.) 

ASSKTB. 

Realestate $677  86 

Machinery  and  manufacturing  appliances, 527  03 

Street  mains 782  45 

Services, 130  00 

Meters 109  25 

Due  for  gas, 410  10 

Carbide  on  hand 68  25 

Cash  on  hand, 3  00 

Total  assets,  as  per  books  of  the  company,    ....  $2,707  94 

LlABILinSS. 

Capital  invested, $2,226  59 

Total  liabilities,  as  per  books  of  the  company,  $2,226  59 

Profit  and  loss  balance, 481  35 

$2,707  94 
Manufacturinq  Accoumt. 
Operating  expenses:  Db.  Cr. 

At  works,      ....  $674  67 

For  distribution,    .  .    ^  97  50 

management,  ...  18  00 

taxes 10  16 

$800  33 

Income  from  sale  of  gas $1,079  75 

Balance  to  profit  and  loss,  ....  279  42 

$1,079  75  $1,079  75 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30.  1910, $201  93 

Balance  of  manufacturing  account,  279  42 

Balance  June  30,  1911, $481  35 

$481  35  $481  35 

DANVERS  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $2,975  00 

Machinery  and  manufacturing  appliances,  .....  7,591  75 

Street  mains  and  services, 33,488  06 

Meters,              5,273  34 

Due  for  gas, 1,438  56 

Stoves  on  hand, 203  78 

Sundry  accounts  due  the  company,     ......  233  36 

Office  furniture, 160  31 

Cash  on  hand, 312  87 

Total  assets,  as  per  books  of  the  company,    .  ...,.(     $51,677 d03 
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LlABILITIBS. 

Capital  stock, $30,000  00 ' 

Notes  payable 4.400  00 

Unpaid  bills 2,993  06 

Deposits 40  00 

Total  liabilities,  as  per  books  of  the  company,  $37,433  06 

Profit  and  loss  balance 14,243  97 


$51,677  03 


Manufacturino  Account. 


$16  07 
7.015  44 

651  72 
2,633  26 

686  40 
25  24 

. 

Operating  expenses: 

At  works. 

For  gas  bought, 
distribution, 
management, 
taxes,     . 
incidentals. 


Income  from  sale  of  gas, 

other  sources, 
Balance  to  profit  and  loss, 


Profit  and  Loss  Account. 

Balance  June  30,  1910,       .... 

Balance  of  manufacturing  account. 
Interest  received,      ..... 

Other  items  of  income,       .... 

Interest  paid,   ...... 

Dividends  declared,  ..... 

Balance  June  30,  1911 


Dr. 


Cr. 


$11,027  13 

$13,335  78 

86  00 

2,394  65 

$13,421  78 

$13,421  78 

NT. 

Dr. 

Cr. 

$13,830  60 

2.394  65 

26 

4  66 

$186  20 

1.800  00 

14.243  97 

$16,230  17 

$16,230  17 

DEDHAM  AND  HYDE  PARK  GAS  AND  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $5,897  87 

Machinery  and  manufacturing  appliances,  .....  30,152  90 

Street  mains, 163,377  32 

Services 9,800  18 

Meters, 18,337  69 

Due  for  gas, 5,599  64 

Other  materials  on  hand,  ........  1,540  72 

Fixtures,  tools,  etc.,  on  hand,     ....*...  2,290  10 

Horses,  wagons,  etc., 1,278  37 

Sundry  accounts  due  the  company,     ......  1,993  51 

Office  furniture 1,888  05 

Cash  on  hand 9,647  85 

Insurance  and  interest  prepaid,            ......  292  16 

Investments 1,500  00 


Total  assets,  as  per  books  of  the  company, 
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LlABZUTIBS. 

Capital  stock, $141,750  00 

Bonds  issued, 60,000  00 

Notes  payable, 7,000  00 

Unpaid  bills 2,526  00 

Deposits, 607  52 

Interest  accrued  but  not  due, 625  00 

Premium  on  capital  stock,          .......  4,350  00 


Total  liabilities,  as  per  books  of  the  company,                  .  $216,048  61 

Profit  and  loss  balance, 36.647  75 


$253,596  36 


Makufactubino  Account. 
Operating  expenses:  Db.  Cb. 


At  work  , 

For  sas  bought,     . 

distribution,    . 

management,  . 

taxes, 

incidentals, 

Income  from  sale  of  gas,    . 
other  sources. 
Balance  to  profit  and  loss. 


$679  93 
22.918  60 
2,830  96 
7,580  26 
3,139  46 
188  67 


Pboftt  and  Lobs  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account, 

Interest  received, 

Jobbing,  ..... 

Other  items  of  income. 

Interest  paid,  .... 

Dividends  declared,  . 

Other  items,     .... 

Balance  June  30,  1911, 


$37,337  88 

$56,946  28 

511  23 

20,119  63 

$57,457  51 

$57,457  51 

IT. 

Db. 

Cb. 

$30,217  27 

20,119  63 

124  07 

686  33 

18  34 

$3,007  30 

11.340  00 

170  59 

36.647  75 

$51,165  64 

$51,165  64 

DEERFIELD  RIVER  ELECTRIC   LIGHT  COMPANY. 
(Conway.) 

Absetb. 

Electric  lines $4,651  28 

Transformers 805  11 

Meters, 22-50 

Arc  lamps,  40  10 

Due  for  electricity, 422  32 

Sundry  accounts  due  the  company,     .  731  01 

Cash  on  hand, 507  63 


Total  assets,  as  per  books  of  the  company,    ....  $7,179  95 
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LlABILITIKS. 

Capital  stock .  $4,700  00 

Amounts  due  from  the  oompany»  not  included  above,   ...  53  82 


Total  liabilities,  as  per  books  of  the  company,  $4,753  82 

Profit  and  loss  balance 2,426  13 


$7,179  95 


Manufactubino  Account. 

Operating  expenses:  Db.  Cb. 

For  current  bought,        .  $1,399  92 

distribution,    ...  37  65 

management,  .  166  05 

taxes,     ....  82  72 

$1,686  34 

Income  from  sale  of  light  and  power,  . 

Balance  to  profit  and  loss,  ....  515  24 

$2,201  58 

Pbofit  and  Lobs  Account. 

Db. 

Balance  June  30,  1910 

Balance  of  manufacturing  account. 

Other  items $170  83 

Balance  June  30,  1911 2,426  13 

$2,596  96 


$2,201  58 

$2,201  58 

Cb. 
$2,081  72 
515  24 

$2,596  96 

DOUGLAS  ELECTRIC  COMPANY. 
Manufactubino  Account  to  Decbmbeb  31,  1910. 

Operating  expenses:  Db.  Cb. 

For  current  bought,  $1,043  01 


distribution, 
management, 
taxes, 
incidentals, 


510  22 

337  61 

33  00 

22  24 


$1,946  08 


Income  from  sale  of  light  and  power,  .  $2,573  83 

Balance  to  profit  and  loss,  ....  627  75 


$2,573  83  $2,573  83 

Pbofit  and  Lobs  Account. 

Db.  Cb. 

Balance  June  30,  1910 $3,811  35 

Balance  of  manufacturing  account,  627  75 

Interest  paid, $192  95 

Depreciation, 3,811  35 

Plant  loss  in  oonaolidation,          ....  431  03 

Other  items, 3  77 


$4,439  10  $4,439  10 
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EAST  BOSTON   GAS  COMPANY. 

Assets. 

Real  estate $278,330  99 

Machineiy  and  manufacturing  appliances,  .....  244,407  29 

Street  mains 185,360  95 

Services. 32,841  85 

Meters, 81,917  98 

Due  for  gas, 21,562  78 

Gas  coal  on  hand 1,390  25 

Coke  on  hand, 2,095  19 

Tar  on  hand, 372  61 

Enrichers  on  hand,    .  311  48 

Other  materials  on  hand, 36,177  70 

Stoves  and  appliances,        ........  3,487  43 

Horses,  wagons,  etc..          ........  3,157  58 

Sundry  accounts  due  the  company,     ......  5,169  54 

Office  furniture 4,701  88 

Cash  on  hand, 3.988  00 

Insurance  prepaid.   .          ........  460  19 

Total  assets,  as  per  books  of  the  company,    ....  $905,733  69 

Liabilities. 

Capital  stock. $575,000  00 

Unpaid  biUs, 15,699  67 

Deposits, 26,650  25 

Premium  on  capital  stock,           .......  11,000  00 

Reserved  fund, 4,594  41 

Amounts  due  from  the  company,  not  included  above,   .  4,300  89 

Total  liabilities,  as  per  books  of  the  company,  $637,245  22 

Profit  and  loss  balance. 268,488  47 


Manufacturing  Account. 


Operating  expenses: 
At  works, 
For  gas  bought, 

distribution, 

management, 

taxes, 

incidentals. 


Income  from  sale  of  gas, 
residuals, 
other  sources, 

Balance  to  profit  and  loss. 


Db. 


$60,991  74 
84,059  50 
35.895  68 
37,024  27 
22,920  00 
3,470  05 

8, 

. 

$905,733  69 


Cr. 


$244,361  24 


61,790  33 


$292,252  58 

12.473  04 

1,425  95 


$306,151  57       $306,151  57 


Profit  and  Loss  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account. 

Interest  received. 


Dr.  Cr. 

$268,655  44 

61.790  33 

^      1.080  51 
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Rents,      . 

Jobbing,  . 

Other  items  of  income, 

Interest  paid,   . 

Dividends  declared,  . 

Depreciation,    . 

Other  items. 

Balance  June  30,  1911. 


Db. 

Cr. 

$288  84 

1,034  23 

23  99 

$860  20 

57,500  00 

2,578  89 

3,445  78 

268.488  47 

$332,873  34 

$332,873  34 

EASTHAMPTON  GAS  COMPANY. 

ASSBTS. 

Real  estate  (gas) $11,512  27 

Machinery  and  manufacturing  appliances  (gas),  ....  29,45394 

Street  mains  and  services  (gas), 22,153  78 

Meters  (gas), 6,286  27 

Due  for  gas, 2,241  76 

Gas  coal  on  hand,     .........  230  62 

Coke  on  hand,           .........  330  00 

Tar  on  hand, 352  50 

Enrichers  on  hand,    .........  243  07 

Purifsdng  materials  on  hand.       .......  5  40 

Other  gas  materials  on  hand,  935  68 

Stoves  on  hand, 282  75 

Gas  fixtures,  tools,  etc.,  on  hand,         ......  1,063  64 

Real  esUte  (electric) 87,318  94 

Steam  plant  (electric) 58,531  27 

Electric  plant, 38,176  07 

Electric  lines 20,263  92 

Transformers 2,994  92 

Meters  (electric), 2,426  28 

Spur  track, 477  76 

Due  for  electricity,    .........  4,049  45 

Fuel  on  hand  (electric),      ........  1,518  60 

Carbons  on  hand,      .........  18  09 

Oil  and  waste  on  hand,      ........  120  26 

Other  electric  materials  on  hand,         ......  4,147  18 

Electric  fixtures,  tools,  etc.,  on  hand,  ......  2,490  22 

Horses,  wagons,  etc.,          ........  850  00 

Sundry  accounts  due  the  company,     ......  5,621  85 

Office  furniture 1,200  00 

Cash  on  hand,           .........  5,976  15 

Notes  receivable,       .........  500  00 

Insurance  and  interest  prepaid,           ......  1,023  52 

Total  assets,  as  per  books  of  the  company,    ....  $312,796  16 

Liabilities. 

Capital  stock, $150,000  00 

Notes  payable 129,000  00 

Unpaid  bill 1.186  88 

Deposits,           ..........  40  00 

Total  liabilities,  as  per  books  of  the  company,  $280,226  88 

Ptt>fit  and  loss  balance,      ........  32,569  28 
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Manttpacturino  Account. 


Operating  expenses  (gaa) : 
At  works, 
For  distribution, 

management, 

taxes, 

incidentals, 

Operating  expenses  (electric) : 
At  station,    . 
For  current  bought, 

distribution,    . 

management,  . 

taxes,     . 

incidentals. 


$11,547  65 

1.795  20 

2.770  18 

1,008  98 

384  09 


$7,223  75 

14.746  64 

1.963  19 

2,185  78 

393  95 

674  20 


Income  from  sale  of  gas.    . 
residuals, 
sale  of  electric  light  and  power. 
Balance  to  profit  and  loss: 

Gas, 

Electric 


Dr. 


$17,506  10 


27,187  51 


5,894  02 
8,393  81 


Cr. 


$20,650  17 

2,749  95 

35,581  32 


$58,981  44         $58,981  44 


Dr. 


Profit  and  Loss  Accouirr. 

Balance  June  30,  1910, 

Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account. 
Interest  received,      ...... 

Jobbing,  ........ 

Interest  paid $1,927  43 

Dividends  declared, 6.000  00 

Depreciation, 500  00 

Other  items, 26  61 

Balance  June  30,  1911 32,569  28 


Cr. 

$25,419  29 

5,894  02 

8,393  81 

25  86 

1.290  34 


$41,023  82         $41,023  32 


EDISON   ELECTRIC   ILLUMINATING   COMPANY  OF  BOSTON. 


Assets. 


Properties  purchased. 

Real  estate. 

Steam  plant. 

Electric  plant. 

Electric  lines, 

Transformers, 

Meters,    . 

Arc  lamps. 

Due  for  electricity. 

Fuel  on  hand.  . 

Incandescent  lamps  on  hand. 


$1,948,993  45 

5.839,112  56 

4,144,470  55 

4,713,504  19 

10,672,004  64 

483,258  69 

985,041  17 

388,612  10 

394,735  83 

104,891  99 

38,409  69 
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other  materials  on  hand ^40.322  41 

Motors  on  hand,                 .         .         .         .                   .                   .  3,560  65 

Horses,  wagons,  etc., 162,083  20 

Cash  on  hand 369,396  28 

Notes  receivable, 3,226  69 

Investments, 20,877  16 


Total  assets,  as  per  books  of  the  company. 


$30,612,507  25 


LlABIUTIBS. 

Capital  stock, $15,603,700  00 

Bonds  issued 1,469,000  00 

Notes  payable .  2,602,000  00 

Unpaid  bills, 149,724  14 

Deposits, 25,552  25 

Unpaid  dividends 468,111  00 

Interest  accrued  but  not  due, 35,757  68 

Reserved  fund,          .         .         .    ' 163.415  26 

Flremium  on  capital  stock, 9,951,130  99 

Amounts  due  from  the  company,  not  included  above,   .  41,119  54 

Total  liabilities,  as  per  books  of  the  company,  .  $30,509,510  86 

Profit  and  loss  balance, 102,996  39 


Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management,  . 

taxes, 

incidentals. 


MAZrUFACTUBINO  AcCOU2«T. 


$884,659  34 
77  50 
636,456  46 
675,763  51 
608,595  63 
183,394  12 


$30,612,507  25 


Dr. 


Income  from  sale  of  light  and  power,  , 

other  sources, 
Balance  to  profit  and  loss. 


$2,888,946  56 


2.378,783  13 


Cr. 


$5,257,913  76 
9,815  93 


$5,267,729  69    $5,267,729  69 


Pbofit  and  Lobb  Account. 


Dr. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account. 

Interest  received,      ...... 

Rents 

Jobbing, ^ 

Other  items  of  income,       ..... 

Interest  paid $184,982^90 

Dividends  declared 1,867,035  00 

Reserved  fund 400,000  00 

Balance  June  30,  1911, 102,996  39 


Cr. 

$98,913  05 

2.378,783  13 

5,666  49 

10,164  31 

2,344  90 

59,142  41 


$2,555,014  29    $2,555,014  29 

Digitized  by  VjOOQ IC 


76a 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


EDISON  ELECTRIC   ILLUMINATING  COMPANY  OF  BROCKTON. 

Absets. 

Real  estate  (gas) $4,180  42 

Maohineiy  and  manufacturing  appliances  (gas),  3,312  93 

Street  mains  (gas) 6,609  17 

Services  (gas), 14  94 

Meters  (gas) 1.690  26 

Due  for  gas, 122  46 

Enrichers  on  hand, 92  68 

Stoves  on  hand 208  36 

Real  estate  (electric) 278,829  47 

Steam  plant  (electric), 289,243  07 

Electric  plant. 223,007  89 

Electric  lines, 457,379  45 

Transformers, 59,394  65 

Meters  (electric) 62,448  41 

Arc  lamps 30,894  70 

Due  for  electricity, 23,090  62 

Fuel  on  hand  (electric), '      .  14,949  15 

Oil  and  waste  on  hand, 27  16 

Other  electric  materials  on  hand 53,518  74 

Electric  tools,  etc.,  on  hand, 3,542  22 

Automobfles 523  01 

Sundry  accounts  due  the  company, 8,887  04 

Office  furniture 1,642  69 

Cash  on  hand, 45,847  87 

Notes  receivable, 1,632  49 

Taxes,  insurance  and  interest  prepaid,         .....  3,806  80 

Investments 12.996  30 


Total  assets,  as  per  books  of  the  company. 


$1,577,892  95 


LlABIUTIES. 

Capital  stock $948,800  00 

Bonds  issued 200.000  00 

Bonds  of  Stoughton  Gas  and  Electric  Company,  .          .          .          .  /    18,000  00 

Bonds  of  Bridgewater  Electric  Company, 15,000  00 

Notes  payable 100,000  00 

Unpaid  bUls 19.972  35 

Deposits, 362  50 

Premium  on  capital  stock.           .......  59.520  00 

Interest  accrued  but  not  due.      .......  1.701  39 

Replacement  reserve.  60,156  89 

Other  reserve  funds. 37,862  96 

Amounts  due  from  the  company,  not  included  above,   .  19,162  43 

Total  liabilities,  as  per  books  of  the  company,                            .  $1,480,538  52 

Profit  and  loss  balance, 97,354  43 


$1,577,892  95 
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Operating  expenses  (gas) : 
At  works. 
For  distribution, 

management,  , 

taxes,     . 

incidentals, 


Manufactubing  Account. 


$1,638  11 

409  66 

272  94 

245  14 

83  62 


Operating  expenses  (electric) : 
At  station,    . 
For  distribution, 

management, 

taxes, 

incidentals. 


$83,723  24 

47,342  78 

46,511  46 

35,651  98 

4,412  06 


Income  from  sale  of  gas,  .... 
sale  of  electric  light  and  power. 
Balance  to  profit  and  loss: 

Gas, 

Electric, 


Dr. 


$2,649  47 


217,641  52 


1,258  10 
111,655  06 


Cb. 


$3,907  57 
329,296  58 


$333,204  15       $333,204  15 


PRonr  AND  Loss  Account. 


Balance  June  30,  1910,       .         .         .         . 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account, 
Interest  received,       .  .  .  .  . 

Rents 

Jobbing, 

Interest  paid,   ...... 

Dividends  declared,  .... 

Sinking  funds,  .... 

Reserve  fund,  ...... 

Other  item^,     ...... 

Balance  June  30,  1911 


Db. 


$15,295  17 

75,904  00 

5,824  82 

20,000  00 

556  93 

97,354  43 


Cr. 

$100,307  24 

1.258  10 

111,655  06 

503  64 

61  73 

1,159  58 


$214,935  35   $214,935  35 


FALL  RIVER  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate $349,051  86 

Steam  plant, 196,047  25 

Electric  plant, 125,789  11 

Electric  lines 639.110  60 

Transformers, 36,198  77 

Meters 32,212  77 

Arc  lamps 29,382  07 

Due  for  electricity 18,096  89 

Fuel  on  hand 1,172  80 

Carbons  on  hand, 517  60 

Oil  and  waste  on  hand, ^  267  8Z 
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Incandescent  lamps  on  hand,      .......  $2,731  16 

Globes  on  hand 157  41 

Other  materials  on  hand, 45,093  39 

Motors  on  hand, 11,313  25 

Fixtures,  tools,  etc.,  on  hand 4,172  12 

Horses,  wagons,  etc.,          ........  4,300  00 

Sundry  accounts  due  the  company,     ......  5,708  98 

Office  furniture,         . 5,080  58 

Cash  on  hand 26,672  05 

Notes  leoeivable, 21,765  88 

Insurance  and  interest  prepaid, 7,749  23 

Total  assets,  as  per  books  of  the  company,    ....    $1,561,591  64 


LlABIUTIEB. 

Capital  stock, $800,000  00 

Notes  payable 400,000  00 

Unpaid  bills 88,489  96 

Deposits 367  00 

Unpaid  dividends, 16,000  00 

Premium  on  capital  stock, 175,000  00 

Amounts  due  from  the  company,  not  included  above,   .                   .  12,979  68 

Total  liabilities,  as  per  books  of  the  company,        .                   .  $1,492,836  64 

Profit  and  loss  balance, 68,755  00 


Operating  expenses: 
At  station,    . 
For  distribution, 

management, 

taxes, 

incidentals. 


MANUFACTUBiNa  AooouiTr. 


$51,840  47 

71,462  04 

33,359  80 

25,078  14 

3,831  88 


Db. 


$1,561,591  64 


Income  from  sale  of  light  and  power. 
Balance  to  profit  and  loss, 


$185,572  33 


90,006  31 


Cr. 


$275,578  64 


$275,578  64       $27^,578  64 


PBorrr  and  Losb  Acoount. 


Db. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account. 

Interest  received. 

Jobbing,  . 

Interest  paid,   . 

Dividends  declared. 

Depreciation,   . 

Reserve  fund,  . 

Balance  June  30,  1911, 


$17,496  58 

60,000  00 

13,000  00 

9,750  00 

68,765  00 


Cr. 

$76,613  02 

90,006  31 

1,968  26 

413  99 


$169,001  58       $169,001  58 
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FALL  RIVER  GAS  WORKS  COMPANY. 

Assets. 

Real  estate $296,429  31* 

Machinery  and  manufaoturing  appliances,  .....  383,870  34 

Street  mains, 417,096  59 

Services 47,262  86 

Meters. 113,076  66 

Due  for  gas, 27.030  93 

Gas  coal  on  hand 6,190  86 

Tar  on  hand, 6,627  82 

Enrichers  on  hand, 2,786  86 

Other  materials  on  hand, 36,983  68 

Stoves  on  hand 4,698  44 

Sundry  accounts  due  the  company,     ......  15,458  24 

Office  furniture, 2.648  18 

Cash  on  hand, •      .  126,961  68 

Insurance  and  taxes  prepaid, 2,362  90 


Total  assets,  as  per  books  of  the  company,    ....  $1,486,384  14 

LlABIUTIEB. 

Capital  stock, $690,000  00 

Notes  payable,                    200,000  00 

Unpaid  bills, 13,488  28 

Deposits, 4374  00 

Interest  accrued  but  not  due 1,019  43 

Replacement  reserve, 100,000  00 

Premium  on  capital  stock, 111,698  67 

Amounts  due  from  the  company,  not  included  above,   .         .         .  10,271  76 

Total  liabilities,  as  per  books  of  the  company.                           .  $1,131,252  14 

Profit  and  loss  balance 365.132  00 


$1,486,384  14 

Manufacturing  Account. 
Operating  expenses:  Dr.  Or. 

$147,866  76 

68,822  66 

38,137  90 

42,182  57 

3,666  08 

$300,664  85 

Income  from  sale  of  gas, $448,769  76 

residuals, 4,300  25 

other  sources,         ....  292  94 

Balance  to  profit  and  loss 162,698  09 


At  works. 

For  distribution, 

management, 

taxes, 

incidentals. 


$463,362  94       $453,362  94 
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Profit  and  Loss  Account. 

Balance  June  30,  1910 

Balance  of  manufacturing  account, 
.  Interest  received,       ..... 

Rents,      ....... 

Interest  paid,   ...... 

Dividends  declared,  . 

Reserve  fund,  ...... 

Other  items,     ...... 

Balance  June  30,  1911 


Dr. 

Cr. 

$456,202  64 

152,698  09 

1,445  9g 

1,325  1» 

$5,456  83 

186,300  00 

50.000  00 

14,783  07 

355,132  00 

$611,671  90       $611,671  90 


FITCHBURG  GAS  AND  ELECTRIC   LIGHT    COMPANY. 

Assets. 

Real  estate  (gas) $45,907  06- 

Machinery  and  manufacturing  appliances  (gas),  ....  112.838  85 

Street  mains  (gas) 159,036  4a 

Services  (gas), 21,216  25 

Meters  (gas), 56,320  58- 

Unfinished  gas  construction,       .......  34,161  74 

Due  for  gas 1,327  60 

Gas  coal  on  hand, 9,815  36 

Coke  on  hand, 908  04 

Tar  on  hand 376  73 

Enrichers  on  hand,    ..........  1,231  57 

Purifying  materials  on  hand,       .......  125  79 

Other  gas  materials  on  hand 18,498  20 

Stoves  on  hand, 1,138  51 

Gas  arc  lamps, 2,301  17 

Gas  fixtures,  tools,  etc.,  on  hand, 1.870  64 

Real  estate  (electric) 127,886  62 

Steam  plant  (electric), 145,160  02 

Electric  plant, 99,983  61 

Electric  lines, 240,622  60 

Transformers, 20,063  15 

Meters  (electric), 18,599  93 

Arc  lamps, 7,209  81 

Unfinished  electric  construction,          ......  13,864  62 

Due  for  electricity, 6,220  49 

Fuel  on  hand  (electric), 5,787  61 

Carbons  on  hand, 183  49 

Oil  and  waste  on  hand,       ........  205  42 

Incandescent  lamps  on  hand,      .......  802  50 

Globes  on  hand 78  66 

Other  materials  on  hand 54.938  99 

Motors  on  hand 1,875  78 

Electric  tools,  etc.,  on  hand,        .......  1,885  13 

Horses,  wagons,  etc 8.836  80 

Sundry  accounts  due  the  company,     ......  39,514  17 

Oflice  furniture 8.019  56 

Cash  on  hand, 26,202  25 


Total  assets,  as  per  books  of  the  company, 


.    $^295,015,73 

Digitized  by  LjOOQ IC 


1912. 


PUBLIC  DOCUMENT  — No.  35. 


81a 


LlABIUTIES. 

Capital  stock. $566,150  00 

Notes  payable, 310,000  00 

Unpaid  bills, 25,605  20 

Deposits. 3,271  20 

Interest  accrued  but  not  due.                                  .  •       .  1,069  18 

Premium  on  capital  stock,           .......  217,805  00 

Amounts  due  from  the  company,  not  included  above,   .  594  94 

Total  liabilities,  as  per  books  of  the  company,  $1,124,495  52 

Profit  and  loss  balance, 170,520  21 


$1,295,015  73 


Operating  expenses  (gas) : 
At  works. 
For  distribution, 
management 
taxes, 
incidentals, 


Manufacturing  Account. 


$49,497  44 

12,245  32 

14,564  78 

8.585  71 

3.104  00 


Operating  expenses  (electric) : 
At  station,    . 
For  current  bought, 

distribution,    . 

management,  . 

taxes. 

incidentals. 


$39,683  09 

8,434  00 

16,766  30 

18,651  52 

12,253  94 

5.934  25 


Income  from  sale  of  gas,    .... 
residuals,       .... 
other  sources  (gas), 
sale  of  electric  light  and  power, 
other  sources  (electric),  . 
Balance  to  profit  and  loss: 

Gas 

Electric,        ...... 


Dr. 


$87,997  25 


101.723  10 


28,072  28 
43.296  21 


Cr. 


$108,539  01 

7,013  77 

516  75 

139.132  78 

5,886  53 


$261,088  84       $261,088  84 


I>ROnT  AND   Loss   ACCOUNT, 

Balance  June  30,  1910,       .... 

Balance  of  gas  numufacturing  account. 
Balance  of  electric  manufacturing  account. 
Interest  received,       ..... 

Other  items  of  income,       .... 

Interest  paid,   ...... 

Dividends  declared,  ..... 

Depreciation,    ...... 

Other  items,     ...... 

Balance  June  30,  1911 


Dr. 

Cr. 

$162,148  26 

28.072  28 

43.296  21 

204  99 

21,264  95 

$11,006  23 

56,233  75 

888  29 

16.338  21 

170,520  21 

$254,986  69  ^$254,986  69 
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FOXBORO  ELECTRIC   COMPANY. 

Assets. 

Real  estote $1,448  76 

Electric  plant,            .         .         r 2,551  63 

Electric  lines 19.360  51 

Transformen, 2,522  27 

Meters 2,000  92 

Due  for  electricity, 2,491  47 

Fuel  on  hand, 414  09 

Incandescent  lamps  on  hand,                         350  00 

Other  materials  on  hand, 2,350  00 

Fixtures,  tools,  etc.,  on  hand, 386  80 

Sundry  accounts  due  the  company,     ......  100  02 

OflSce  furniture, 89  57 

Cash  on  hand, 225  08 


Total  assets,  as  per  books  of  the  company,    ....  $35,191  12 

Liabilities. 

Capital  stock, $16,500  00 

Notes  payable, 6,066  28 

Unpaid  bills 12,483  72 

Amounts  due  from  the  company,  not  included  above,  141  12 


Total  liabilities,  as  per  books  of  the  company,  $35,191  12 

Manufactubino  Account. 


Operating  expenses: 

Db. 

Cb. 

At  station,    . 

$11,754  61 

For  current  bought,  . 

583  01 

distribution. 

3,326  03 

'  management,      . 

2,563  47 

taxes. 

564  48 

incidentals. 

896  78 

$19,688  38 

Income  from  sale  of  light  and  po 

►wer,  . 

$13,687  76 

other  sources. 

.         . 

2.502  53 

Balance  to  profit  and  loss. 

3,498  09 

$19,688  38         $19,688  38 
Pbopit  and  Loss  Account. 


Balance  June  30,  1910, 
Balance  manufacturing  account. 
Depreciation  account  transferred. 
Other  items  of  income. 
Interest  paid,   .... 
Depreciation,    .... 
Other  items,     .... 


Db. 

Cb. 

$3,504  64 

$3,498  09 

7.000  00 

3,144  40 

453  31 

9,530  54 

167  10 

$13,649  04         $13,649  04 

Digitized  by  VjOOQ IC 


1912.] 


PUBLIC  DOCUMENT  — No.  35. 


83a 


FRAMINGHAM  GAS,  FUEL  AND   POWER  COMPANY. 

Assets. 

Real  estate $35,070  78 

Machinery  and  manufaoturing  appliances,  .....  52,380  79 

Street  mains, 50,057  55 

Services, 4,765  87 

Meters, 10.951  63 

Due  for  gas 3.704  22 

Gas  coal  on  hand, 790  50 

Ck>ke  on  hand, 1,575  00 

Tar  on  hand, 394  25 

Enrichers  on  hand,    .........  55  80 

Purifying  materials  on  hand,       .......  100  00 

Other  materials  on  hand 2,197  12 

Fixtures,  tools,  etc.,  on  hand,      .......  3,851  74 

Patent  rights, 15,000  00 

Horses,  wagons,  etc., 1,007  93 

Sundry  accounts  due  the  company,     .                            .                   .  3,196  93 

Office  furniture, 1,740  15 

Cash  on  hand, 127  26 

Insurance  fund, 79  50 

Total  assets,  as  per  books  of  the  company $187,047  02 

Profit  and  loss  balance 9.052  14 


$196,099  16 


LlABILITZBS. 

Capital  stock, $75,000  00 

Bonds  issued 55,000  00 

Notes  payable, 60,000  00 

Unpaid  bills 5,541  88 

Interest  accrued  but  not  due, 477  78 

Insurance  fund,        .........  79  50 


Total  liabilities,  as  per  books  of  the  company. 


$196,099  16 


Manufacturing  Account. 


Operating  expenses: 

Dr. 

Cr. 

At  works,      .         .         .         . 

$19,231  06 

For  distribution,    . 

4,753  31 

management,  . 

3,854  53 

taxes,     .         .         .         . 

753  50 

incidentals,      . 

476  65 

$29,069  05 

Income  from  sale  of  gas,    . 

$36,035  10 

residuals. 

. 

4,290  35 

other  sources. 

.          . 

297  55 

Balance  to  profit  and  loss. 

. 

11,553  95 

$40,623  00      ^-$40,623  jOO 
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Profit  and  Loss  Account. 

Db. 

Balance  June  30,  1910, $14,416  78 

Balance  of  manufacturing  account, 

Interest  received,       ...... 

Interest  paid,   .......  5,731  03 

Other  items, 475  46 

Balance  June  30,  1911, 

$20,623  27 

FRANKLIN. 
(See  Union  Elbctric  Light  Company.) 


Cb. 

$11,553  95 
17  18 


9,052  14 


$20,623  27 


FRANKLIN  ELECTRIC  LIGHT  COMPANY. 

(Turners  Falls.) 

Assets. 

Electric  lines, $20,600  00 

Transformers,  ..........  1,350  00 

Meters 2,400  00 

Arc  lamps, 400  00 

Due  for  electricity, 383  95 

Carbons  on  hand,      .........  8  25 

Incandescent  lamps  on  hand,      .......  390  86 

Other  materials  on  hand,   ........  447  85 

Motors  on  hand,        .........  75  00 

Sundry  accounts  due  the  company,     ......  410  79 

Cash  on  hand, 780  36 

Total  assets,  as  per  books  of  the  company,    ....  $27,247  05 

Liabilities. 

Capital  stock,  ..........  $20,000  OQ 

Notes  payable, 4,000  00 

Unpaid  dividends, 1,200  00 

Total  liabilities,  as  per  books  of  the  com]:iany,        .  $25,200  00 

Profit  and  loss  balance, 2,047  06 


Manufactubino  Account. 


$27,247  06 


Operating  expenses: 

Db. 

Cb. 

At  station,    . 

$294  00 

For  current  bought, 

5,327  88 

distribution,    . 

3,810  55 

management,  . 

1,530  05 

taxes,      . 

422  30 

incidentals, 

488  29 

$11,873  07 

Income  from  sale  of  light  and  pc 

wer,  . 

$15,742  19 

other  sources, 

.          •          • 

12  39 

Balance  to  profit  and  loss, 

. 

3,881  51 

$15,754  58         «5,754  58 
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I*Rorrr  and  Lose  Account. 


Db. 

Cr. 

Balance  June  30,  1910, 

$1,409  88 

Balance  of  manufacturing  account. 

3,881  51 

Jobbing, 

582  53 

Interest  paid,   .... 

$225  00 

Dividends  declared,  . 

2,000  00 

Depreciation 

1,545  32 

Other  items,     .... 

56  54 

Balance  June  30,  1911,       . 

2.047  06 

S5.873  92 

$5,873  92 

GARDNER  ELECTRIC   LIGHT  COMPANY. 


Assets. 


Real  estate. 

Steam  plant,     . 

Electric  plant. 

Electric  lines,   . 

Transformers,  . 

Meters,    . 

Due  for  electricity. 

Fuel  on  hand,  . 

Carbons  on  hand, 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  hand, 

Globes  on  hand. 

Other  materials  on  hand,  . 

Fixtures,  tools,  etc.,  on  hand, 

Sundry  accounts  due  the  company. 

Office  furniture. 

Cash  on  hand. 

Notes  receivable. 

Insurance  prepaid. 

Investments,    . 


Total  assets,  as  per  books  of  the  company. 


$23,438  10 
57,795  00 
23,883  48 
50,902  96 
12,164  18 
19,220  40 
4,809  51 

135  30 
27  26 
47  07 

971  89 

136  45 
1,957  59 
2,399  04 

883  64 

1,333  27 

7,134  31 

20,000  00 

422  66 

150  00 

$227,812  11 


Liabilities. 

Capital  stock $170,000  00 

Notes  payable, 20,000  00 

Unpaid  bills 10,359  89 

Deposits, 9  60 

Unpaid  dividends 4,607  00 

Premium  on  capital  stock,           .......  10,000  00 

Depreciation  fund. 5,036  38 

Amounts  due  from  the  company,  not  included  above,   .                   .  332  53 

Total  liabilities,  as  per  books  of  the  company.  $220,345  40 

Profit  and  loss  balance 7,466  71 
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operating  expenses: 

At  station,    . 
For  current  bought, 

distribution, 

management, 

taxes, 

incidentals. 


MAmTFACTUBINO  ACCOUNT. 


$7,581  63 
28.151  86 
^.354  75 
6,197  36 
1.800  00 
2,001  02 


Db. 


Income  from  sale  of  light  and  power,  , 

other  sources, 
Balance  to  profit  and  loss. 


$52,086  62 
12,351  96 


$64,438  58 

Profit  and  Loss  Account. 

Db. 
Balance  June  30,  1910, 
Balance  of  manufacturing  account. 

Interest  received, 

Rents,      ........ 

Jobbing, 

Interest  paid, $3,912  53 

Dividends  declared 7,207  00 

Depreciation  fund, 2,400  00 

Other  items 9,597  79 

Balance  June  30,  191  It 7,466  71 


Cb. 


$64,135  72 
302  86 


$64,438  68 

Cb. 
$17,064  50 
12,351  96 
877  40 
120  00 
670  17 


$30,584  03    $30,584  03 


GARDNER  GAS,   FUEL  AND   LIGHT  COMPANY. 

ASSBTB. 

Real  estate $7,878  47 

Machinery  and  manufacturing  appliances,           ....  24,887  56 

Street  mains, 52,286  69 

Services, 4,925  42 

Meters 6,421  72 

Due  for  gas, 2,047  75 

Fixtures,  tools,  etc.,  on  hand, 3,893  86 

Cash  on  hand, 14  45 

Investments, 2,132  58 


Total  assets,  as  per  books  of  the  company,  ....  $104,488  50 

Liabilities. 

Capital  stock, $26,200  00 

Bonds  issued, 15,500  00 

Notes  payable, 41,350  00 

Unpaid  bills 2,356  78 

Interest  accrued  but  not  due, 528  28 

Total  liabilities,  as  per  books  of  the  company,  $85,935  06 

Profit  and  loss  balance 18,553  44 


$104,488  50 
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MANt7FACTCnUNG  ACCOTTKT. 

Operating  expenses:  Db.  Cb. 


At  works. 

For  distribution, 
management, 
taxes,     . 
incidentals. 


$7,143  60 

2,215  46 

2,586  11 

568  84 

700  00 


$13,214  01 


Inoome  from  sale  of  gas, $19,438  84 

Balance  to  profit  and  loss,  ....  6,224  83 


$19,438  84         $19,438  84 

Pbofit  and  Loss  Account. 

Db.  Cb. 

Balance  June  30,  1910 $15,076  96 

Balance  of  manufacturing  account,  6,224  83 

Interest  received 82  02 

Interest  paid $2,830  37 

Balance  June  30.  1911, 18,553  44 


$21,383  81         $21,383  81 


GEORGETOWN  GAS  COMPANY. 

Assets. 

Real  estate $1,150  00 

Machinery  and  manufacturing  appliances,           ....  1.000  00 

Street  mains, 5.901  52 

Meters 326  23 

Due  for  gas 86  16 

Other  materials  on  hand. 18  13 

Stoves  on  hand, 18  50 

Cash  on  hand, 27  85 

Total  assets,  as  per  books  of  the  company,    ....  $8,528  39 

Liabilities. 
Capital  stock $7,500  00 

Total  liabilities,  as  per  books  of  the  company,  $7,500  00 

Ph>fit  and  loss  balance, 1,028  39 

$8,528  39 
Manufactubing  Account. 
Operating  expenses:  Db.  Cb. 

At  works,      ....  $679  95 

For  distribution,    ...  39  70 

taxes,     ....  108  93 

$828  58 

Inoome  from  sale  of  gas, $949  20 

Balance  to  profit  and  loss,  120  62 


$949  20  $949  20 
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Profit  and  Lobs  Account. 


Balance  June  30,  1910, 
Balance  of  manufacturing  account, 
Other  items  of  income, 
Interest  paid,   .... 
Other  items,     .... 
Balance  June  30,  1911, 


Db. 

Cr. 

$737  16 

120  62 

670  61 

S15  84 

384  16 

1.028  39 

Sl,428  39 

Sl,428  39 

GLOUCESTER  ELECTRIC   COMPANY. 

Assets. 

Real  estate $68,897  19 

Steam  plant 65.296  68 

Electric  plant 69.757  67 

Electric  lines 127,421  56 

Transformers 21,012  85 

Meters 27,276  66 

Arc  lamps,        ..........  2,822  14 

Due  for  electricity 9,004  17 

Fuel  on  hand, 3,222  95 

Carbons  on  hand,      .........  33  76 

Oil  and  waste  on  hand,      ........  51  25 

Incandescent  lamps  on  hand,      .......  960  94 

Globes  on  hand, 16  00 

Other  materials  on  hand 2,949  87 

Motors  on  hand 292  30 

Fixtures,  tools,  etc.,  on  hand,     .......  216  62 

Horses,  wagons,  etc.,          ........  2.350  00 

Sundry  accounts  due  the  company,     ......  2,178  86 

Office  furniture 1.233  10 

Cash  on  hand, 6,097  96 

Notes  receivable,       .........  75  00 

Sinking  fund.   . 8.031  14 


Total  assets,  as  per  books  of  the  company, 


$409,198  47 


Liabilities. 


Capital  stock,  . 

Bonds  issued,   . 

Notes  payable. 

Unpaid  bills,     . 

Deposits, 

Interest  accrued  but  not  due, 

Premium  on  capital  stock, 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$176,000  00 

48.000  00 

20,000  00 

11,940  11 

268  89 

1.000  00 

6,000  00 

$262,209  00 
146,989  47 


$409,198  47 
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MANUrACTUBINO  ACCOUNT. 


Operating  expenses: 

Dr. 

Cr. 

At  station,    ....           S27.108  7fi 

Fop  distribution,    .         .         .             21,377  23 

management,  .                                   4,065  68 

taxes,     ....               5,884  13 

incidentals,      .                                   5,491  33 

$64,527  16 

Income  from  sale  of  lig^t  and  power. 

$103,368  96 

Balance  to  profit  and  loss. 

38,841  80 

$103,368  96 

$103,368  96 

Profit  mxd  Loss  Account. 

Dr. 

Cr. 

Balance  Jime  30, 1910 

$130,769  19 

Balance  of  manufacturing  account. 

38.841  80 

Interest  received, 

643  61 

Jobbing,            .... 

174  99 

Interest  paid 

$3,100  26 

Dividends  declared,  . 

12,250  00 

Depreciation 

5.000  00 

Other  items 

3,089  86 

Balance  June  30,  1911, 

146.989  47 

$170,429  59 

$170,429  59 

GLOUCESTER  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $51,921  07 

Machinery  and  manufacturing  appliances,  .  57,598  22 

Street  mains 117.896  73 

Meters 15.984  51 

Due  for  gas,               .  6,220  27 

Gas  coal  on  hand 1.405  63 

■Coke  on  hand, 2,691  40 

Tar  on  hand, 414  06 

Enrichers  on  hand, 73  12 

Purif3dng  materials  on  hand,      .......  412  02 

Other  materials  on  hand 177  69 

Stoves  and  gas  fixtures  on  hand,          ......  5,976  06 

Horses,  wagons,  etc 2,230  70 

Sundry  accounts  due  the  oonH>any,     ......  11,601  93 

Office  furniture 890  39 

<:;a8h  on  hand,           ....                   ....  2,880  25 

Investments, 5.000  00 


Total  assets,  as  per  books  of  the  company, 


$283,374  05 


Liabilities. 

Capital  stock $150,000  00 

Notes  payable, 42,500  00 

Unpaid  bills 18.598  66 

Unpaid  dividends 4,500  00 

Interest  accrued  but  not  due, 67  50 
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Premium  on  oapital*Btock,         .  * S40,000  00 

Depreciation  fund, 12,500  00 

Amounts  due  from  the  company,  not  included  above,                    .  449  74 

Total  liabilities,  as  per  books  of  the  company,  $268,615  90 

Profit  and  loss  balance, 14,758  15 


Operating  expenses* 
At  works, 
For  distribution, 
management, 
taxes,     . 
incidentals. 


Manufactubino  Account. 


$43,375  87 

4.331  62 

17,391  54 

6,108  56 

1,735  04 


Db. 


Income  from  sale  of  gas,    . 
residuals, 
other  sources, 

Balance  to  profit  and  loss, 


Pbofit  and  Loss  Account. 

Balance  June  30,  1910 

Balance  of  manufacturing  account. 

Interest  received, 

Rents,     ....... 

Jobbing, 

Interest  paid,  ...... 

Dividends  declared,  ..... 

Depreciation  fund, 

Reserve  fund,  ...... 

Other  items, 

Balance  June  30,  1911,      . 


$283,374  05 
Cb. 


$72,942  63 

$74,224  05 

17,380  79 

600  00 

19,262  21 

$92,204  84 

$92,204  84 

NT. 

Db. 

Ca. 

$73,293  46 

19.262  21 

128  18 

717  00 

2.995  31 

$1,668  41 

27.000  00 

12.500  00 

40.000  00 

469  60 

14,758  15 

$06,396  16 

$96,396  16 

GREAT  BARRINGTON  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate. $50,000  00 

Steam  plant, 1.105  59 

Electric  plant, 36.673  90 

Electric  lines, 41,104  37 

Transformers,  ..........  10,022  03 

Meters, 12,165  58 

Arc  lamps,        ..........  214  50 

Due  for  electricity,    .........  3,953  12 

Fuel  on  hand,  ..........  10  50 

Carbons  on  hand,      .........  4  36 

Oil  and  waste  on  hand, 32  05 

Incandescent  lamps  on  hand,      .......  590  41 

Other  materials  on  hand 2.681  51 

Fixtures,  tools,  etc.,  on  hand, 1,702  24 
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Sundry  accounts  due  the  company,     . 

•         • 

$108  72 

Office  furniture*         ...... 

460  83 

CfHih  on  handi  ........ 

6,217  55 

. 

Total  assets*  as  per  books  of  the  company,    . 

$167,047  26 

LlABIUTDBS. 

Capital  stock, 

$125,000  00 

Unpaid  bills, 

2,676  95 

Total  liabilities,  as  per  books  of  the  company, 

$127,676  95 

39,870  31 

$167,047  26 

MANtrPACTURINO  ACCOUNT. 

Operating  expenses: 

Db. 

Cb. 

At  station,    ....             $6,518  88 

For  current  bought,                                 2,474  34 

distribution,    .         .         .               3,425  17 

management,  .                  .              7,036  77 

taxes 1,404  94 

incidentals,     ...                  877  24 

$22,637  34 

Income  from  sale  of  light  and  power,  . 

$41,865  27 

Balance  to  profit  and  loss, 

19,227  93 

$41,865  27 

$41,865  27 

Pbojit  and  Lobb  Account 

Db. 

Cb. 

Balance  June  30,  1910, 

$29,608  95 

Balance  of  manufacturing  account,      . 

19,227  93 

Dividends  declared 

$9,375  00 

Other  items, 

91  57 

Balance  June  30,  1911 

39,370  31 

$48,836  88 

$48,836  88 

GREENFIELD  ELECTRIC   LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate $55,772  45 

Steam  plant, 94,513  37 

Water  power  plant 156,025  54 

Electric  plant, 62,533  27 

Electric  lines 120,167  45 

Transformers, 23,392  22 

Meters 17,809  87 

Arc  lamps, 2,986  62 

Due  for  electricity, 12.568  94 

Fuel  on  hand 3,642  65 

Oil  and  waste  on  hand, 140  10 

Incandescent  lamps  on  hand, 2,351  83 

Globes  on  hand, 19  00 

Other  materials  on  hand, 25.576  69 

Fixtures,  tools,  etc.,  on  hand, 1,841  53 
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Horses,  wagons,  automobiles, 

Sundry  accounts  due  the  company. 

Office  furniture, 

Cash  on  hand. 

Notes  receivable, 

Insurance  prepaid, 

Interest  prepaid, 


Total  assets,  as  per  books  of  the  company. 

Liabilities. 
Capital  stock,  . 
Bonds  issued,  . 
Notes  payable, 
Unpaid  bills,  . 
Deposits, 

Interest  due  but  not  paid. 
Interest  accrued  but  not  due. 
Amounts  due  from  the  company,  not  included  above, 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Manupacturinq  Account. 


Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management,  . 

taxes, 

incidentals. 


Income  from  sale  of  light  and  power, 
Balance  to  profit  and  loss. 


Dr. 


$22,170  40 

13,502  15 

22.066  65 

12.841  15 

6,543  41 

1.339  80 


$78,472  56 
54,157  08 


$6,729  23 

34,343  30 

1,447  22 

7.183  64 

61,400  00 

2,218  99 

379  28 

$693,043  19 

$325,000  00 

100.000  00 

225.000  00 

14.693  94 

30  00 

37  50 

3.057  91 

122  29 

$667,941  64 
25,101  55 

$693,043  19 
Cr. 


$132,629  64 


$132,629  64       $132,629  64 


Profit  and  Loss  Account. 

Dr. 

Balance  June  30,  1910, 

Balance  of  manufacturing  account. 

Interest  received,      ...... 

Other  items  of  income.       ...... 

Interest  paid. $12,865  74 

Dividends  declared 19,500  00 

Depreciation. 20.550  00 

Balance  June  30.  1911 25.10155 


Cr. 

$22,768  64 

64,157  08 

50  00 

1,041  57 


$78,017  29         $78,017  29 
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GREENFIELD  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate ^9,508  15 

Machineiy  and  manufacturing  appliances,  .....  54^42  99 

Street  mains, 75,364  09 

Services, 35,561  76 

Meters 15,193  04 

Due  for  gas, 2,395  23 

Gas  coal  on  hand, 1,242  60 

Enrichers  on  hand,    .........  376  15 

Other  materials  on  hand,  ........  6,635  64 

Stoves  on  hand 1,188  90 

Sundry  accounts  due.  the  company, 3,794  93 

Office  furniture, 265  00 

Cash  on  hand, 1,310  46 

Investments, 677  51 


Total  assets,  as  per  books  of  the  company,    ....  $247,856  45 

LlABILITISS. 

Capital  stock $116,850  00 

Bonds  issued 75,000  00 

Notes  payable, 48,500  00 

Interest  due  but  not  paid,           .......  25  00 

Interest  accrued  but  not  due,     .......  125  41 

Total  liabilities,  as  per  books  of  the  company,  $240,500  41 

Profit  and  loss  balance, 7,356  04 


$247,856  45 


Manufacturing  Account. 
Operating  expenses:  Dr.  Or. 

At  works,      ....  $9,509  63 

For  distribution,    ...  2,162  06 

management,  .  4,835  13 

taxes 2.685  66 

incidentals.      .         .  314  98 

$19,507  46 


Income  from  sale  of  gas, $28,366  80 

Balance  to  profit  and  loss, .....  8,859  34 


$28,366  80         $28,366  80 

Propit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1910 $8,636  41 

Balance  of  manufacturing  account,  .  8,859  34 

Interest  paid, $6,932  38 

Dividends  declared 2,880  00 

Other  items 327  33 

Balance  June  30,  1911, *  7,356  04 


$17,495  75 
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GREGORY.   J.   D. 

(Princeton.) 

Manxtfacturing  Account. 
Operating  ezpenaes:  Dr.  Cb. 

At  works, $358  34 

Income  from  sale  of  gas,    .....  $341  28 

Balance  to  profit  and  loss,  ....  17  06 


$358  34  $358  34 


HADLEY  LIGHTING  COMPANY. 

Assets. 
Real  estate,      ......... 

Maohineiy  and  manufacturing  appliances,  .... 

Street  mains  and  services, 

Meters,    .......... 

Due  for  gas, 

Other  materials  on  hand,  ....... 

Cash  on  hand, 

Total  assets,  as  per  books  of  the  company,    . 

LiABiLrnBS. 
Capital  stock,  ......... 

Notes  payable, 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


MANUFACTOBINa  AcCOTTNT. 

Operating  expenses:  Db. 

At  works,      ....  $187  35 

For  management,  ...  6  36 

taxes,     ....  12  56 

incidentals,      ...  35  00 

Income  from  sale  of  gas,    .... 
Balance  to  profit  and  loss. 


pBOirr  AND  Loss  Account. 

Balance  June  30,  1010,       .... 

Balance  of  manufacturing  aocoimt. 
Jobbing,  ....... 

Interest  paid,   ...... 

Balance  June  30,  1011, 


$445  94 

878  88 

473  45 

95  97 

34  45 

54  80 

71  12 

$2,054  61 

$1,726  00 

260  01 

$1,975  01 

79  60 

$2,054  61 

Cb. 

$241  27 

$326  29 

85  02 

$326  29 

$326  29 

NT. 

Dr. 

Cb. 

$2  67 

85  02 

6  03 

$13  12 

79  60 

$92  72  $92  72 
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HATFIELD  GAS  COMPANY. 

Assets. 

Real  estate, 

Machinery  and  manufaoturing  appliances,  .... 

Street  mains,    ......... 

Services,  ......... 

Meters,    .......... 

Due  for  gas,     ......... 

Other  materials  on  hand, 

Fixtures  on  hand,      ........ 

Cash  on  hand, 

Total  assets,  as  per  books  of  the  company $7,334  47 

LiABiLimss. 

Capital  stock, $4,750  00 

Notes  payable, 2,400  00 


Manufactubino  Accoumt. 


$626  67 

967  70 

5,189  96 

218  04 

263  89 

41  38 

15  75 

2  40 

8  68 

Total  liabilities,  as  per  books  of  the  company,  $7,150  00 

Profit  and  loss  balance, 184  47 


$7,334  47 


Operating  expenses: 

Db. 

Cr. 

At  works,      .... 

$684  75 

For  distribution,    . 

76  51 

16  66 

$777  92 

Income  from  sale  of  gas,    . 

$694  06 

Balance  to  profit  and  loss, . 

83  86 

$777  92 

$777  92 

Profit  and 

Loss  Account. 

Db. 

Cr. 

Balance  June  30,  1910, 

.         . 

$388  33 

Balance  of  manufacturing  account. 

. 

$83  86 

Interest  paid,   .         .         .         .         , 

1 

120  00 

Balance  June  30,  1911, 

. 

184  47 

$388  33 

$388  33 

HAVERHILL  ELECTRIC  COMPANY. 

Assets. 

Real  estate, $186,937  99 

Steam  plant, 214.621  05 

Electric  plant, 78,493  08 

Electric  lines, 190,646  33 

Transformers, 52,039  80 

Meters 35,828  22 

Arc  lamps. 26.107  54 

Unfinished  construction, 17,121  58 

Due  for  electricity, 8,118  31 

Fuel  on  hand ^  966  14* 
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Carbons  on  hand,      .........  $615  57 

Incandescent  lamps  on  hand,      .                   .         -.          .         .  3,270  52 

Globes  on  hand, 133  46 

Other  materials  on  hand,  ........  25,995  45 

Motors  on  hand, 1,324  73 

Fixtures,  tools,  etc.,  on  hand, 9,763  71 

Horses,  wagons,  etc.,          .                                                 .         .         .  5,255  64 

Sundry  accounts  due  the  company 29,698  25 

OflSce  furniture 7,037  69 

Cash  on  hand 13,814  71 

Investments, 2,900  OO 


Total  assets,  as  per  books  of  the  company, 

• 

.       $910,689  77 

Liabilities. 

Capital  stock, 

$446,800  00 

Bonds  issued,   . 

85,000  00 

Notes  payable. 

169,400  00 

Unpaid  bills,    . 

8,356  62 

Deposits, 

1,918  25 

Interest  accrued  but  not  due. 

1,937  12 

Reserve  fund,  . 

50  51 

Premitmi  on  capital  stock. 

142,770  00 

Amoimts  due  from  the  company,  not  included  above,   . 

1,565  42 

Total  liabilities,  as  per  books  of  the  company^ 

.       $857,797  92 

Profit  and  loss  balance, 

• 

52,891  85 

Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management,  . 

taxes, 

incidentals. 


Manupacturing  Account. 


$44,688  01 
11  66 

19.979  73 
34.382  62 

14.980  16 
11,359  11 


Dr. 


Income  from  sale  of  light  and  power,  . 

other  sources. 
Balance  to  profit  and  loss,. 


$125,401  29 


52.783  22 


$910,689  77 
Cb. 


$178,153  2ft 
31  25 


$178,184  51       $178,184  51 


Pbofit  and  Leas  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account. 

Interest  received, 

Rents, 

Other  items  of  income, 

Interest  paid,   . 

Dividends  declared. 

Other  items,     . 

Balance  June  30,  1911, 


Dr. 


$11,338  82 

35,744  00 

9,150  14 

52,891  85 


$53, 
52 


Cr. 

,804  07 
.783  22 
220  12 
491  63 
,825  77 


$109,124  81   $109,124  81 
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HAVERHILL  GAS  LIGHT  COMPANY. 

Abbetb. 

Real  estate $123,659  26 

Machinery  and  manufacturing  appliances,   .....  398,936  66 

Street  mains  and  services,           .......  242,060  79 

Street  lamps, 13,086  03 

Meters, 56,346  48 

Due  for  gas, 17,067  33 

Gas  coal  on  hand, 2,276  09 

Gas  on  hand, 248  00 

Enrichers  on  hand, 2,623  93 

Purifying  materials  on  hand, 1,811  38 

Other  materials  on  hand, 15,728  08 

Stoves  on  hand, 6,735  29 

Fixtures,  tools,  etc.,  on  hand 13,322  94 

Horses,  wagons,  etc.,  1,860  00 

Sundry  accounts  due  the  company, 13,209  86 

Office  furniture, 1,900  20 

Cash  on  hand 41,742  37 

Loans  to  Haverhill  Gas  Securities  Company,        ....  216,865  42 

Taxes,  interest  and  insurance  prepaid,          .....  4,861  62 

Stocks,  bonds  and  notes, 28,529  44 

Office  building  and  land 17,000  00 


Total  assets,  as  per  books  of  the  company,    . 


$1,219,871  17 


Liabilities. 

Capital  stock $75,000  00 

Notes  payable, 275.500  00 

Unpaid  bills 11,913  00 

Deposits 13,619  47 

Reserve  fund •     260,000  00 

Depreciation  fund, 142,227  64 

Amounts  due  from  the  company,  not  included  above,   .  3,546  73 

Total  liabilities,  as  per  books  of  the  company,                  .  $781,806  84 

Profit  and  loss  balance 438,064  33 


Manufacturing  Accounf. 


Operating  expenses: 
At  works. 
For  distribution, 
management, 
taxcB, 
incidentals. 


Income  from  sale  of  gas,    . 

other  sources. 

Balance  to  profit  and  loss, . 


$75,151  98 

29,691  80 

25,793  72 

13,832  42 

7,561  67 


Db. 


$1,219,871  17 


$152,031  59 


53,756  71 


Cr. 


$199,360  33 
6,427  97 


$205,788  30       $205,788  30 
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Phopit  and  Loss  Account. 


Balance  June  30.  1910, 

Balance  of  manufacturing  account. 

Interest  received. 

Rente, 

Other  items  of  income, 
Interest  paid,   .... 
Other  items.     .... 
Balance  June  30,  1911, 


Dr. 

Cb. 

U37.089  11 

53,766  71 

885  54 

1.584  93 

436  34 

S6.432  02 

49.256  28 

438.064  33 

$493,752  63       $493,752  63 


HUNTINGTON   ELECTRIC   LIGHT  COMPANY. 

i 

Assets. 
Steam  plant, $2,000  00 


Klflsctnc  plant,            .         .         .         r 

900  00 

Electric  lines.    ..... 

1,000  00 

Meters.    ...... 

250  00 

Arc  lamps,        ..... 

25  00 

Due  for  electricity,    .... 

257  96 

Carbons  on  hand,      .... 

1  00 

Incandescent  lamps  on  hand. 

66  50 

Sundry  accounts  due  the  company,     . 

17  13 

Cash  on  hand,           .... 

2.093  78 

Total  assets,  as  per  books  of  the  company,    . 

$6,611  37 

Liabilities. 

Caoital  stock.  ..... 

$5,000  00 

Total  liabilities,  as  per  books  of  the 

i  company. 

- 

$5,000  07 

Profit  and  loss  balance,      . 

. 

- 

1.611  30 
$6,611  37 

Manufactubing  Account. 

Operating  expenses: 

Dr. 

Cr. 

At  station 

$833  97 

For  distribution,    . 

160  56 

management,  . 

97  11 

taxes,     .... 

84  13 

incidentals,      . 

55  00 

$1,230  77 

Income  from  sale  of  light  and  power,  . 

. 

$1,794  96 

other  sources. 

265  00 

Balance  to  profit  and  loss. 

• 

829  19 

$2,059  96 

$2,059  96 

Profit  and 

Loss  Account. 

Dr. 

Cr. 

Balance  June  30.  1910,       . 

$1,501  55 

Balance  of  manufacturing  account. 

829  19 

Interest  received 

80  63 

Dividends  declared,  .... 

$500  00 

Depreciation, 

300  00 

Balance  June  30,  1911,       . 

1,611  37 

$2,411  37 
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HYANNIS  ACETYLENE  GAS  PLANT. 

(Nickeraon  and  Dyer,  Owners.) 

Assets. 

Real  estate S369  00 

Machinery  and  manufaoturing  appliances, 1,432  67 

Street  mains, 3,443  74 

Services,           ..........  436  90 

Meters, 331  38 

Due  for  gas, 873  91 

Other  materials  on  hand, 80  00 

Cash  on  hand, 96  79 

Total  assets,  as  per  books  of  the  plant,  ....  S7,064  39 

LiABiLmss. 
Capital  invested S6.013  69 

Total  liabilities,  as  per  books  of  the  plant S6,013  69 

Profit  and  loss  balance 1,050  70 

$7,064  39 
Manufagturino  Account. 
Operating  expenses:  Db.  Cr. 

At  works $2,074  78 

For  distribution,    .  257  65 

management,  .  1,028  50 

taxes,     ....  28  10 

$3,389  03 

Income  from  sale  of  gas,    .....  $3,398  50 

Balance  to  profit  and  loss,  ....  9  47 

$3,398  50  $3,398  50 

Pbofit  and  Loss  Accoxtnt. 

Db.  Cb. 

Balance  June  30,  1910 $1,041  23 

Balance  of  manufaoturing  account,      ...  9  47 

Balance  June  30,  1911 $1,050  70 

-      $1,050  70  $1,050  70 


HYDE  PARK  ELECTRIC   LIGHT  COMPANY. 

Assets. 

Real  estate $52,883  71 

Steam  plant 95.665  78 

Electric  plant, 121,939  35 

Electric  lines, 80,643  12 

Transformers 10,000  00 

Meters 10,000  00 

Arc  lamps 10,000  00 

Work  in  process, 99,003  39 

Due  for  electricity, 12,165  92 

Fuel  on  hand, 4,018  27 

Carbons  on  hand, 148  80 
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Oil  and  waste  on  hand, $9  38 

Incandescent  lamps  on  hand,      .......  1,352  37 

Globes  on  hand 31  88 

Other  materials  on  hand 5,943  32 

Motors  on  hand, 250  25 

Fixtures,  tools,  etc.,  on  hand,      .......  190  91 

Horses,  wagons,  etc.,          ........  576  00 

Sundry  accounts  due  the  company,     ......  522  22 

Office  furniture, 247  95 

Cash  on  hand, 5,582  82 

Prepaid  taxes  and  insurance,      .......  1,705  33 

Total  assets,  as  per  books  of  the  company,    ....  $512,880  77 

LlABIZJTIES. 

Capital  stock $287,500  00 

Notes  payable. 187,000  00 

Unpaid  bills 3,014  41 

Deposits, 846  30 

Interest  accrued  but  not  due, 800  00 

Reserve  fund, 5,959  44 

Depreciation  fund, 5,522  14 

Amounts  due  from  the  company,  not  included  above,   .  3,459  29 

Total  liabilities,  as  per  books  of  the  company,        .  $494,101  58 

Profit  and  loss  balance 18.779  19 


Operating  expenses: 
At  station,    . 
•For  distribution,    . 

mftTifigiPTnfiPt, 

taxes, 

incidentals. 


MANUFACrnBING  ACCOUHT. 


$49,907  40 

11,690  20 

7,554  59 

7,257  98 

2,371  62 


Income  from  sale  of  light  and  power,  , 

other  sources. 
Balance  to  profit  and  loss. 


Dr. 


$78,781  79 


40,101  40 


$512,880  77 


Cb. 


$118,401  19 
482  00 


$118,883  19       $118,883  19 


Pbofit  and  Loss  Balance. 

Balance  Jime  SO,  1910,       .... 

Balance  of  manufacturing  account. 
Interest  received,      ..... 

Rents,      ....... 

Other  items  of  income,       .... 

Interest  paid,   ...... 

Dividends  declared.  .  .  -      . 

Depreciation  fund,    ..... 

Reserve  fund,  ...... 

Other  items,     ...... 

Balance  Jane  30,  1911 


Dr. 

Cr. 

$15,380  58 

40,101  40 

280  44 

480  00 

29  91 

$8,261  14 

20.125  00 

7,000  00 

1.300  00 

807  00 

18.779  19 

$56,272  33 

$56,272  83 
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IPSWICH  GAS  LIGHT  COMPANY. 


Absbtb. 
Real  estate, 
Maohineiy  and  manufaotaring  appliances,  . 

Street  mains, 

Meters, 

Dueforsas, 

Gas  ooal  on  hand, 

Enriohers  on  hand,    ..... 

Office  furniture, 

Cash  on  hand, 

Investments,    ...... 


S3,875  00 

13,391  92 

7,759  71 

3,181  07 

2,383  36 

145  50 

227  50 

29  50 

724  39 

1.200  00 


Total  assets,  as  per  books  of  the  company, 
LiABiLrnxs. 


Capital  stock,  . 
Notes  payable. 
Unpaid  dividends, 


Total  liabilities,  as  per  books  of  the  company, 
Ptofit  and  loss  balance, 


$32,917  95 


$16,000  00 

14.800  00 

119  50 

$30,919  50 
1.998  45 


Operating  expenses: 
At  works, 
For  distribution, 
management, 
taxes,     . 


MANUrACTUBIKO  ACCOUNT. 

$2,723  77 

6  10 

1,277  08 

392  22 


Income  from  sale  of  gas,    . 
other  sources. 
Balance  to  profit  and  loss. 


Dr. 

$4,399  23 

1,846  01 
$0,245  24 


Pbofit  and  Loss  Account. 


Dr. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account. 

Interest  received. 

Interest  paid, 

Dividends  declared,  . 

Balance  June  30,  1911, 


$743  20 

480  00 

1,998  45 

$3,221  65 


$32,917  95 
Cr. 


$6,221  24 
24  00 


$6,245  24 


Cr. 
$1,153  64 
1,846  01 
222  00 


$3,221  65 


LAWRENCE  GAS  COMPANY. 

ASSBTS. 

Real  estate  (gas),      . $305,455  70 

Machinery  and  manufacturing  appliances  (gas),  ....         704,709  23 
Street  mains  and  services  (gas). 665,980  57 
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Meters  (gas), S153.053  69 

Due  for  gas, 67,376  79 

Gas  ooal  on  hand, 47,244  35 

Coke  on  hand, 10,374  78 

Tar  on  hand, 6,705  70 

Aqua  ammonia, 1,150  58 

Enriohers  on  hand 3,406  99 

Purifsang  materials  on  hand, 2,287  19 

Other  gas  materials  on  hand, 21,344  11 

Stoves  on  hand 8,062  66 

Gas  fixtures,  tools,  etc.,  on  hand,         ......  3,107  41 

Real  estate  (electric), 24,048  81 

Steam  plant  (electric), 76,766  26 

Electric  power  plant,          ........  556,711  37 

Electric  plant, 259,456  50 

Electric  lines 373,472  65 

Transformers, 36,532  60 

Meters  (electric) 44,806  14 

Arc  lamps, 39,086  19 

Due  for  electricity, 39,067  06 

Fuel  on  hand  (electric) 4,530  44 

Carbons  on  hand,      .........  422  76 

Oil  and  waste  on  hand 50  04 

Incandescent  lamps  on  hand,      .......  7,132  90 

Globes  on  hand, '      .  475  52 

Other  electric  materials  on  hand,         ......  18,063  70 

Motors 13,112  88 

Horses,  wagons,  etc., 12,238  02 

Sundry  accotmts  due  the  company, 37.169  65 

Office  furniture, 6.227  42 

Cash  on  hand, 107,556  45 

New  storehouse, 19,618  46 

Office  building 50,118  10 

Insurance 1,050  00 

Investments, 74  10 

Total  assets,  as  per  books  of  the  company,    ....    $3,728,047  77 


LlABILITTBS. 

Capital  stock $1,900,000  00 

Bonds  issued, 300,000  00 

Notes  payable, 564.450  00 

Unpaid  bills 26,261  89 

Deposits 11,423  00 

Interest  accrued  but  not  due, 13,977  30 

Reserve  funds, 33,871  42 

Depreciation  account,        ........  90,421  10 

Premium  on  capital  stock, 414,987  13 

Total  liabilities,  as  per  books  of  the  company,                           .  $3,355,391  84 

Profit  and  loss  balance, 372,655  93 

$3,728,047  77 
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Operating  expenses  (gas)  : 
At  works, 
For  distribution, 

management,  , 

taxes,     . 

incidentals, 


Manupacturinq  Account. 


$195,486  38 

32,689  62 

33.566  86 

39,681  64 

7.393  37 


Operating  expenses  (electric) : 
At  station,    . 
For  distribution, 

management, 

taxes, 

incidentals. 


$69,882  86 

50,693  08 

20.140  12 

23.249  36 

6,237  15 


Income  from  sale  of  gas,    .... 
residuals,       .... 
sale  of  electric  light  and  power, 
other  sources  (electric),  . 
Balance  to  profit  and  loss: 

Gas 

Electric, 


Db. 


$308,817  87 


170,202  57 


122,661  87 
103,860  72 


Cb. 


$399,262  13 

32,207  61 

273,476  80 

586  49 


$705,533  03        $705,533  03 


Pbofit  and  Loss  Account. 

Balance  June  30,  1910,       .... 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account,  . 
Interest  received,      ..... 

Rents, 

Jobbing,  ....... 

Interest  paid,   ...... 

Dividends  declared,  ..... 

Depreciation  acooimt,         .... 

Other  items 

Balance  June  30,  1911,       . 


Db. 

Cb. 

$343,717  86 

• 

122,651  87 

103,860  72 

2,172  49 

584  42 

1,045  46 

$36,394  84 

152,000  00 

10.000  00 

2,982  05 

372,655  93 

$574,032  82       $574,032  82 


LEE  ELECTRIC   COMPANY. 

Assets. 

Street  mains  (gas), $500  00 

Real  estate, 13,941  48 

Steam  plant, 13,000  00 

Electric  plant, 5.000  00 

Electric  lines, 26,277  52 

Transformers, 4,100  00 

Meters, 3,200  09 

Due  for  electricity, 2,876  34 

Fuel  on  hand, 252  00 

Oil  and  waste  on  hand,  .    * ^^        34  j50 
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Incandescent  lamps  on  hand, 
Motors  on  hand, 
Fixtures,  tools,  etc.,  on  hand, 
Horses,  wagons,  etc., 
Office  furniture, 
Cash  on  hand. 


Total  assets,  as  per  books  of  the  company. 


LlABILITZBS. 


Capital  stock,  . 
Bonds  issued,  . 
Notes  payable. 
Interest  accrued  but  not  due. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance,      ..... 


Masvtjlctubinq  Account. 


Operating  expenses: 
At  station,    . 
For  distribution, 
management, 
taxes,     . 
incidentals. 


Income  from  sale  of  light  and  power, 
Balance  to  profit  and  loss. 


$7,285  24 

1,047  01 

1,083  17 

624  85 

447  52 


Db. 


$185  38 

45  00 

407  14 

166  00 

54  25 

320  21 

$70,359  91 

$30,000  00 

30,000  00 

4,700  00 

414  16 

$65,114  16 
5,245  75 

$70,359  91 

$10,387  79 
6,772  87 


Cr. 


$17,160  66 


$17,160  66         $17,160  66 


Pbofit  and  Lobs  Accoxtkt. 


Db. 


Balance  June  30,  1910, 
Balance  of  manufacturing  account, 
Interest  paid,   .... 
Dividends  declared,  . 
Depreciation,    .... 
Balance  June  30,  1911, 


$1,752  91 
1,500  00 
3,377  00 
5,245  75 


Cb. 
$5,102  79 
6,772  87 


$11,875  66         $11,875  66 


Electric  lines,   . 
Transformers,  . 
Meters,    . 
Due  for  electricity, 
Cash  on  hand. 
Investments,    . 


LENOX  ELECTRIC  COMPANY. 

Assets. 


Total  assets,  as  per  books  of  the  company; 


$16,825  72 
3,722  08 
3,438  02 
2,614  24 
4,708  75 
19,460  29 


$50,769  10 
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LlABILITIBS. 

Capitol  stock,  .         .  S20.000  00 

Unpaid  bilk 812  62 


Total  liabilitieB,  as  per  books  of  the  oompany,  $20,812  62 

Profit  and  loss  balance, 29,956  48 


$60,769  10 


Manufacturznq  Account. 
Operating  expenses:  Db.  Cr. 

For  current  bought,  $9,865  20 

distribution,    ...  377  89 


management,  .  989  63 

taxes 339  66 


$11,572  38 


Income  from  sale  of  light  and  power,  .  $18,465  90 

Balance  to  profit  and  loss 6,893  52 


$18,465  90         $18,465  90 


Pbofit  and  Lobs  Accoxtnt. 

Db.  Cb. 

Balance  June  30,  1910 $23,924  80 

Balance  of  manufacturing  account,  6,893  52 

Interest  received, 738  16 

Dividends  declared, $1,600  00  . 

Balance  June  30,  1911 29,956  48 


$31,556  48         $31,556  48 


LEOMINSTER  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assbts. 

Real  estate $16,353  97 

Steam  plant, 53,945  24 

Electric  plant, 40,965  06 

Electric  lines, 98.956  27 

Transformers, 14,455  14 

Meters, 16,327  08 

Arc  lamps, 6,564  18 

Due  for  electricity 7,738  48 

Fuel  on  hand 1,552  73 

Carbons  on  hand, 68  85 

Oil  and  waste  on  hand, 40  46 

Incandescent  lamps  on  hand,  644  88 

Globes  on  hand, 36  23 

Other  materials  on  hand,  ........  294  92 

Horses,  wagons,  etc., 406  74 

Sundry  accounts  due  the  company, 1,920  78 

Office  furniture, 829  70 

Cash  on  hand, 3,271  95 


Total  assets,  as  per  books  of  the  company,     ....       $264,372  66 
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LlABIIilTIEB. 

Capital  stock,  . 

Bonds  issued,   . 

Notes  payable, 

Unpaid  bills,     . 

Deposits, 

Unpaid  dividends, 

Interest  accrued  but  not  due, 

Depreciation  fund,    . 

Amounts  due  from  the  company,  not  included  above, 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance,      ..... 


Operating  expenses: 
At  station,    . 
For  distribution,    . 

management,  . 

taxes, 

incidentals, 


Manupactukino  Account. 


$22,943  17 
6,376  43 
8,875  36 
3,339  70 
1,241  66 


Dr. 


Income  from  sale  of  light  and  power. 
Balance  to  profit  and  loss. 


$42,776  31 
19,630  32 


$80,000  (xy 

70,000  00 

93.000  OO 

1.316  51 

798  oa 

1.600  00 
2,647  60- 
7,165  34 
2,296  37 

$258,823  72 
5,548  94 

$264,372  66 

Ce. 


$62,406  6a 


$62,406  63         $62,406  6a 


Pbofit  and  Loss  Accox7nt. 

Balance  Jtme  30,  1910, 

Balance  of  manufacturing  account, 

Interest  received,      ...... 

Other  items  of  income,       ..... 

Interest  paid,   .'        . 

Dividends  declared,  ...... 

Depreciation  fund,    ...... 

Other  items,     ....... 

Balance  June  30,  1911, 


Db. 


$8,572  12 

6,400  00 

7,500  00 

268  07 

5,548  94 


Cb. 
$8,461  0& 
19,630  32 

147  63 
50  12^ 


$28,289  13  $28,289  13 

LEOMINSTER  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $14,786  71 

Machinery  and  manufacturing  appliances,  .....  65.147  7& 

Street  mains,    ..........  101,009  8^ 

Services, 12,388  30 

Meters, 16.179  39 

Due  for  gas, 4,754  64 

Gas  coal  on  hand,      .........  1,626  38 

Enrichers  on  hand, 346  00 

Purifying  materials  on  hand,       .......  82  00 

Fixtures,  tools,  etc.,  on  hand,     .......  4,627  13 

Horses,  wagons,  etc., 1,167  32 
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Sundry  acoounts  due  the  company,      ......  S2,206  89 

Office  furniture, 1,727  14 

Cash  on  hand, 2,686  44 

Investments 1,200  00 


Total  assets,  as  per  books  of  the  company,    ....  $229,935  98 

LlABILITIBB. 

Capital  stock, $50,000  00 

Bonds  issued 50,000  00 

Notes  payable, 99,500  00 

Unpaid  bills, 1,528  05 

DeposiU 1,022  32 

Unpaid  dividends 625  00 

Interest  accrued  but  not  due,     .......  2,816  67 

Depreciation  fund 4,324  89 

Amotmts  due  from  the  company,  not  included  above,   t  536  05 


Total  liabilities,  as  per  books  of  the  company,  $210,352  98 

Profit  and  loss  balance, 19,583  00 


$229,935  98 


MAZrUFACTURING  ACCOUNT. 

Operating  expenses:  Dr.  Cb. 

$15,401  14 
2,788  61 
8,726  97 
2,706  80 
1,268  79 


At  works. 

For  distribution, 

management, 

taxes, 

incidentals, 


$30,891  31 


Income  from  sale  of  gas,    .....  $42,412  04 

Balance  to  profit  and  loss 11,520  73 


$42,412  04  $42,412  04 

Pboftf  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1910 $18,719  53 

Balance  of  manufacturing  account,      .  11,520  73 

Interest  received, 283  96 

Other  items  of  income,       .....  8  60 

Interest  paid, $7,838  07 

Dividends  declared, 2,500  00 

Other  items, 611  75 

Balance  June  30,  1911 19,583  00 


$30,532  82         $30,532  82 


LEXINGTON  GAS  COMPANY. 

AB0BT8. 

Real  estate $5,303  00 

Machinery  and  manufacturing  appliances, 4,174  00 

Street  mains, 18,462  65 

Services, 582  92 

Meters 1,715  19 

Due  for  gas 474  65 

Sundiy  accounts  due  the  company, i^^lj226_ 
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Office  furniture. 
Cash  on  hand, 
Notes  receiyable, 


Total  assets,  as  per  books  of  the  company, 
Profit  and  loss  balance 


LlABILniES. 

Capital  stock,  ........ 

Notes  payable,  ....... 

Unpaid  bills, 

Deposits, 

Amounts  due  from  the  company,  not  included  above,    . 

Total  liabilities,  as  per  books  of  the  company, 

MANXTFACTUHINa   ACCOUNT. 


$122  76 

505  74 

18,100  00 

$50,667  27 
505  51 

$51,262  78 

$40,000  00 

4,800  00 

6,333  82 

20  00 

108  96 

$51,262  78 

Operating  expenses: 

Db. 

Cb. 

At  works. 

$1,159  05 

For  gas  bought,     . 

1,293  20 

distribution,    . 

740  96 

management,  . 

1,332  54 

taxes,     . 

369  92 

incidentals. 

121  85 

$5,017  51 

Income  from  sale  of  gas. 

$2,307  57 

Balance  to  profit  and  loss, 

. 

2.709  94 

$5,017  51 


Pbofzt  and  Loss  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account. 

Interest  received, 

Other  items  of  income. 

Interest  paid,   .... 

Dividends  declared,  . 

Other  items,     .... 

Balance  June  30,  1911, 


$5,017  51 


Db. 

Cb. 

$3,271  04 

$2,709  94 

1,088  48 

138  53 

146  86 

1.600  00 

636  76 

595  51 

$5,093  56 

$5,093  56 

LOVELAND.  WILLIAM   O. 
(Ashby.) 
Manufactubiko  Account. 


Operating  expenses: 

At  station,    .... 
For  distribution,    . 

taxes,     .... 

Income  from  sale  of  light  and  power. 
Balance  to  profit  and  loss, . 


$1,299  25 
69  00 
49  38 


Db. 


$1,417  63 


Cb. 


$1,312  23 
105  40 
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LOWELL  ELECTRIC  LIGHT  CORPORATION. 


Assets. 


Real  estate 

Steam  plant,    ..... 
Eleotrio  plant,  .... 

Electric  lines,   ..... 
Transformers,  ..... 

Meters, 

Arc  lamps,        ..... 
Due  for  electricity,   .... 
Fuel  on  hand,  ... 
Carbons  on  hand,      .... 
Oil  and  waste  on  hand, 
Incandescent  lamps  on  hand. 
Globes  on  hand,-        .... 
Other  materials  on  hand,  . 
Motors  on  hand,        .... 
Fixtures,  tools,  etc.,  on  hand,     . 
Horses,  wagons  and  automobiles. 
Sundry  accounts  due  the  company,     . 
Office  furniture,         .         .         .         . 
Cash  on  hand,  .... 

Taxes,  insurance  and  interest  prepaid, 
Bonding  sinking  fund. 
Premium  on  bonds  retired, 


Total  assets,  as  per  books  of  the  company, 


$262,083  68 

449,937  94 

254.466  69 

616.423  63 

117,143  90 

75.986  86 

50,628  66 

18.894  87 

17,578  98 

260  70 

302  54 

3.099  06 

579  02 

31,023  90 

5,158  88 

2,265  83 

2,741  16 

3,614  14 

1,057  29 

79,984  62 

3,442  09 

30,637  37 

4,478  35 

$2,031,789  66 


LlABILmXB. 

Capital  stock $1,023,000  00 

Bonds  issued 92,000  00 

Notes  payable, 155,000  00 

Unpaid  bills 8.778  32 

Deposits, 2,082  61 

Pl^mium  on  capital  stock,          .......  265,594  25 

Interest  accrued  but  not  due,     .......  493  05 

Bond  sinking  fund, 136,590  72 

Replacement  reserve,         ........  160,535  65 

Other  reserved  funds 6,199  80 

Amounts  due  from  the  company,  not  included  above,   .  18,303  53 


Total  liabilities,  as  per  books  of  the  company. 
Profit  amd  loss  balance,      ..... 


Manupactuking  AccotTNT. 


Operating  expenses: 
At  station,    . 
For  distribution, 
management, 
taxes,     . 
incidentals, 


De. 


$1,868,677  93 
163,211  73 

$2,031,789  66 
Cr. 


$134,164  03 

62,334  21 

49,214  96 

37,074  71 

6,105  41 


Income  from  sale  of  light  and  power,  . 
Balance  to  profit  and  loss. 


$288,893  32 

$443,071  53 
154,178  21 

$443,071  53   $443,071  53 
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Pbofit  and  Loss  Acooxtkt. 

Balance  June  30,  1910,       .... 

Balance  of  manufacturing  accotint, 
Interest  received,       ..... 

Jobbing,  ....... 

Interest  paid,   ...... 

Dividends  declared,  ..... 

Sinking  fund, 

Reserve  fund,  ...... 

Other  items,     ...... 

Balance  June  30,  1911 


Db. 

Cb. 

$135,067  37 

164.178  21 

487  96 

2.031  50 

$11,804  58 

81,840  00 

6,949  98 

25,000  00 

2.948  75 

163.211  73 

$291,756  04       $291,755  04 


LOWELL  GAS  LIGHT  COMPANY. 


Absbtb. 
Real  estate,      ...... 

Machinery  and  manufacturing  appliances,  . 

Street  mains,  services  and  meters, 

Gas  arcs,  ...... 

Due  for  gas,     ...... 

Gas  coal  on  hand,     ..... 

Coke  on  hand,  ..... 

Tar  on  hand,    ...... 

Ammoniacal  liquor  on  hand, 

Enrichers  on  hand,    ..... 

Purifying  materials  on  hand. 

Other  materials  on  hand,  .... 

Sundry  accounts  due  the  company,     . 
Cash  on  hand,  ..... 

Insurance,         ...... 

Investments,    ...... 


Total  assets,  as  per  books  of  the  company. 


$1,283,267  65 

123,233  72 

234.058  15 

24.182  14 

13,530  11 

43,900  26 

14,283  54 

6,360  48 

1,883  40 

5,710  95 

1,690  68 

45,671  88 

44,285  64 

24,309  03 

1,571  20 

85,738  25 

$1,953,676  97 


LlABIUTIBS. 

Capital  stock $1,000,000  00 


Notes  payable,  ...... 

Unpaid  bills.     ....... 

Deposits.  .         .         . 

Interest  accrued  but  not  due,     .... 

Premium  on  capital  stock,  .... 

Amounts  due  from  the  company,  not  included  above. 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance,      ..... 


Manupactubino  Account. 


Operating  expenses: 
At  works. 
For  distribution, 

management, 

taxes, 

incidentals. 


Db. 


$248,901  48 

101,634  16 

25,216  92 

65,413  99 

6,219  90 


26,000  00 

22,690  93 

6,687  61 

191  70 

417,167  91 

2,173  73 

$1,473,901  88 
479,775  09 

$1,953,676  97 
Cb. 


$437,385  45^ 
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Income  from  sale  of  gas,    . 
residuals, 
other  sources, 

Balance  to  profit  and  loss. 


Dr. 

Cr. 

$642,517  71 

82,515  49 

13,768  34 

$201,416  09 

$638,801  54       $638,801  54 
Profit  and  Loss  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  accotmt. 

Interest  received, 

Rents 

Other  items  of  income, 
Interest  paid,    .... 
Dividends  declared,  . 
Depreciation,   .... 
Other  items,     .... 
Balance  June  30,  1911, 


Dr. 

Cr. 

$452,339  69 

201,416  09 

236  92 

4,850  82 

420  63 

$736  87 

120.000  00 

48,496  85 

10.255  34 

479,775  09 

$659,264  15 

$659,264  15 

LUDLOW   MANUFACTURING  ASSOCIATES. 

(Ludlow.) 

Manufacturino  Account. 


Operating  expenses: 

Dr. 

Cr, 

At  station, 

$1,996  15 

For  distribution,    . 

2,073  58 

413  19 

taxes,     .... 

627  73 

incidentals,      . 

130  20 

$5,240  85 

Income  from  sale  of  light  and  power. 

. 

$7,803  35 

other  sources 

. 

25  20 

Balance  to  profit  and  loss. 

• 

2,587  70 

$7,828  55  $7,828  55 

LYNN  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas). $415,827  63 

Machinery  and  manufacturing  appliances  (gas),  ....  651,834  07 

Slroet  mains  (gas) 494,385  31 

Meters  (gas) 106,459  12 

Due  for  gas. 21.597  55 

Gas  coal  on  hand. 22,851  97 

Coke  on  hand; 1.550  05 

Tar  on  hand, 1,968  64 

Ammoniacal  liquor  on  hand.       .......  93  50 

Enrichers  on  hand 790  89 

Purifying  materials  on  hand, 4,983  89 

Other  gas  materials  on  hand,      .......  39,506  60 

Stoves  on  hand, 7.615  60 

Fixtures,  tools,  etc.,  on  hand,      .......  656  97 

Real  estate  (electric) 161,353  4& 
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Steam  plant  (electric) $296,991  89 

Electric  plant, 202,205  46 

Electric  lines 787,381  65 

Transformers, 40,455  46 

Meters  (electric). 76,486  30 

Arc  lamps 9,035  42 

Due  for  electricity, 28,719  14 

Fuel  on  hand  (electric) 6,844  65 

Carbons  on  hand 242  42 

Oil  and  waste  on  hand,      ........  201  56 

Incandescent  lamps  on  hand,      .......  477  13 

Globes  on  hand, 150  76 

Other  electric  materials  on  hand 16,858  62 

Motors  on  hand, 1,281  45 

Electric  fixtures  on  hand, 358  89 

Horses,  wagons,  etc.,          .         .  19,986  17 

Sundry  accounts  due  the  company,     ......  16,109  13 

Cash  on  hand, 430,401  66 

Office  building 87,786  57 

Insurance, 4,006  05 

Other  materials  on  hand, 1,349  05 

Investments 100  00 

Total  assets,  as  per  books  of  the  company $3,958,904  67 


LlABIUTIES. 

Capital  stock, $1,182,500  00 

Unpaid  bills 56,230  25 

Deposits 14,596  58 

Surplus  invested  in  plant 1,384,390  74 

Premium  on  capital  stock,          .......  856,598  55 

Reserve  fund 19,652  58 

Depreciation  fund, 88.730  92 

Total  liabilities,  as  per  books  of  the  company,        .                   .  $3,602,699  62 

Profit  and  loss  balance, 356,205  05 


$3,958,904  67 


Manupactubing  Account. 
Operating  expenses  (gas) :'  Db.  Cb. 

At  works $232,681  34 

For  distribution,    .  76,111  64 

management,  .         .  18,321  66 

taxes,     ....  32.431  74 

incidentals,      .  8,582  44 


Operating  expenses  (electric) : 
At  station,    . 
For  distribution, 

management,  . 

taxes,     . 

incidentals. 


$87,304  46 

65,820  98 

17,770  70 

30,739  22 

9,984  88 


$368,128  82 


211,620  24 


Income  from  sale  of  gas, $520,681  82 

residuals. 34,830  76 

sale  of  electric  light  and  power,  429,673  51 
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Balance  to  profit  and  loss: 
Gas,  .  .  .  . 
Electric, 
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113a 

Dr. 

Cr. 

$187,383  76 
218,053  27 

$985,186  09       $985,186  09 

Profit  and  Loss  Accoukt. 

Dr.  Cr. 

Balance  June  30,  1910. $2,171,367  97 

Balance  of  gas  manufacturing  account,  187,383  76 

Balance  of  electric  manufacturing  account,  .  ^218,053  27 

Interest  received, 5,296  39 

Rents 3,421  15 

Prom  consolidation  of  Marblehead  Gas  Company,  18,676  44 

Interest  paid $5,329  60 

Dividends  declared,  .  .         .  *        .  .  127,152  00 

Premiimi  account  transferred,     ....  613,598  55 

Depreciation, 30,465  94 

Depreciation  fund, 64,478  87 

Reserve  fund, 17,852  68 

Amount    carried    to    8iui)lus   invested    in    plant 

account, 1,384,390  74 

Other  items 4,725  65 

Balance  June  30,  1911 356,205  05 


$2,604,198  98    $2,604,198  98 


MALDEN   ELECTRIC   COMPANY. 

Assets. 

Real  estate, $201,757  55 

Steam  plant, 197,789  38 

Electric  plant, 115,473  49 

Electric  lines 414,122  44 

Transformers, 58,353  29 

Meters 73,501  83 

Arc  lamps, 17,855  95 

Unfinished  construction,     .                             .          .          .         .  4,414  72 

Due  for  electricity 21,420  80 

Fuel  on  hand 1,058  32 

Carbons  on  hand, 207  82 

Incandescent  lamps  on  hand,                .                   .         .          .  7,717  66 

Globes  on  hand, 115  16 

Other  materials  on  hand, 30,053  22 

Motors  on  hand 1,594  10 

Fixtures,  tools,  etc.,  on  hand,      .......  2,528  45 

Horses,  wagons,  etc., 13,908  34 

Sundiy  accounts  due  the  company,     ......  23,519  67 

Office  furniture 8,549  32 

Cash  on  hand, 27.182  04 

Reserve  fund 21,036  42 

Investments, 4,000  00 


Total  assets,  as  per  books  of  the  company,    ....    $1,246,159  97 
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LlABILITZBS. 

Capit&l  stock, $525,000  00 

Bonds  issued 100,000  00 

Notes  payable, 250,000  00 

Unpaid  bills 30,283  80 

Deposits, 8,330  00 

Interest  accrued  but  not  due,     .......  3,205  24 

Reserve  fund, 671  03 

Premium  on  capital  stock,          .......  144,500  00 

Amounts  due  from  the  company,  not  included  above,   .         .         .  7,370  80 

Total  liabilities,  as  per  books  of  the  company,        .                   .  $1,069,360  87 

Profit  and  loss  balance 176,799  10 


$1,246,159  97 


MANUFAOTUItnro  ACCOITNT. 

Operating  expenses:  Db.  Cr. 

$59,757  49 
55,904  20 


At  station,    . 
For  distribution, 

management,  . 

taxes, 

incidentals. 


40,877  20 
19.905  96 
12,376  20 


$188,821  05 


Income  from  sale  of  light  and  power,  .  $300,163  68 

other  sources,         ....  4,674  58 

Balance  to  profit  and  loss 116,017  21 


$304,838  26       $304,838  26 

Pbofit  and  Lobs  Accoumt. 

Db.  Cb. 

Balance  June  30,  1910 $145,880  94 

Balance  of  manufacturing  account,     .  116,017  21 

Interest  received 1,665  42 

Rents 2,344  82 

Other  items  of  income,       .....  3,602  82 

Interest  paid $15,469  29 

Dividends  declared 62,500  00 

Depreciation 15,384  22 

Other  items, 9,358  60 

Balance  Jime  30,  1911,       .         .    -     .  176,799  10 


$269,511  21       $269,511  21 


MALDEN  AND   MELROSE  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate $440,788  60 

Machinery  and  manufacturing  appliances,  .....         609,154  39 

Street  mains, 709.866  20 

Services, 92,651  34 

Meters ....  162,761  06 

Work  in  process 6.450  32 

Due  for  gas. 6,590  75 

Gas  coal  on  hand, 16.652  91 

Coke  on  hand,  .  .  .    ' 381  27 

Tar  on  hand ^      1.067  20 
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Ammomacal  liquor  on  hand,       .......  $184  70 

Enrichera  on  hand,              ........  1,449  55 

Purifying  materials  on  hand, 445  52 

Other  materials  on  hand, 41,760  91 

Stoves  on  hand, 3,391  22 

Fixtures,  tools,  etc.,  on  hand 7,021  22 

Horses,  wagons,  etc., 17,288  84 

Sundry  accounts  due  the  company,     ......  68,568  67 

Office  furniture 12,368  53 

Cash  on  hand, 81,641  59 

Investments 2,900  00 


Total  assets,  as  per  books  of  the  company, 


MAinTFACTUBINO  ACCOUNT. 


Operating  expenses: 
At  works. 
For  gas  bought,     . 
distribution,    . 
management,  . 
taxes, 
incidentals. 

Income  from  sale  of  gas, 
residuals, 
other  sources. 

Balance  to  profit  and  loss, 


Db. 


$169,843  71 
452  88 
34,286  83 
36,038  07 
37,503  53 
10,574  80 


$2,283,384  79 


LlABZLITIBS. 

Capital  stock, $1,584,000  00 

Notes  payable, 305,000  00 

Unpaid  bills 35,745  42 

Deposits, 10,716  00 

Interest  accrued  but  not  due,     .......  3,582  08 

Reserved  fund, 2,371  51 

Premium  on  capital  stock, 296,713  62 

Amounts  due  from  the  company,  not  included  above,   .  4,282  16 

Total  liabilities,  as  per  books  of  the  company,        .                   .  $2,242,410  79 

Profit  and  loss  balance, 40,974  00 


$2,283,384  79 


$288,699  82 


159,462  82 


Cb. 


$425,542  77 

21,730  13 

889  74 


$448,162  64       $448,162  64 


Db, 


Pbout  and  Loss  Account. 

Balance  June  30,  1910 

Balance  of  manufacturing  account, 

Interest  received,      ...... 

Rents, 

Other  items  of  income,       ..... 

Interest  paid, $16,902  31 

Dividends  declared, 107,182  25 

Depreciation 13,571  87 

Other  items 14,682  11 

Balance  June  80,  1911, 40,974  00 


Cb. 

$27,901  59 

159.462  82 

1,315  89 

2,321  58 

2,310  66 


$193,312  54  ^1193,312  54  > 
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MANCHESTER  ELECTRIC  COMPANY. 


Assets. 


Real  estate,      .... 

Electric  plant, 

Electric  lines,   .... 

Transformers,  .... 

Meters,    ..... 

Due  for  electricity.    . 

Sundry  accounts  due  the  company, 

Office  furniture. 

Cash  on  hand. 


$14,793  76 

7,990  00 

139.049  61 

7,467  52 

5.396  35 

3,612  80 

39  30 

100  00 

5,420  02 


Total  assets,  as  per  books  of  the  company,    . 
Profit  and  loss  balance,      ..... 


LiABiLinss. 

Capital  stock, 

Notes  payable,  ....... 

Unpaid  bills,     ........ 

Deposits,  ........ 

Interest  accrued  but  not  due,     ..... 

Depreciation  fund,    ....... 

Amounts  due  from  the  company,  not  included  above,   . 

Total  liabilities,  as  per  books  of  the  company. 


$183,869  36 

13,609  15 

$197,478  51 

SI  16,500  00 

69,500  00 

1,539  84 

888  67 

1,700  00 

6,700  00 

650  00 

$197,478  51 


MANUFACTUBINa  ACOOUMT. 


Operating  expenses: 

Db. 

Cb. 

At  station,    . 

$77  32 

For  current  bought, 

10,247  01 

distribution,    . 

1,053  11 

management,  . 

2,271  68 

taxes,     . 

1,000  60 

incidentals, 

190  00 

$14,839  72 

Income  from  sale  of  light  and  pc 

)wer,  . 

$29,817  16 

Balance  to  profit  and  loss, . 

. 

14,977  44 

$29,817  16         $29,817  16 


PaonT  AND  Loss  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account. 

Interest  received, 

Interest  paid,   . 

Depreciation  fund,    . 

Other  items. 

Balance  June  30,  1911, 


Dr. 

Cr.    . 

$22,197  34 

$14,977  44 

27  16 

3,619  16 

2,735  00 

62  25 

13.609  15 

$28,613  75 

$28,613  75 
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MARION  GAS  COMPANY. 

Assets. 

Real  estate  (gas), $3,100  00 

Machinery  and  manufacturing  appliances  (gas) 3,307  05 

Street  mains  (gas) 15,532  30 

Meters  (gas) 452  19 

Due  for  gas 1,505  61 

Other  gas  materials  on  hand,      .......  572  50 

Gas  fixtures,  tools,  etc.,  on  hand, 187  15 

Electric  plant, 11,261  20 

Electric  lines 26,921  72 

Transformers, 1,044  86 

Meters  (electric), 910  98 

Due  for  electricity 1,233  36 

Sundry  accounts  due  the  company, 309  67 

Total  assets,  as  per  books  of  the  company $66,338  68 


Liabilities. 

Capital  stock. $28,900  00 

Notes  payable, 30,200  00 

Unpaid  bills 2,472  98 

Interest  accrued  but  not  due, 216  73 

Amounts  due  from  the  company,  not  included  above,   .  275  93 

Total  liabilities,  as  per  books  of  the  company,  $62,065  64 

Profit  and  loss  balance, 4,273  04 


Manufacturing  Account. 


Operating  expenses  (gas) : 

Db. 

At  works, 

$3,944  95 

For  distribution,    . 

538  41 

management,  . 

366  94 

taxes,     .         .         .         . 

•    257  45 

incidentals,      . 

50  00 

$5,167  75 

Operating  expenses  (electric) : 

For  current  bought. 

$4,829  35 

management,. . 

1,285  27 

incidentals,      . 

291  50 

AATkA    19 

$66,338  68 


Income  from  sale  of  gas,  .... 
Income  from  sale  of  electric  light  and  power. 
Balance  to  profit  and  loss: 

Gas 

Electric 


Cb. 


$6,776  91 
7,233  20 

1,619  16 
827  08 

$14,010  11 

$14,010  11 
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Pbofit  and  Loss  Accoukt. 

Balance  June  30,  1910 

Balance  of  gas  manufacturing  account, 
Balance  of  electric  manufacturing  account,  . 
Jobbing,  ....... 

Interest  paid,   .         .         . 

Balance  June  30,  1911,      .... 


Dr. 

Cb. 

$2,598  10 

1.619  16 

827  08 

73  67 

$844  87 

4,273  04 

$5,117  91 

$5,117  91 

MARLBOROUGH  ELECTRIC  COMPANY. 

ASSSTB. 

Real  estate $27,784  97 

Steam  plant,    % 65,786  48 

Electric  plant, 75,237  22 

Electric  lines, 174,365  69 

Transformers, 22,474  03 

Meters 22,064  59 

Due  for  electricity, 13,711  14 

Fuel  on  hand, 591  79 

Carbons  on  hand,      ..........  34  40 

Oil  and  waste  on  hand 57  96 

Incandescent  lamps  on  hand,      .......  2,247  99 

Other  materials  on  hand,   ........  5,472  84 

Motors  on  hand 613  00 

Fixtures,  tools,  etc.,  on  hand, 1,080  18 

Horses,  wagons,  etc.,          ........  2,124  97 

Sundry  accounts  due  the  company,     ......  49  53 

Office  furniture, 687  00 

Cash  on  hand, 15,349  45 

Notes  receivable 5,183  50 

Insurance  and  interest  prepaid, 2,797  03 

Investments. 15,468  78 


Total  assets,  as  per  books  of  the  company. 


$453,182  54 


LlABILmSS. 

Capital  stock, $200,000  00 

Bonds  issued, •     .  13,400  00 

Notes  payable 176,100  00 

Unpaid  biUs 10.201  39 

Interest  accrued  but  not  due, 1,716  63 

Amounts  due  from  the  company,  not  included  above,  .         ,         .  5,089  78 

Total  liabilities,  a^  per  books  of  the  company,        .         .  $406,507  80 

Profit  and  loss  balance, 46,674  74 


$453,182  54 
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Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management,  . 

taxes,     . 

incidentals,      . 


Manutacturino  Accoukt. 


$9,514  10 

25,098  75 

11,722  40 

9,067  96 

5,546  31 

2,052  27 


Dr. 


Cb. 


Income  from  sale  of  light  and  power,  . 

WO,WX     #v 

$100,972  62 

Balance  to  profit  and  loss, 

37,970  83 

$100,972  62 

$100,972  62 

Pbopit  and  Loss  Account. 

Db. 

Cb. 

Balance  June  30,  1910 

$55,631  22 

Balance  of  manufacturing  account, 

37,970  83 

Interest  received. 

1,078  88 

Rents 

98  81 

Interest  paid,   .... 

$10,646  66 

Dividends  declared,  . 

20,000  00 

Depreciation, 

7,840  56 

Other  items,     .... 

9,617  78 

Balance  June  30,  1911, 

46,674  74 

$94,779  74 

$94,779  74 

MARLBORO-HUDSON  GAS  COMPANY. 

Absetb. 

Real  estate, $31,464  81 

Machinery  and  manufacturing  appliances, 71,074  95 

Street  mains 105,376  36 

Services, 8,016  33 

Meters, 23,381  91 

Due  for  gas, 5,368  53 

Gas  coal  on  hand, 1,879  82 

Coke  on  hand, 517  44 

Tar  on  hand, 156  58 

Carbons  on  hand, 50  00 

Other  materials  on  hand 12,654  34 

Stoves  on  hand, 1,132  90 

Fixtures,  tools,  etc.,  on  hand, 1,786  63 

Majmard  extension, 17,399  29 

Westboro  extension, 55  00 

Horses,  wagons,  etc., 390  00 

Sundry  accounts  due  the  company, 3,803  80 

Office  furniture, 889  00 

Cash  on  hand, 14,800  38 

Insurance  and  interest  prepaid, 1,961  29 


Total  assets,  as  per  books  of  the  company. 
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LlABILITIBS. 

Capital  Stock, ' $130,000  00 

Bonds  issued 60,000  00 

Notes  payable, 74,000  00 

Unpaid  bills 8,461  91 

Deposits, .  241  86 

Interest  accrued  but  not  due,     .......  177  60 

Amounts  due  from  the  company,  not  included  above,   .                   .  1,610  76 

Total  liabilities,  as  per  books  of  the  company,        .  $264,482  01 

Profit  and  loss  balance, 37,677  36 


Operating  expenses: 
At  works, 
For  distribution, 
management, 
taxes, 
incidentals. 


MANUFikCTURINO  ACCOUNT. 


$24,244  29 

4,712  17 

4,730  40 

3,487  16 

261  33 


Dr. 


Income  from  sale  of  gas,    . 
residuals, 
other  sources, 

Balance  to  profit  and  loss, 


Profit  and  Loss  Accoxtnt. 

Balance  June  30,  1910,       .... 
Balance  of  manufacturing  aocoxmt, 

Interest  received, 

Rents,      ....... 

Jobbing,  ....... 

Other  items  of  income,       .... 

Interest  paid, 

Dividends  declared, 

Depreciation,   ...... 

Other  items,     ...... 

Balance  June  30,  1911 


MAYNARD. 
(See  American  Woolbn  Company.) 


$302,169  36 
Cr. 


$37,426  36 

$43,243  62 

6.607  14 

478  15 

11,903  56 

$49,328  91 

$49,328  91 

NT. 

Dr. 

Cr. 

$38,499  70 

11,903  66 

2.612  27 

200  00 

3,473  95 

62  65 

$6,324  67 

6,860  00 

6,916  21 

876  00 

37.677  36 

$66,642  13 

$66,642  13 

MIDDLETON  ELECTRIC   LIGHT  COMPANY. 

Assets. 
Electric  lines,   .......... 

Transformers,  .......... 

Meters,    ........... 
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Due  for  electricity $17  60 

Sundry  accounts  due  the  company,     ......  84  38 

Cash  on  hand, .  299  61 

Total  assets,  as  per  books  of  the  company,    ....  $2,346  40 

Profit  and  loss  balance 257  14 

$2,603  54 

LlABILTTIKS. 

Capital  stock, $1,550  00 

Notes  payable 1,000  00 

Unpaid  bills, 53  54 


Total  liabilities,  as  per  books  of  the  company,  .  $2,603  54 

MAKUVACTUBINa  ACCOUNT. 


Operating  expenses: 

Db. 

Cr. 

For  current  bought. 

$3  54 

distribution,    . 

47  83 

management,  . 

104  55 

taxes,     .... 

118  12 

$274  04 

Income  from  sale  of  light  and  power,  . 

. 

$41  90 

Balance  to  profit  and  loss. 

• 

232  14 

$274  04 

$274  04 

Profit  and 

Loss  Account. 

Dr. 

Cr. 

Balance  of  manufacturing  account, 

, 

$232  14 

Interest  paid,   ..... 

. 

25  00 

Balance  June  30,  1911, 

• 

$257  14 

$257  14 

$257  14 

MILFORD  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

ASBSTS. 

Electric  plant, $12,824  75 

Electric  lines, 55,830  35 

Transformers, 6,937  48 

Meters, 7,698  40 

Arc  lamps, 2,420  58 

Due  for  electricity, 3,048  32 

Carbons  on  hand, 28  29 

Incandescent  lamps  on  hand,      .......  924  05 

Globes  on  hand 69  36 

Other  materials  on  hand,  ........  336  46 

Fixtures,  tools,  etc.,  on  hand,     .......  7  05 

Sundry  accounts  due  the  company, 682  93 

Office  furniture, 438  73 

Cash  on  hand, 589  67 

Investments 12,398  60 


Total  assets,  as  per  books  of  the  company,    .         .         .         .       $104,235  02 
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LiABiunas. 

Capital  stock,  . $40,000  00 

Bonds  issued, 40,000  00 

Notes  payable,                    9,000  00 

Unpaid  biUs, 2,720  46 

Deposits, 90  00 

Unpaid  dividends, 1,200  00 

Interest  accrued  but  not  due,     ...                   ...  211  67 

Reserved  fxind, 2,649  15 

Depreciation  fund, 3,946  02 

Amounts  due  from  the  company,  not  included  above,  .         .  663  66 

Total  liabilities,  as  per  books  of  the  company,        .                  .  $100,479  96 

Profit  and  loss  balance, 3,755  07 


$104,236  02 

MANUVACTUBINa  AoCOUMT. 


Operating  expenses: 

Db. 

Cr. 

At  station,    . 

$61  41 

For  current  bought, 

11,625  37 

distribution,    . 

2,908  36 

management,  . 

6,199  90 

taxes,     .         .         .         . 

1,263  99 

incidentals. 

324  07 

$21,383  10 

Income  from  sale  of  light  and  po 

»wer,  . 

$26,850  94 

Balance  to  profit  and  loss. 

. 

5,467  84 

$26,850  94         $26,850  94 
PBonr  AND  Loss  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account, 

Interest  received. 

Rents, 

Interest  paid,   .... 
Dividends  declared,  . 
Depreciation  fund,    . 

Other  items 

Balance  Jxme  30,  1911, 


Db. 

Cb. 

$10,497  68 

5,467  84 

4  79 

1,046  39 

$2,174  66 

8,600  00 

1,600  00 

986  98 

3,766  07 

$17,016  70         $17,016  70 


MILFORD  GAS  LIGHT  COMPANY. 

Assbts. 

Real  estate $16,050  00 

Machineiy  and  manufacturing  appliances, 24,450  00 

Street  mains, 38.558  41 

Services, ;  707  43 

Meters 6,114  67 

Due  for  gas, '  3,800  70 

Gas  coal  on  hand 686  40 
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Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand. 

Other  materials  on  hand,  .... 

Fixtures,  tools,  etc.,  on  hand, 

Horses,  wagons,  etc.,  .... 

Sundry  accounts  due  the  company,     . 

Office  furniture,         ..... 

Cash  on  hand,  ..... 

Total  assets,  as  per  books  of  the  company, 


$603  50 

166  50 

57  65 

121  77 

157  70 

2,846  22 

1,435  04 

5,757  93 

838  02 

607  22 

$102,049  16 

LlABILITOES. 

Capital  stock, '  $72,300  00 

Notes  payable 15,500  00 

Unpaid  bills, 1,745  84 

Deposits, 93  00 

Unpaid  dividends .         .         .         .  2,169  00 

Interest  accrued  but  not  due, 67  50 

Amounts  due  from  the  company,  not  included  above,  ...  56  64 

Total  liabilities,  as  per  books  of  the  company,  $91,931  98 

Profit  and  loss  balance, 10,117  18 


$102,049  16 


Operating  expenses: 
At  works. 
For  distribution,    . 

management,  . 

taxes, 

incidentals, 

Income  from  sale  of  gas,    . 

residuals. 
Balance  to  profit  and  loss, 


Makufactubino  Account. 

$19,932  15 

2,245  61 

6,021  77 

1,984  22 

335  35 


Db. 


Cr. 


$30,519  10 


2,602  69 


$27,731  84 
5.389  95 


Pbofit  and  Loss  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account, 

Interest  received. 

Interest  paid,   . 

Dividends  declared, 

Depreciation,    . 

Depreciation  fund, 

Other  items,     . 

Balance  June  30,  1911, 


$33,121  79 

$33,121  79 

)UNT. 

Dr. 

Cb. 

$22,867  56 

2,602  69 

57  24 

$346  15 

7,953  00 

4,596  04 

1,500  00 

1,015  12 

10,117  18 

$25,527  49  $25,527  49 
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MILLBURY  ELECTRIC  COMPANY. 
Manufacturing  Accoxtnt  to  Decembeb  31,  1910. 


Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management,  . 

taxes, 

incidentals. 


Income  from  sale  of  light  and  power, 
Balance  to  profit  and  loss. 


$11  51 
2,550  58 
1,203  30 

430  99 
35  51 

112  62 


Dr. 


$4,344  51 

1,175  22 

$5,519  73 


Cb. 


$5,519  73 


$5,519  73 


Profit  and  Loss  Accoxtnt. 

Balance  June  30,  1910, 

Balance  of  manufacturing  account, 

Bonds  and  notes  cancelled,  .... 

Cash  received  account  sale  of  property. 

Jobbing, 

Interest  paid,   ....... 

Depreciation, . 

Loss  on  sale  of  electric  plant,      .... 
Other  items,     .         .        * 


Dr. 
$18,196  57 


646  98 
4,274  03 
17,640  47 

622  53 


Cr. 

$1,175  22 

22.980  00 

17,000  00 

225  36 


$41,380  58    $41,380  58 


MILL  RIVER  ELECTRIC  LIGHT  COMPANY. 
(Williamsburg.) 

Assets. 

Real  estate, $8,239  09 

Steam  plant, 3,715  80 

Electric  plant, 3,948  45 

Electric  lines,   .         .         .         ^ 11,358  26 

Transformers, 1.302  94 

Meters 2,513  60 

Due  for  electricity, 1*043  73 

Sundry  accoimts  due  the  company, 1,708  42 

Office  furniture 108  11 

Cash  on  hand, 469  05 

Investments 500  00 

Total  assets,  as  per  books  of  the  company,    ....  $34,907  45 

LlABILmBS. 

Capital  stock, $15,000  00 

Bonds  issued, 12,000  00 

Notes  payable 5,000  00 
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Unpaid  biUs. $716  98 

Unpaid  dividends, 375  00 

Interest  accrued  but  not  due,     . 292  50 

Amounts  due  from  the  company,  not  included  above,   .         .         .  498  74 

Total  liabilities,  as  per  books  of  the  company,        .  $33,883  22 

Profit  and  loss  balance, 1,024  23 


$34,907  45 


Operating  expenses: 
For  current  bought, 
distribution,    . 
management,  . 
taxes, 
incidentals, 


MANUFACTUBINa  ACCOUNT. 


$1,657  20 

949  84 

1,036  93 

186  80 

104  87 


Income  from  sale  of  light  and  power, 

other  sources. 
Balance  to  profit  and  loss. 


Dr. 


$3,935  64 

3,487  80 
$7,423  44 


Cr. 


$7,096  44 
327  00 


$7,423  44 


Profit  and  Loss  Account. 

Balance  June  30,  1910 

Balance  of  manufacturing  account. 

Interest  received, 

Rents, 

Interest  paid,   ....... 

Dividends  declared,  ...... 

Other  items, . 

Balance  June  30,  1911, 


Dr. 
$346  64 


1,027  83 

1,200  00 

14  83 

1,024  23 


$3,613  53 


Cr. 

$3,487  80 
53  73 
72  00 


$3,613  53 


MONTAGUE  ELECTRIC   LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, $200  00 

Water  wheel, 87  20 

Steam  plant 1,244  26 

Electric  plant, 851  87 

Electric  lines, 1,515  43 

Meters 712  24 

Due  for  electricity, 239  89 

Incandescent  lamps  on  hand, 7  87 

Fixtures,  tools,  etc.,  on  hand, 51  10 

Cash  on  hand, 64  65 

Investments, 204  52 

Total  assets,  as  per  books  of  the  company,    ....  $5,179  03 

Digitized  by  VjOOQ IC 


126a 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


LlABILITIBfl. 

Capital  stock, 

Notes  payable,  ...... 

Unpaid  bills, 

Reserved  fund, 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance 


MAMUFACTUBINa  ACCOUMT. 


Operating  expenses: 

At  stotion,    .         .         ... 

$534  24 

For  distribution,    . 

66  60 

management,  . 

28  66 

taxes,     .... 

41  80 

incidentals,      . 

11  26 

Income  from  sale  of  light  and  power,  . 

. 

other  sources, 

,         , 

Balance  to  profit  and  loss. 

. 

Dr. 


$681  45 


Protit  and  Loss  Account. 

Balance  June  30,  1910,      .... 
Balance  of  manufacturing  account. 

Interest  received 

Jobbing,  ....... 

Interest  paid, 

Dividends  declared, 

Depreciation, 

Reserve  fund, 

Balance  June  30,  1911 


$2,000  00 

1,000  00 

237  86 

200  00 

$3,437  86 
1,741  17 

$5,179  03 

Cb. 


$1,057  75 

89  50 

465  80 

$1,147  25 

$1,147  25 

rNT. 

Dr. 

Ce. 

$1,624  30 

465  80 

4  52 

1  00 

$16  90 

160  00 

128  65 

60  00 

1,741  17 

$2,095  62 

$2,095  62 

NANTUCKET. 
(See  Citiesn'^  Oas,  Eudctbic  and  Power  Coicpant.) 


NASHUA  RIVER  PAPER  CORPORATION. 
MANurAcnrBiNQ  Account. 


Operating  exiMnses: 
At  station,    .... 
For  distribution,    . 

Income  from  sale  of  light  and  power,  , 
Balance  to  profit  and  loss. 


$1,095  00 
725  00 


Dr. 

$1,820  00 
3,277  46 


Cb. 


$5,097  46 


$5,097  46     $5,097  46 
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$31,184  41 

7,714  97 

36,744  64 

9,709  27 

2,622  63 

147  00 

400  00 

75  00 

155  54 

68  70 

710  71 

696  12 

166  43 

1,357  24 

448  00 

123  04 
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NATICK  GAS  LIGHT  COMPANY. 

AflSSTS. 

Real  estate, 

Machineiy  and  manufacturing  appliances,  .... 

Street  mains  and  services, 

Meters, 

Due  for  gas,     ......... 

Gas  coal  on  hand,     ........ 

Coke  on  hand, 

Tar  on  hand, 

Enrichers  on  hand, 

Purifying  materials  on  hand,      ...... 

Other  materials  on  hand,  ....... 

Stoves  on  hand,         ........ 

Fixtures,  tools,  etc.,  on  hand, 

Sundry  accounts  due  the  company,     ..... 

0£Sce  furniture, 

Cash  on  hand, 

Total  assets,  as  per  books  of  the  company,    ....         $92,313  70 

LlABIUTIBS. 

Capital  stock, $50,000  00 

Notes  payable 22,500  00 

Unpaid  bills, 1,906  06 

Total  liabilities,  as  per  books  of  the  company,  $74,406  06 

Profit  and  loss  balance, 17,907  64 

$92,313  70 

MANUTACTUBINa  AOOOXTMT. 

Operating  expenses:  Db.  Cr. 

At  works. 
For  distribution, 

management, 

taxes, 

incidentals. 

Income  from  sale  of  ga 

residuals, 

other  sources, 
Balance  to  profit  and  loss. 


Pbofit  and  Lobb  Accoirirr, 

Balance  June  30,  1910,       .... 
Balance  of  manufacturing  account, 
Rents,      .         .  ... 

Interest  paid, 

Dividends  declared,  ..... 

Depreciation, 

Other  items,     ...... 

Balance  June  30,  1911,       . 


$15,221  01 

2,517  98 

2,811  04 

1,602  31 

261  01 

1,    .    .    .    . 

$22,413  35 

$22,504  06 

1,634  61 

196  28 

1,921  60 

$24,334  95 

$24,334  95 

nrr. 

Db. 

Cb. 

$21,281  49 

1.921  60 

5d  00 

$783  50 

1,750  00 

1,807  61 

1,004  34 

17,907  64 

$23,253  09 

$23,253  09 
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NEW  BEDFORD  GAS  AND  EDISON  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas) $269,540  d9 

Machinery  and  manufacturing  appliances,  (gas)   ....  180,615  58 

Street  mains  (gas), 838,830  90 

Services  (gas), 57,981  15 

Meters  (gas) 94,884  03 

Due  for  gas, 33,724  39 

Gas  coal  on  hand, 4,961  95 

Coke  on  hand 1,400  00 

Tar  on  hand, 90  00 

Enrichers  on  hand, 3,114  94 

Purifying  materials  on  hand,      . 822  50 

Other  gas  materials  on  hand,      .......  28,033  51 

Stoves  on  Hand, 5,535  91 

Gas  fixtures,  tools,  etc.,  on  hand .  6,177  70 

Real  estate  (electric) 74,961  46 

Steam  plant  (electric), 145,545  98 

Electric  plant, 58,427  74 

Electric  lines, 231.283  42 

Transformers 11,313  82 

Meters  (electric) 32,127  38 

Arc  lamps, 7,291  10 

Due  for  electricity 17,462  60 

Fuel  on  hand  (electric) 461  60 

Carbons  on  hand,      .........  206  67 

Oil  and  waste  on  hand, 143  03 

Incandescent  lamps  on  hand,                         1,888  60 

Globes  on  hand. 12733 

Other  electric  materials  on  hand, 17,075  12 

Motors  on  hand, 7,016  04 

Horses,  wagons,  etc.,          .         .          .         .                                       .  12,543  30 

Sundry  accounts  due  the  company,     ......  22,349  67 

Office  furniture 4,163  91 

Cash  on  hand 63,172  82 

Notes  receivable,       .........  1,151  52 

Office  building, 42.490  94 

Investments, 33.872  32 

Total  assets,  as  per  books  of  the  company,    ....  $1,810,798  62 

Liabilities. 

Capital  stock $1,059,800  00 

Unpaid  bills 8,628  60 

Deposits. 23,942  31 

Unpaid  dividends 31,794  00 

Interest  due  but  not  paid,           . 2,020  68 

Premium  on  capital  stock,           .......  214,846  45 

Reserved  fund, 20.000  00 

Depreciation  fund 62,588  24 

Amounts  due  from  the  company,  not  included  above,   .         .  25,003  21 

Total  liabilities,  as  per  books  of  the  company,        .         .         .  $1,448,623  49 

Profit  and  loss  balance 362,175  13 

^$1,810,798  62 
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MANXTFACTURINa  ACCOUNT. 


Operating  expenses  (gas) : 

Dr. 

Cr. 

At  works,      .... 

$143,893  28 

For  distribution,    . 

59,707  97 

management,  . 

21,556  83 

taxes,     .... 

34,284  65 

incidentals,      . 

4,050  44 

$263,493  17 

Operating  expenses  (electric) : 

At  station 

$56,173  06 

For  distribution,    . 

21,950  52 

management,  . 

10.778  42 

taxes,     .... 

17.142  32 

incidentals,      . 

3,039  62 

108,083  93 

Income  from  sale  of  gas,    . 

$375,288  11 

residuals. 

.         .          • 

26,032  05 

other  sources  (gas). 

. 

12.995  44 

sale  of  electric  light  and 

power. 

203,922  38 

other  sources  (electric), 

*         • 

1,204  60 

Balance  to  profit  and  loss: 

Gas, 

. 

149,822  43 

Electric 

.  .  . 

97,043  05 

$618,442  58 

$618,442  58 

Profit  and  Loss  Account. 

Dr. 

Cr. 

Balance  June  30,  1910,       . 

■ 

$275,782  45 

Balance  of  gas  manufacturing  account. 

149  822  43 

Balance  of  electric  manufacturing  account. 

97,043  05 

Interest  received, 

726  63 

Rente, 

2,677  72 

Jobbing 

10,562  84 

Other  items  of  income. 

169  32 

Interest  paid 

$11,825  83 

Dividends  declared,  . 

126,921  00 

Depreciation  fimd,    . 

26,000  00 

Insurance  reserve,     . 

9.616  06 

Other  items,     .... 

1,246  42 

Balance  June  30,  1911, 

362,175  13 

• 

$536,784  44 

$536,784  44 

NEWBURYPORT  GAS  AND   ELECTRIC   COMPANY. 

Assets. 

Real  estote  (gas), $3,132  43 

Machinery  and  manufacturing  appliances  (gas) ,  ....  113,28093 

Street  mains  (gas), 42,376  58 

Meters  (gas), 9,068  36 

Due  for  gas. 7,051  47 

Gas  coal  on  hand, 2,952  05 

C^ke  on  hand, 80  00 

Tar  on  hand, 975  00 

Enrichers  on  hand, 107  00 

Purifying  materials  on  hand Digitized  by  Gc^57  50 
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Other  gas  materials  on  hand,      .......  f736  25 

Stoves  on  hand,         .........  003  73 

Real  estate  (electric), 36,737  48 

Steam  plant  (electric), 60.846  30 

Electric  plant, 34,364  33 

Electric  lines, 36,055  32 

Transformers, 11,715  82 

Meters  (electric), 0.050  46 

Aro  lamps, 11,216  83 

Due  for  electricity', 6,840  06 

Fuel  on  hand  (electric), 41  00 

Carbons  on  hand 50  00 

Oil  and  waste  on  hand,      ...         ^         ...         .  183  85 

Incandescent  lamps  on  hand,      .......  40  00 

Globes  on  hand,        .........  16  30 

Other  electric  materials  on  hand,         ......  350  00 

Automobiles, * 1,100  00 

Simdry  accounts  due  the  company,     ......  1,811  47 

Office  furniture,         .        ' 1,800  63 

Cash  on  hand, 771  08 

Investments, 1,000  (X) 

Total  assets,  as  per  books  of  the  company 9405,630  32 


LlABILITIBS. 

Capital  stock 9285.000  00 

Notes  payable, 52,200  00 

Unpaid  bills, 2,613  65 

Deposits, 020  00 

Total  liabilities,  as  per  books  of  the  company,                           .  $340,733  65 

Profit  and  loss  balance 64,005  67 


Operating  expenses  (gas) : 
At  works. 
For  distribution, 
management, 
taxes, 
incidentals. 


Mamttfacturing  Account. 


$25,655  56 

4,484  32 

3,047  42 

'     3,000  43 

1,210  50 


Operating  expenses  (electric) : 
At  station,    . 
For  distiibution, 

management, 

taxes,     . 

incidentals. 


$17,006  06 
4,407  87 
3,000  17 
3.800  60 
1,464  57 


Income  from  sale  of  gas,    .... 
residuals,        .... 
sale  of  electric  light  and  power, 
other  sources  (electric),  . 
Balance  to  profit  and  loss: 

Gas 

Electric,        ...... 


Dr. 


$405,630  32 
Cb. 


$30,216  23 


31,570  26 


12,082  61 
21,600  31 


$45,720  78 

6,460  06 

52,110  57 

1,168  00 


$105,477  41       $105,477  41 
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Pbout  and  Loss  Account. 


Balance  June  30,  1910,  ... 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  acooimt, 

Rents, 

Jobbing.  . 

Other  items  of  income,       .         .         .         . 

Interest  paid,   ...... 

Dividends  declared,  .         .         .         .         , 

Other  items,     ...... 

Balance  June  30,  1911 


Db. 

Cb. 

$56,062  43 

12.982  61 

21,699  31 

136  96 

331  18 

184  87 

$3,442  62 

22,800  00 

249  07 

64.906  67 

$91,397  36         $91,397  36 


NEWTON  AND  WATERTOWN  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $98,726  95 

Machinery  and  manufacturing  appliances,   .....  134.556  43 

Street  mains, 366.177  74 

Services, 6,612  52 

Meters 54.866  83 

Due  for  gas 7,709  11 

Coal  on  hand 75  57 

Coke  on  hand,           .........  1  84 

Tar  on  hand 48  72 

Enrichers  on  hand 2,262  88 

Other  materials  on  hand, 52,276  28 

Stoves  and  appliances, 2,675  87 

Purchase  of  gas  department,  Waltham  Gas  Light  Company,           .  490,228  48 

Horses,  wagons,  etc., 7,137  32 

Sundry  accounts  due  the  company,     ......  16,568  15 

Office  furniture 2,331  70 

Cash  on  hand, 7,378  93 

Notes  receivable, 116  23 

Insurance 517  71 


Total  assets,  as  per  books  of  the  company $1,249,159  26 


Liabilities. 

Capital  stock $560,000  00 

Notes  payable 140,000  00 

Unpaid  bills, 23,993  34 

Deposits, 3,736  79 

Unpaid  dividends, 72  00 

Premium  on  capital  stock, 130,000  00 

Amounts  due  from  the  company,  not  included  above,   .  2,973  85 


Total  liabilities,  as  per  books  of  the  company,        .         .         .       $860,775  98 
Profit  and  loss  balance, 388,383  28 


$1,249,159  26 
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Operating  expenses: 
At  works, 
For  gas  bought, 

distribution,    , 

management, 

taxes, 

incidentals. 


Manufactubing  Account. 


$17,567  12 

159,081  10 

49,349  44 

40,340  97 

16.500  00 

2,238  40 


Db. 


Cr. 


Income  from  sale  of  gas, 
residuals, 
other  sources. 

Balance  to  profit  and  loss. 


Profit  and  Lobs  Account. 

Balance  June  30,  1910,       .... 
Balance  of  manufacturing  account, 
Interest  received,       ..... 

Rents, 

Jobbing,  ....... 

Other  items  of  income,       .... 

Interest  paid *      .  $4,191  55 

Dividends  declared, 67,200  00 

Depreciation,    .......  3.145  69 

Other  items, 1,807  84 

Balance  June  30,  1911,       .         .  388,383  28 


$285,077  03 

$350,302  23 

84  98 

9,360  51 

74,670  69 

$359,747  72 

$359,747  72 

NT. 

Dr. 

Cr. 

$370,546  17 

74,670  69 

1,119  57 

3.224  78 

3.163  50 

12.003  65 

$464,728  36       $464,728  36 


NICKERSON  AND   DYER. 
(See  CoTurr  and  Htannis). 


NILES  (W.  J.),  TRUSTEE  OF  ESTATE  OF. 

(Boston.) 

Manufacturing  Account. 


Operating  expenses: 
At  station,    . 
For  distribution,    . 


$4,181  19 
668  58 


Income  from  sale  of  light  and  power,  . 

other  sources. 
Balance  to  profit  and  loss. 


Dr. 
$4,849  77 
1,503  04 


Cr. 


$6,242  81 
110  00 


$6,352  81     $6,352  81 
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NORTH  ADAMS  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate  (gas), $35,851  51 

Machinery  and  manufacturing  appliances  (gas),   ....  68,510  81 

Street  mains  (gas), 61,139  54 

Services  (gas). 31,506  01 

Meters  (gas) 20,896  49 

Due  for  gas 7,442  95 

Gas  coal  on  hand 640  92 

Tar  on  hand, 535  50 

Enrichers  on  hand, 1,476  25 

Purifying  materials  on  hand,       .......  180  61 

Other  gas  materials  on  hand,      .......  180  00 

Stoves,  gas  fixtures  and  tools  on  hand,         .....  4,533  37 

Real  estate  (electric), 78  037  62 

Steam  plant  (electric), 121,740  57 

Electric  plant 51,025  89 

Electric  lines, ' 57,898  27 

Transformers, 14,128  93 

Meters  (electric). 17,990  42 

Arc  lamps. 6,450  00 

Due  for  electricity. 13.876  09 

Fuel  on  hand  (electric) 943  42 

Carbons  on  hand. 103  40 

Oil  and  waste  on  hand.      ........  73  60 

Incandescent  lamps  on  hand.      .......  2,938  78 

Globes  on  hand 162  56 

Other  electric  materials  on  hand.         ......  2,959  18 

Motore  on  hand. 10,299  92 

Horses,  wagons,  etc..          ........  3,065  39 

Sundry  accounts  due  the  company,     ......  22.002  99 

Office  furniture. 2.908  71 

Cash  on  hand 8.426  55 

Notes  receivable, 141  02 

Investments 5,000  00 


Total  assets,  as  per  books  of  the  company, 


$653,067  27 


LlABILmSS. 

Capital  stock.  .    * $200,000  00 

Notes  payable 328,000  00 

Unpaid  bUls 6,247  22 

Deposits ' 1.833  36 

Unpaid  dividends, 5,000  00 

Interest  accrued  but  not  due.      .......  6,750  00 

Premium  on  capital  stock,           .......  30,(XX)  00 

Depreciation  fund. 23,504  70 

Amounts  due  from  the  company,  not  included  above.   .  3,343  29 

Total  liabilities,  as  per  books  of  the  company.        •         .         .  $604,678  56 

Profit  and  loss  balance. 48.388  71 

$553,067  27 

Digitized  by  VjOOQ IC 


134  o 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


Makufactubino  Account. 


Operating  expenses  (gas) : 

Db. 

Cr. 

At  works.      ....           $67,927  65 

For  distribution,    .         .         .               7.048  77 

management,  .          .         .              14,976  65 

taxes 3,594  90 

incidentals.      .         .                        2.041  69 

$95,589  56 

Operating  exi>ense8  (electric) : 

At  station $61,361  55 

For  distribution,    .                                 13,015  24 

k 

management,  .                   .              14,976  65 

\ 

taxes 3,617  90 

incidentals,      .                   .               2,811  46 

95,782  78 

Income  from  sale  of  gae,    .... 

$76,017  45 

residuals,       .... 

21.614  75 

sale  of  electric  light  and  power, 

. 

125,600  96 

Balance  to  profit  and  loss: 

Gas 

2,042  64 

Electric; 

29,818  18 

$223,233  16 

$228,233  16 

Pbopit  and  Lobs  Account. 

Dr. 

Cb, 

Balance  June  30,  1910 

$65,536  22 

Balance  of  gas  manufacturing  account. 

2,042  64 

Balance  of  electric  manufacturing  account. 

, 

29,818  18 

Interest  received, 

62  00 

Rents, 

372  00 

Interest  paid, 

$17,248  55 

Dividends  declared 

23,000  00 

Depreciation, 

7,245  64 

Other  items, 

1,948  14 

Balance  June  30,  1911, 

48,388  71 

$97,831  04 

$97,831  04 

NORTHAMPTON  ELECTRIC   LIGHTING  COMPANY. 

Assets. 

Real  estate $20,438  31 

Steam  plant 59,215  10 

Electric  plant, 37,146  73 

Electric  lines, 81,492  33 

Transformers, 10,294  53 

Meters, 14,051  72 

Arc  lamps, 4,597  60. 

Due  for  electricity, 13,493  07 

Fuel  on  hand 2,243  26 

Carbons  on  hand,      ..........  70  64 

Oil  and  waste  on  hand,      ........  59  68 

Incandescent  lamps  on  hand,      .         .         .         .         .                   .  1,007  83 
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Globes  on  hand. 

Other  materials  on  hand,  . 

Horses,  wagons  and  motors  on  hand, 

Sundry  accounts  due  the  company, 

Office  furniture, 

Cash  on  hand. 

Notes  receivable. 


$19  98 
2.299  86 
593  40 
2,992  13 
1,867  29 
5,841  81 
23.000  00 


Total  assets,  as  per  books  of  the  company,    . 

Liabilities. 

Capital  stock, 

Bonds  issued,   ....... 

Unpaid  bills,     ....... 

Deposits,  ....... 

Unpaid  dividends,     ...... 

Depreciation  fund,    ...... 

Amoimts  due  from  the  company,  not  included  above, 

Total  liabilities,  as  per  books  of  the  comapny, 
Profit  and  loss  balance, 


MANUTACTURINa  ACCOUNT. 


Operating  expenses: 
At  station,    . 
For  distibution, 

management,  . 

taxes,     . 

incidentals. 


Db. 


$23,908  74 

5,419  02 

14,957  98 

2,926  30 

1,217  24 


Income  from  sale  of  light  and  power, 

other  sources, 
Balance  to  profit  and  loss,  .  . 


$48,429  28 


49,571  12 


Pbofit  and  Loss  Account. 


Db. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account, 

Interest  received. 

Rents, 

Interest  paid,   .... 
Dividends  declared,  . 
Depreciation  fund,    . 
Other  items,     .... 
Balance  June  30,  1911, 


$4,118  57 
25,828  00 
29.000  00 
3,718  47 
40,332  71 


$280,725  26 

$117,400  00 

78,000  00 

2.151  33 

146  50 

3,522  00 

33,614  60 

5,558  12 

$240,392  55 

40,332  71 

$280,725  26 


Cb. 


$96,103  44 
1,896  96 


$98,000  40    $98,000  40 


Cb. 

$51,171  57 

49,571  12 

2,249  06 

6  00 


$102,997  75   $102,997  75 
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NORTHAMPTON   GAS   LIGHT   COMPANY. 

Assets. 

Real  estate $25,223  05 

Machinery  and  manufacturing  appliances,  .          .         .  55,532  81 

Street  mains, 60,806  86 

Services, 4,641  75 

Meters 14.491  04 

Du6  for  gas, 5,389  70 

Gas  coal  on  hand. 2353  92 

Coke  on  hand,                     666  36 

Tar  on  hand, 300  00 

Enrichers  on  hand,    .........  321  40 

Purifying  materials  on  hand,      .......  38  89 

Other  materials  on  hand,   ........  240  00 

Fixtures,  toob,  etc.,  on  hand, 6,399  13 

Horses,  wagons,  etc.,          ........  1,252  07 

Sundry  accounts  due  the  company,     ......  3,549  47 

Office  furniture, 663  40 

Cash  on  hand, 25,568  66 

Investments, ,        .  3,834  54 

Total  assets,  as  per  books  of  the  company,     ....  $211,273  05 


Liabilities. 

Capital  stock $120,000  00 

Notes  payable, 16.000  00 

Unpaid  bills 1,621  35 

Deposits 334  00 

Unpaid  dividends, 3.600  00 

Premium  on  capital  stock,           .......  16,400  00 

Depreciation  fund, 24,823  68 

Amounts  due  from  the  company,  not  included  above,   .                   .  752  42 

Total  liabilities,  as  per  books  of  the  company,        .  $183,531  45 

Profit  and  loss  balance 27,741  60 


$211,273  05 


Manupacturino  Account. 


Operating  expenses: 
At  works. 
For  distribution, 

management, 

taxes, 

incidentals. 


Income  from  sale  of  gas, 
residuals, 
other  sources, 

Balance  to  profit  and  loss. 


$31,181  63 

6.528  38 

15,027  27 

5.127  56 

2.174  82 

J 

Dr. 


$60,039  66 


16,691  37 


Cr. 


$72,762  18 

3,326  10 

642  75 


$76,731  03         $76,731  03 
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Psorrr  and  Loss  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account, 

Interest  received, 

Rents,      ..... 

Other  items  of  income. 

Interest  paid,   .... 

Dividends  declared,  . 

Depreciation  fund,    . 

Other  items,     .... 

Balance  June  30,  1911, 


Dr. 

Cb. 

$42,401  83 

16,691  37 

790  45 

616  33 

6  18 

$145  44 

14,400  00 

12,600  00 

6,617  12 

27,741  60 

$60,404  16         $60,404  16 


NORTH  ATTLEBOROUGH  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $28,756  76 

Machinery  and  manufacturing  appliances,  .         .  6,091  23 

Street  mains 30,104  46 

Services 1,619  76 

Meters 6,912  42 

Due  for  gas 4,095  78 

Gas  coal  on  hand,      .........  6,017  22 

Coke  on  hand, 581  00 

Tar  on  hand, 189  00 

Enrichers  on  hand 310  00 

Purifying  materials  on  hand,       .......  62  00 

Other  materials  on  hand, 1,121  26 

Stoves  on  hand,         .........  131  60 

Fixtures,  tools,  etc.,  on  hand,      .......  11  84 

Sundry  accounts  due  the  company, 1,066  09 

Office  furniture, 556  71 

Cash  on  hand,                              .       • 43,735  57 


Total  assets,  as  per  books  of  the  company,    .                   .         .  $129,352  57 

LlABILITISS. 

Capital  stock, $68,100  00 

Unpaid  dividends, 3,405  00 

Total  liabilities,  as  per  books  of  the  company,                            .  $71,505  00 

Profit  and  loss  balance 67,847  67 


$129,352  67 


Operating  expenses: 

At  works, 

$29,035  86 

For  distribution,    . 

2.345  00 

management,  . 

3,739  02 

taxes,     . 

3,063  48 

incidentals, 

176  87 

Manufacturing  Account. 

Dr.  Cb. 


$38,360  23 
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Income  from  sale  of  gas,    . 
residuals, 
other  sources, 

Balance  to  profit  and  loss, 


Profit  and  Loss  Account. 

Balance  June  30,  1910,'  .    *     . 

Balance  of  manufacturing  account. 
Interest  received,       ..... 

Rents 

Jobbing,  . 

Other  items  of  income,       .... 

Dividends  declared, $6,810  00 

Depredation, 2,333  47 

Other  items, 64  81 

Balance  June  30,  1911, 57,847  57 


Db, 

Cr. 

$47,538  38 

7,319  06 

354  00 

$16,851  21 

$55,211  44 

$55,211  44 

NT. 

Dr. 

Cr. 

$48,038  72 

16,851  21 

1,041  74 

100  03 

726  75 

297  40 

$67,055  85         $67,055  85 


NORTH  DANA  BOX  &  ELECTRIC  LIGHT  COMPANY. 

(H.  W.  Mason.  Owner.) 

MANUFAcrrxTRiNO  Account. 


Operating  expenses: 

At  station 

For  distribution,    . 
management. 

$770  00 
40  00 
10  00 

Dr. 

$820  00 
764  00 

Cr. 

Income  from  sale  of  light  and  power,  . 
Balance  to  profit  and  loss. 

• 

$1,584  00 

$1,584  00 

$1,584  00 

NORTHFIELD  ACETYLENE  GAS  LIGHT  COMPANY. 
(Charles  E.  Williams,  Owner.) 

Assets. 

Real  estate, $629  49 

Machinery  and  manufacturing  appliances, 1,042  59 

Street  mains, 1,395  10 

Meters, 208  81 

Other  materials  on  hand,  ........  45  67 

Total  assets,  as  per  books  of  the  company,    ....  $3,321  66 

Liabujtibs. 

Capital  invested, $3,275  99 

Unpaid  biUs, 45  67 

Total  liabilities,  as  per  books  of  the  company,  $3,321  66 
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MANUrACTUBINO  ACCOITNT. 

Operating  expenses:  Dr.  Cr. 

At  works,      ....  $3^1  90 

For  management.  ...  6  00 

taxes,     ....  39  86 

$386  76 

Income  from  sale  of  gas,    .....  $750  08 

Balance  to  profit  and  loss,  ....  363  32 

$750  08  $750  08 

Prowt  and  Lobb  Account. 

Dr.  Cr. 

Balance  of  manufacturing  account,  $363  32 

Dividends  declared, $363  32 

$363  32  $363  32 

NORTON  ELECTRIC  LIGHT  AND   POWER  COMPANY. 

Absbts. 

Electric  plant, $1,500  00 

Electric  lines, 6,069  12 

Transformers, 255  45 

Meters, 382  60 

Due  for  electricity 103  70 

Fixtures,  tools,  etc.,  on  hand, 13  00 

Cash  on  hand, 4  97 

Total  assets,  as  per  books  of  the- company,    ....  $8,32884 

LlABILrriEB. 

Capital  stock, $5,000  00 

Notes  payable, 3,160  00 

Unpaid  bills, 110  84 

Total  liabilities,  as  per  books  of  the  company,  $8,270  84 

Profit  and  lose  balance, 58  00 

$8,328  84 

Manxttactubino  Account. 
Operating  expenses:  Dr.  Cr. 

At  station $330  00 

For  distribution,    ...  212  04 

zcanagement,  .         .  217  00 

taxes 20  24 

$779  28 

Income  from  sale  of  light  and  power,  .  $941  25 

Balance  to  profit  and  loss,  ....  161  97 


$941  25        ^^$941  25 
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Pboftt  and  Lose  Account. 


Balance  June  30,  1910, 
Balance  of  manufacturing  account, 
Interest  paid,   .... 
Balance  June  30,  1911,     . . 


Db. 

Cr. 

$37  78 

161  97 

$141  76 

68  00 

$199  76 


$199  76 


NORWOOD  GAS  COMPANY. 

Absetb. 

Real  estate, $17,946  22 

Machineiy  and  manufacturing  appliances,   .....  16,646  05 

Street  mains 36,576  43 

Services. 3,523  84 

Meters 7,342  88 

Due  for  gas 2,332  36 

Gas  coal  on  hand 232  50 

Coke  on  hand, 600  00 

Tar  on  hand, 321  30 

£nrichers  on  hand,    .........  66  80 

Purifjring  materials  on  hand,                          100  00 

Stoves  on  hand, 636  64 

Fixtures,  tools,  etc.,  on  hand,      .......  3,261  36 

Horses,  wagons,  etc.,          ........  1,186  48 

Sundry  accounts  due  the  company,     ......  2,536  58 

Office  furniture, 688  81 

Cash  on  hand, 3,967  95 

Total  assets,  as  per  hooks  of  the  company,    ....  $96,853  20 

LlABILITlBS. 

Capital  stock, $72,000  00 

Notes  payable, 2,000  00 

Unpaid  biUs, 2,247  73 

Unpaid  dividends, 1,020  00 

Total  liabilities,  as  per  books  of  the  company,                           .  $77,267  73 

Profit  and  loss  balance, 19,685  47 


Manufacturing  Account. 


Operating  expenses: 
At  works. 
For  distribution, 

management, 

taxes, 

incidentals. 


Income  from  sale  of  gas, 
residuals, 
other  sources. 

Balance  to  profit  and  loss, 


Dr. 


$13,064  61 

3,688  04 

4,609  52 

769  00 

288  20 



$96,853  20 
Cr. 


$22,409  27 

$23,975  28 

2,989  34 

200  93 

4,756  28 

$27,165  55         $27,165  55 

Digitized  by  LjOOQ IC 


1912.] 


PUBLIC  DOCUMENT  — No.  35. 


141a 


Profit  and  Loss  Account. 

Balance  June  30,  1910 

Balance  of  manufacturing  account, 

Interest  received,      ... 

Jobbing,  ....... 

Interest  paid 

Dividend,         ...... 

Other  items,     ...... 

Balance  June  30,  1911,       . 


Dr. 

Cr. 

$19,216  33 

4,756  28 

19  41 

218  94 

$0  56 

4,320  00 

304  93 

19,685  47 

S24,210  96         $24,210  96 


OAK  BLUFFS. 
(See  YiNBTARD  Lighting  Company.) 


OLD  COLONY  GAS  COMPANY. 

Assets. 

Real  estate, $21,527  25 

Other  construction  expenditures,          ......  5,672  13 

Horses,  wagons,  etc.,          ........  1,190  00 

Cash  on  hand, 1,610  62 

Total  assets  as  per  books  of  the  company,     ....  $30,000  00 

Liabilities. 

Capital  stock, $20,000  00 

Notes  payable, 10,000  00 

Total  liabilities  as  per  books  of  the  company,                            .  $30,000  00 


OTIS  COMPANY,  THE, 

(Ware.) 
Manufacturino  Account. 


Operating  expenses: 

Dr. 

Cr. 

At  works,      . 

$18,058  88 

For  distribution,    . 

1.497  09 

management,  . 

662  49 

taxes,     . 

502  72 

incidentals,      . 

263  09 

$20,884  27 

Income  from  sale  of  gas.    . 

... 

$13,701  71 

residuals. 

. 

3,109  90 

Balance  to  profit  and  loss, 

4,072  66 

$20,884  27         $20,884  27 
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PEOPLE'S  GAS  AND  ELECTRIC  COMPANY  OF  STONEHAM. 

AflSBTB. 

Machinery  and  manufaoturing  appliances,  ......  $1,001  15 

Street  mains, 12.643  78 

Services, 1.309  25 

Meters. 5,350  48 

Due  for  gas 1,472  14 

Unfinished  construction,    ........  56  72 

Other  materials  on  hand, 6,015  41 

Stoves  on  hand, 438  76 

Fixtures,  tools,  etc.,  on  hand, 608  04 

Sundry  accounts  due  the  company,     ......  2,964  83 

Office  furniture 88  89 

Cash  on  hand, 3,084  82 

Total  assets,  as  per  books  of  the  company $35,034  26 

Profit  and  loss  balance 2,728  21 

$37,762  47 
LiABiLrnsB. 

Capital  stock,  .                             $10.000  00 

Notes  payable,          .                   10,000  00 

Unpaid  bills 17,478  41 

Deposits 134  86 

Interest  accrued  but  not  due,               17  71 

Amoimts  due  from  the  company,  not  included  above,    .  131  40 

Total  liabilities,  as  per  books  of  the  company,  $37,762  47 

Manufacturing  Account. 

Operating  expenses:                                                                  Db.  Cb. 


For  gas  bought,     . 
distribution,    . 
management,  . 
taxes,     . 
incidentals. 

Income  from  sale  of  gas,    . 

other  sources. 

Balance  to  profit  and  loss, . 


$7,292  70 

2,035  85 

658  28 

131  49 

352  65 


Pbofit  and  Loss  Account. 


Balance  Jime  30, 1910, 

Balance  of  manufacturing  account. 

Interest  received. 

Other  items  of  income, 

Interest  paid,   .... 

Depreciation,   . 

Other  items,     .... 

Balance  June  30,  1911, 


$10,470  97 

$8,764  95 

10  00 

1.696  02 

$10,470  97 

$10,470  97 

NT. 

Db.. 

Cr. 

$3,163  57 

1,696  02 

$262  81 

3,091  80 

277  93 

334  25 

611  05 

2,728  21 

$6,082  82  $6,082  82 

Digitized  by  LjOOQ IC 


1912.]  PUBLIC  DOCUMENT  — No.  35.  143a 


PITTSFIELD  COAL  GAB  COMPANY. 

Assets. 

Real  estate, $50,599  35 

Machinery  and  manufacturing  appliances, 141,437  77 

Street  mains, 110,652  47 

Services. 48,632  57 

Meters, 42,704  24 

Due  for  gas 13,078  37 

Gas  coal  on  hand r,166  10 

Coke  on  hand 658  07 

Tar  on  hand, 1,030  64 

Enrichers  on  hand,    .........  1,563  74 

Purifying  materials  on  hand, 169  40 

Other  materials  on  hand, 10,884  38 

Stoves  on  hand ,    3,989  09 

Fixtures,  tools,  etc.,  on  hand,     .......  13,514  44 

Horses,  wagons,  etc.,          ........  2,500  00 

Sundry  accounts  due  the  company,     ......  9,756  01 

Cash  on  hand, 2,004  33 

Investments, 7,000  00 

Total  assets,  as  per  books  of  the  company,    ....  $461,240  97 

LiABiLrrixs. 

Capital  stock, $396,000  00 

Notes  payable, 19.000  00 

Deposits 1.240  97 

Total  liabilities,  as  per  books  of  the  company,        .  $416,240  97 

Profit  and  loss  balance, 45,000  00 


$461,240  97 


MAsrrwAcruBxsa  Accouirr. 
Operating  expenses:  Db.  Cr. 

$57,308  77 
19,721  58 


At  works. 

For  distribution, 

management, 

taxes, 

incidentals, 


Income  from  sale  of  gas,    . 

residuals. 
Balance  to  profit  and  loss. 


13,565  07 
9,380  20 
4,486  94 


$104,462  56 
42,544  54 


$144,703  79 
2,303  31 


$147,007  10       $147,007  10 


Profit  and  Loss  Account. 

Dr.  Cb. 

Balance  June  30,  1910 $40,000  00 

Balsnce  of  manufacturing  account,      .  42,544  54 

Rents 520  00 

Jobbing, 2,684  96 
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Interest  paid,   . 
Dividends  declared,  . 
Depreciation,    . 
Other  items, 
Balance  June  30,  1911, 


Dr. 

Cr. 

$105  49 

27,720  00 

12,676  95 

347  06 

45,000  00 

S85,749  50 

$85,749  50 

PITTSFIELD  ELECTRIC  COMPANY. 

Assets. 

Real  estate $156,008  55 

Steam  plant, 167,897  90 

Electric  plant, 57,459  27 

Electric  lines 128.998  82 

Transformers, 27,036  06 

Meters 36,719  04 

Arc  lamps 6,387  18 

Nemst  and  Tungsten  lamps,       .......  6,554  54 

Due  for  electricity, 19,209  56 

Fuel  on  hand, 2,148  27 

Oil  and  waste  on  hand,      ........  158  49 

Incandescent  lamps  on  hand,      .......  5,687  03 

Other  materials  on  hand, 12,344  33 

Motors  on  hand, 18,973  15 

Fixtures,  tools,  etc.,  on  hand 7,267  09 

Sundry  accounts  due  the  company,     ......  5,960  58 

Office  furniture,         .........  556  50 

Cash  on  hand, 55,745  75 


Total  assets,  as  per  books  of  the  company. 


$715,112  11 


LlABILiriSS. 

Capital  stock, $375,000  00 

Bonds  issued 150,000  00 

Notes  payable, 79,500  00 

Unpaid  bills 6,799  55 

Deposits, 2,461  68 

Premium  on  capital  stock,           .......  52,500  00 

Interest  accrued  but  not  due,     .......  1,658  23 

Depreciation  fund, 17,192  65 

Total  liabilities,  as  per  books  of  the  company,  $685,112  11 

Profit  and  loss  balance 30,000  00 


Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management,  . 

taxes, 

incidentab, 


MAMTTFACTURINa  ACCOUNT. 


$66,556  73 

2.806  74 

34,003  38 

11,948  91 

6.446  33 

6,524  50 


Dr. 


$715,112  11 


Cr. 


$128,286  59 
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Income  from  sale  of  light  and  power, 

other  sources. 
Balance  to  profit  and  loss, . 


145a 

Cr. 
$172,634  97 
20,876  68 


S65,225  06 


$193,511  65       $193,511  65 


Pboptt  and  Lobb  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account, 

Other  items  of  income. 

Interest  paid,   . 

Dividends  declared. 

Depreciation,   . 

Depreciation  fund. 

Other  items,     . 

Balance  June  30, 1911, 


Dr. 

Cr. 

$35,000  00 

65,225  06 

1,914  11 

$14,791  68 

18.000  00 

21,804  57 

17.192  65 

350  37 

30,000  00 

$102,139  17       $102,139  17 


PLYMOUTH  ELECTRIC  LIGHT  COMPANY. 

Abbbts. 

Real  estate, $34,617  02 

Steam  plant, 48,217  11 

Electric  plant,           . 53,026  51 

Electric  lines, 60.390  78 

Transformers, 9.983  72 

Meters, 13.547  99 

Arc  lamps, 2.238  98 

Nemst  lamps, 940  69 

Due  for  electricity,    .                   . 8,555  09 

Fuel  on  hand,  .                   .         .                   123  00 

Carbons  on  hand,      .........  10  00 

Oil  and  waste  on  hand, 155  80 

Incandescent  lamps  on  hand,      .......  616  66 

Globes  on  hand,                  10  00 

Other  materials  on  hand,  ........  2,791  75 

Cash  on  hand, 31  82 

Total  assets,  as  per  books  of  the  company,    ....  $235,256  92 


Liabilities. 

Capital  stock $120,000  00 

Bonds  issued, 60.000  00 

Notes  payable, 18.251  87 

Unpaid  bills, 10,884  70 

Unpaid  dividends 6  00 

Total  liabilities,  as  per  books  of  the  company,        .                  .  $209,142  57 

Profit  and  loss  balance, 26,114  35 
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Operating  expenses: 
At  station,    . 
For  current  bought, 
distribution,    . 
management,  . 
taxes,     . 
incidentals, 


Manttfactubino  Account. 


$16,484  35 

304  48 

4.770  39 

7,944  24 

1,487  42 

309  50 


Income  from  sale  of  light  and  power,  . 
Balance  to  profit  and  loss, . 


Db. 


$31,300  38 
23,600  37 


Cr. 


$54,900  75 


$54,900  75         $54,900  75 


Pboxtt  and  Loss  Accoxtnt. 


Db. 


Balance  June  30, 1910, 

Balance  of  manufacturing  account. 

Interest  paid,    . 

Dividends  declared,  . 

Depreciation,    . 

Other  items.     . 

Balance  June  30,  1911, 


$5,692  32 
1300  00 

10,809  76 
2,339  47 

26,114  35 


PLYMOUTH  GAS  LIGHT  COMPANY. 


Assets. 

Real  estate, 

Machinery  and  manufacturing  appliances,  . 
Street  mains  and  services, 

Meters 

Due  for  gas,      ...... 

Gas  coal  on  hand,     ..... 

Coke  on  hand, 

Tar  on  hand,    ...... 

Enrichers  on  hand,    ..... 

Stoves  on  hand,         ..... 

Fixtures,  tools,  etc.,  on  hand. 
Sundry  accounts  due  the  company,     . 
Cash  on  hand, 


Cr. 

$23,155  53 

23,600  37 


$46,755  90         $46,755  90 


$10,150  00 

15,383  24 

17.059  20 

3,099  40 

2.810  23 

1.808  34 

70  00 

45  00 

40  40 

150  00 

125  52 

641  07 

2,057  11 


Total  assets,  as  per  books  of  the  company, 

Liabilities. 


$53,439  51 


$40,000  00 

1,000  00 

1,523  53 

175  00 

825  46 

$43,523  99 
Profit  and  loss  balance, 9,915  52 


Capital  stock, 

Notes  payable,  ....... 

Unpaid  bills,     ........ 

Unpaid  dividends 

Amounts  due  from  the  company,  not  included  above,   . 

Total  liabilities,  as  per  books  of  the  company, 


$53,439  51 
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Operating  expenses: 

At  works, 

For  cUstribation, 
manaeement, 
taxes,     . 
incidentals, 


Income  from  sale  of  gas,    . 

residuals. 
Balance  to  profit  and  loss. 


Manxttactubinq  Account. 


$11,924  11 

795  05 

4,969  34 

930  40 

225  37 


Db. 


Pbofit  and  Loss  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account. 

Interest  received. 

Bents 

Jobbing 

Other  items  of  income. 
Dividends  declared,  . 
Depreciation,   .... 
Other  items,     .... 
Balance  June  30,  1911, 


PROVINCETOWN. 
(See  Caps  Light,  Heat  and  Poweb  Compant.) 


QTHNCY. 
(See  Cxtizsnb'  Gab  Light  Company.) 


Cb. 


$18,834  27 

$22,785  92 

2,028  97 

5.980  62 

$24,814  89 

$24,814  89 

NT. 

Db. 

Cb. 

$7,316  56 

5,980  62 

62  22 

10  00 

101  05 

327  23 

$2,800  00 

1,000  00 

82  16 

9,916  62 

$13,797  68 

$13,797  68 

QUINCY  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estate, $69,399  56 

Steam  plant 81,525  58 

Electric  plant, 50.679  42 

Electric  lines, 142,620  61 

Transformers, 22,416  88 

Meters 27.371  75 

Arc  lamps 9,167  75 

Due  for  electricity, 12,121  58 

Fuel  on  hand, ^  2.707  59 
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Carbons  on  hand, $18  52 

Oil  and  waste  on  hand, 27  00 

Incandescent  lamps  on  hand, 892  60 

Globes  on  hand 134  75 

Other  materials  on  hand, 5,462  79 

Motors  on  hand, 249  25 

Tools  on  hand, 2,309  06 

Horses,  wagons,  etc..          ........  7,367  53 

Sundry  accounts  due  the  company, 693  23 

Office  furniture, 1,238  85 

Cash  on  hand 1,503  32 

Prepaid  interest  and  insurance, 1,202  25 

Investments, 10,206  70 


Total  assets,  as  per  books  of  the  company. 


$449,316  56 


Liabilities. 
Capital  stock,  . 
Bonds  issued,  . 
Notes  payable, 
Unpaid  bills,  . 
Deposits, 

Interest  accrued  but  not  due, 
Premium  on  capital  stock, 
Amounts  due  from  the  company,  not  included  above. 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance,      ..... 


Operating  expenses: 
At  station,    . 
For  distribution,    , 

management,  , 

taxes, 

incidentals, 


Manufacturimg  Account. 


$28,994  28 

32,262  37 

12.086  21 

8,934  66 

2,212  93 


Dr. 


Income  from  sale  of  light  and  power,  . 
Balance  to  profit  and  loss. 


$84,490  45 
41,977  75 


$250,000  00 

100.000  00 

43,500  00 

18,045  82 

1,280  00 

75  00 

6,185  00 

3,540  35 

$422,626  17 
26.690  39 

$449,316  56 

Cb. 


$126,468  20 


$126,468  20       $126,468  20 


Dr. 


Profit  and  Loss  Account. 

Balance  June  30,  1910, 

Balance  of  manufacturing  account, 

Rents,      ........ 

Jobbing,  ........ 

Other  items  of  income,       ..... 

Interest  paid $7,226  15 

Dividends  declared, 19,928  00 

Depreciation, 5,441  49 

Other  items 2,435  62 

Balance  June  30.  1911, 26,690  39 


Cb. 

$19,314  51 

41,977  76 

97  82 

260  14 

71  43 


$61,721  65         $61,721  65 
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RANDOLPH  AND  HOLBROOK  ELECTRIC  LIGHT  COMPANY. 
(Estate  of  Charles  Doughty,  Owners.) 

IjlANUFACTUBINa  ACCOUNT. 


Operating  expenses. 

Dr. 

Cb. 

At  station,    .... 

$9,973  34 

For  distribution,    . 

2,818  10 

IP ftnftg'^TnAnf ,  , 

494  50 

551  82 

incidentals,      . 

1,045  35 

$14,883  11 

Income  from  sale  of  light  and  power. 

. 

$17,367  11 

other  sources, 

. 

554  96 

Balance  to  profit  and  loss. 

• 

3.038  96 

$17,922  07 

$17,922  07 

REVERE. 
(See  SuBimfiAK  Gab  akd  Elect^c  CoIcsant.) 


SADLER,  THOMAS  G. 
(South  Attleborough.) 

MAKUrACTTBINO  ACCOUNT. 


Operating  expenses: 

Dr. 

Cb. 

At  works 

$924  50 

For  distribution,    . 

19  00 

taxes,     .... 

17  92 

$961  42 

Income  from  sale  of  gas,    . 

$1,127  90 

Balance  to  profit  and  loss, 

. 

166  48 

$1,127  90 

$1,127  90 

SALEM  ELECTRIC   LIGHTING   COMPANY. 

Assets. 

Real  estate $88,425  79 

Steam  plant, 122,341  14 

Electric  plant, 53.118  29 

Electric  lines, 167.796  03 

Transformers, 33,053  55 

Meters, 41.295  25 

Arc  lamps  and  Nernst  lamps, 12.202  06 

Unfinished  construction, 114.040  10 

Due  for  electricity. 12,920  55 

Fuel  on  hand, 19  42 

Carbons  on  hand, ^^      131 .11 
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Incandescent  lamps  on  hand, $4,054  00 

Globes  on  hand, 223  30 

Other  materials  on  hand, 22,032  09 

Motors  on  hand 992  16 

Fixtures,  tools,  etc.,  on  hand, 2,462  87 

Horses,  wagons,  etc., 5,316  80 

Sundry  accounts  due  the  company, 12,672  64 

Office  furniture, 2.300  28 

Cash  on  hand, 11,004  29 

Notes  receivable, 532  69 

Investments, 32,277  34 


Total  assets,  as  per  books  of  the  company, 


$740,110  76 


LlABIUTIEa. 

Capital  stock $275,000  00 

Notes  payable 255,000  00 

Unpaid  bills, 24,105  46 

Deposits,  • 1.521  12 

Interest  accrued  but  not  due, 964  04 

Premium  on  capital  stock, 25,000  00 

Amounts  due  from  the  company,  not  included  above,  .  4,364  76 

Total  liabilities,  as  per  books  of  the  company,        .                  .  $586,045  38 

Profit  and  loss  balance, 154,065  37 


Mantttacturing  Acgoumt. 


$740,110  75 


Operating  expenses: 

Db. 

Cb. 

At  station,    .... 

$49,052  86 

For  distribution,    . 

25,366  14 

management,  . 

25,383  84 

taxes,     .... 

12,870  71 

I 

incidentals,     . 

7,065  42 

$119,738  97 

Income  from  sale  of  light  and  power. 

$201,185  47 

other  sources. 

,          i 

3,571  08 

85,017  58 

$204,756  55 

$204,756  55 

Profit  and  Lobs  Account. 

Db. 

Cb. 

Balance  June  30.  1910,      . 

, 

$123,984  38 

Balance  of  manufacturing  account, 

85,017  58 

401  40 

Other  items  of  income. 

825  61 

Interest  paid,  .... 

$6,278  72 

Dividends  declared,  . 

22,000  00 

21,579  90 

Other  items,     .... 

6,304  98 

Balance  June  30, 1911,      . 

154,065  37 

$210,228  97   $210,228  97 
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SALEM  GAS  LIGHT  COMPANY. 

ASSBTS. 

Real  eetate, $255,723  13 

Machinery  and  manufacturing  appliances 113,396  09 

Street  mains, 234,030  53 

Services, 41,225  21 

Meters, 68,000  00 

Due  for  gas, 22,378  52 

Gas  coal  on  hand, 15,036  28 

Coke  on  hand. 21,000  00 

Tar  on  hand, 2,300  00 

Enrichers  on  hand, 327  12 

Purifying  materials  on  hand, 695  98 

Other  materials  on  hand. 26,869  98 

Stoves  on  hand, 4,784  29 

Fixtures,  tools,  etc,  on  hand. 8,000  00 

Horses,  wagons,  etc., 2,990  00 

Sundry  accounts  due  the  company, 1,624  65 

Office  furniture, 3,703  44 

Cash  on  hand 14,642  91 

Liveetments, 3,463  00 


Total  assets,  as  per  books  of  the  company,    . 


$840,191  13 


Liabilities. 

Capital  stock, $499,600  00 

Notes  payable, 25,000  00 

Deposits, •  1,485  00 

Premium  on  capital  stock, 60,000  00 

Amounts  due  from  the  company,  not  included  above,   .                  .  5,251  70 

Total  liabilities,  as  per  books  of  the  company,  $591,336  70 

Profit  and  loss  balance, 248,854  43 


MAOTTrACTUBINQ  ACCOUIVT. 


Operating  expenses: 
At  works. 
For  distribution,    . 

management, 

taxes,     . 

incidentals,     . 

Income  from  sale  of  gas, 
residuals, 
other  sources. 

Balance  to  profit  and  loss. 


Db. 


$102,110  16 

19,525  72 

15,248  50 

13,307  72 

.   -    3,144  31 

1,    .    .    .    . 

$153,336  41 


53,228  98 


$840,191  13 


Cb. 


$174,452  91 

31,210  20 

902  28 


$206,565  39       $206,565  39 
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Profit  and  Loss  Account. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account, 

Interest  received, 

Rents, 

Interest  paid,   .... 
Dividends  declared,  . 
Depreciation,    .... 
Other  items,     .... 
Balance  June  30,  1911, 


Db. 

Cb. 

$232,096  83 

63,228  98 

462  90 

631  06 

$2,844  76 

33,968  00 

692  67 

160  00 

248.864  43 

$286,409  76       $286,409  76 


SHELBURNE  FALLS  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

(C.  H.  Wilcox  and  E.  J.  Halligan,  Owners.) 

Mandtagturinq  Account  to  Sbptbmbbb  1,  1910. 

Operating  expenses:  Db.  Cb. 

At  station,    . 
For  distribution,    . 
management,  . 


$404  67 

162  60 

2  60 

$569  67 
434  76 

►wer,  . 

$994  32 

Income  from  sale  of  light  and  power,  .  $994  32 

Balance  to  profit  and  loss. 


$994  32 


SHELBURNE  FALLS  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

AflSBTS. 

Real  estate $7,064  29 

Steam  plant, 13,666  60 

Heotrio  plant, 9,872  76 

Electric  lines, 31,230  96 

Transformers 2,666  04 

Meters 2,466  39 

Street  lamps 268  90 

Due  for  electricity,    .........  804  26 

Incandescent  lamps  on  hand,      .......  401  13 

Fixtures,  tools;  etc.,  on  hand,     .  421  83 

Sundry  accounts  due  the  company,     ......  612  20 

Office  furniture, 233  86 

Cash  on  hand, 142  66 

Notes  receivable, 2,600  00 

Insurance,         ..........  24  46 

Investments, 462  00 

Total  assets,  as  per  books  of  the  company $72,616  09 

Profit  and  loss  balance, 133  19 


$72,749  28 
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Liabilities. 
Capital  stock,  ........ 

Notes  payable,  ....... 

Unpaid  bills,    ........ 

Amounts  due  from  the  oompany,  not  included  above,  . 


Total  liabilities,  as  per  books  of  the  company, 


945,000  00 

2,500  00 

24,922  10 

327  18 

$72,749  28 


MANUFACTUBmO  ACCOUNT   FBOM   SsPTElfBEB   1,    1910. 


Operating  expenses: 

Db. 

Cb. 

For  current  bought,                               $3,532  28 

distribution,    .         .         .               2,369  19 

management,  .                                  1,394  61 

taxes 334  68 

incidentals,      ...                  102  41 

$7,733  17 

Income  from  sale  of  light  and  power. 

$7,599  98 

Balance  to  profit  and  loss,          .... 

133  19 

$7,733  17 

$7,733  17 

Pbopit  and  Loss  Account. 

Dr. 

Cb. 

Balance  of  manufaeturing  account,     . 

$133  19 

Balance  June  30,  1911, 

.$133  19 

$133  19 

$133  19 

SHIRLEY  ELECTRIC  PLANT. 
(See  G.  M.  Ballou.) 


SOUTH  HADLEY  FALLS  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Steam  plant, $249  71 

Electiic  plant, 2,734  29 

Electric  lines, 3,769  81 

Transformers,  ..........  1,306  69 

Meters, 939  50 

Due  for  electricity, 1,258  71 

Oil  and  waste  on  hand, 17  50 

Incandescent  lamps  on  hand, 547  50 

Other  materials  on  hand, 22  00 

Sundry  accounts  due  the  company, 103  59 

Cash  on  hand, 1,024  44 

Total  assets,  as  per  books  of  the  company $11^973  74 

Profit  and  loss  balance, 8,072  97 

$20,046  71^ 
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LIABILITIS0. 

Capital  stock, $7,000  00 

Notes  payable, 2,500  00 

Unpaid  bills, 10,546  71 


Total  liabilities,  as  per  books  of  the  company,        .         .         .         $20,046  71 

MANUVACTURINa  ACCOUNT. 


Operating  expenses: 

Db. 

Cb. 

At  station,    . 

$10,334  21 

For  distribution,    . 

807  00 

management,  . 

l,7ft8  11 

taxes,     . 

343  88 

incidentals,     . 

114  02 

$13,397  22 

Income  from  sale  of  light  and 

power, . 

$13,377  93 

Balance  to  profit  and  loss, 

•         •         •         ■ 

19  29 

$13,397  22         $13,397  22 

PBOrXT  AND  Loss  ACCOUNT. 


Balance  June  30, 1910, 

Balance  of  manufacturing  account. 

Jobbing, 

Interest  paid,  .... 
Depreciation,  .... 
Balance  June  80,  1911, 


Db. 

Cb. 

$6,528  97 

19  29 

$161  80 

75  84 

1,610  67 

8,072  97 

$8,234  77 

$8,234  77 

SOUTH  HADLEY  GAS  COMPANY. 

ASSSTS. 

Real  estate $483  03 

Machinery  and  manufacturing  appliances, 698  46 

Street  mains, 2,536  06 

Services, 166  46 

Meters, 164  54 

Other  materials  on  hand 126  57 

Cash  on  hand, 502  4S 


Total  assets,  as  per  books  of  the  company,    ....  $4,677  60 

Profit  and  loss  balance 322  40 


$5,000  00 


LlABILITIBS. 

Capital  stock $5,000  00 


Total  liabilitiee,  as  per  books  of  the  company,        .         .         .  $5,000  OO 
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Manuvactubino  Account. 
OperatiDg  ezpeofles:  Dr.  Cb. 


At  workB, 

For  distribution,    . 

maiiagement,  . 

taxes,     . 

inddentals,     . 

Income  from  sale  of  gas,    . 
other  aources. 
Balance  to  profit  and  loss. 


$1,178  22 

359  82 

74  36 

102  00 

2  97 


$1,717  37 

53  80    

$1,771  17      .     $1,771  17 


$1,770  17 
1  00 


Pbout  and  Lobs  Accottmt. 

Dr.  Cr. 

Balance  June  30, 1910, $251  20 

Balance  of  manufacturing  account,     .  $53  80 

Dividends  declared, 125  00 

Balance  June  30, 1911, 322  40 

$376  20  $376  20 


SPENCER  GAS  COMPANY. 

Absbts. 

Real  estate  (gas) $17,749  24 

Machinery  and  manufacturing  appliances  (gas),  ....  61,059  10 

Street  muns  (gas), 40,762  03 

Services  (gas) 3,642  81 

Meters  (gas) 6,272  12 

Due  for  gas, 2,140  24 

Gas  coal  on  hand, 160  01 

Enrichers  on  hand, 153  47 

Purifying  materials  on  hand, 30  76 

Stoves,  gas  fixtures,  tools,  etc.,  on  hand, 1,879  30 

Real  estate  (electric), 5,050  01 

Steam  plant  (electric), 6,155  37 

Electric  plant, 4,282  22 

Electric  lines, 16,360  25 

Transformers, 1,575  31 

Meters  (electric), 787  71 

Arc  lamps,                           3,453  37 

Due  for  electricity, 592  64 

Fuel  on  hand  (electric), 117  06 

Caibons  on  lumd, 22  53 

Oil  and  waste  on  hand, 9  20 

Incandescent  lamps  on  hand, 273  02 

Globes  on  hand, 11  94 

Other  electric  materials  on  hand, 169  04 

Horses,  wagons,  etc., 175  00 

Sundiy  accounts  due  the  company, 25,725  54 

OfiSce  furniture 655  52 

Cash  on  hand, 2,189  40 

Office  building, 3,797  58 


Total  assets,  as  per  books  of  the  company,    ....       ^5,251 
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LlABILITlEg. 

Capital  stock, 

Bonds  issued,   ....... 

Notes  payable, 

Unpaid  bills,     ....... 

Deposits,  ....... 

Unpaid  dividends, 

Interest  accrued  but  not  due,      .... 
Amounts  due  from  the  compans? ,  not  included  above. 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance,      ..... 


$07,500  00 

85,000  00 

16,000  00 

1,254  08 

82  50 

075  00 

277  50 

254  02 

$201,343  10 
3.008  60 


Manufagtubino  Accoxtnt. 


Operating  expenses  (gas) : 

Dr. 

At  works. 

$12,525  02 

For  distribution,    . 

1,271  07 

management,  . 

3,473  14 

taxes,     . 

617  82 

incidentals,      . 

682  37 

$18,571  22 

Operating  expenses  (electric) 

: 

At  station,    . 

$4,067  41 

For  distribution,    . 

1,405  05 

1,256  53 

taxes,     . 

150  74 

incidentals,     . 

200  61 

Income  from  sale  of  gas,  .... 
sale  of  electric  light  and  power, 
Balance  to  profit  and  loss: 

Gas 

Electric,        ...... 


7,170  34 


8,637  56 


Profit  and  Loss  Account. 


Balance  June  30,  1010,       .... 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account.  . 

Rents, 

Jobbing,  ....... 

Interest  paid,   ...... 

Dividends  declared,  ..... 

Other  items,     ...... 

Balance  June  30,  1011,       .... 


$205,251  70 


Cr. 


$27,208  78 
6,574  65 


604  60 


$34,388  12 

$34,388  12 

NT. 

Dr. 

Cr. 

$4,425  26 

8,637  56 

$604  60 

120  00 

440  00 

4,044  22 

3,000  00 

274  31 

3,008  60 

$13,631  01 

$13,631  01 

SPRINGFIELD   (ELECTRIC). 
(See  United  Elrctric  Light  Coicpant.) 
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SPRINGFIELD  GAS  LIGHT  COMPANY. 

Abskts. 

Real  estate, $510,258  Oa 

Machinery  and  manufacturing  appliances, 753,327  00 

Street  mains, 610,711  46 

Services, 23,375  05 

Meters, 237,637  81 

Gas  arc  lamps, 28,064  27 

Due  for  gas, 10,046  20 

Gas  coal  on  hand, 15,180  05 

Coke  on  hand, 1,016  S2 

Tar  on  hand,    .   ' 3,705  80 

Ammoniacal  liquor  on  hand,       .......  070  02 

Enrichers  on  hand, 3,236  01 

Purifying  materials  on  hand, 2.224  17 

Other  materials  on  hand, 43,524  47 

Fixtures,  tools,  etc.,  on  hand, 10,804  31 

Horses,  wagons,  etc., 0,578  63 

Sundry  accounts  due  the  company,     ......  53,744  54 

Office  furniture, 8,320  50 

Cash  on  hand, 47,411  76 

Notes  receivable, 455  00 

Reserved  fund, 21,110  50 


Total  assets,  as  per  books  of  the  company,    ....  $2,403,732  10 

LlABILITIXS. 

Capital  stock $1,137,500  00 

Notes  payable, 320,000  00 

Unpaid  bUls, 23,050  71 

Deposits, 0,170  35 

Interest  accrued  but  not  due, 3,606  43 

Reserved  fund, 0,364  47 

Premium  on  capital  stock, 637,500  00 

Amounts  due  from  the  company,  not  included  above,   .         .  2,663  43 


Total  liabilities,  as  per  books  of  the  company,                          .    $2,142,054  30 
Profit  and  loss  balance, 260,777  80 


$2,403,732  10 


Makufacturino  Accoumt. 
Operating  expenses:  Dr.  Cr. 

$235,086  73 
51,030  15 


At  works. 

For  distribution, 
management, 
taxes,     . 
incidentals, 


Income  from  sale  of  gas,    . 
residuals, 
other  sources. 

Balance  to  profit  and  loss. 


53,214  44 
30,510  64 
12,838  05 


$302,580  01 


174,162  77 


$528,008  84 

37,657  44 

177  00 


$566,742  78       $566,742  78 
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Pbofit  and  Lobs  Account. 

Db.  Cr. 

Balance  June  30.  1910, S250.536  22 

Balance  of  manufacturing  account,     .         .         .  174,162  77 

Interest  received, 1,883  41 

Rents, 2,580  73 

Other  items  of  income, 1,669  61 

Interest  paid, $17,238  77 

Dividends  declared 131,339  50 

Depreciation, 6,674  26 

Other  items, 14.802  31 

Balance  June  30,  1911 260.777  80 

9430,832  64       $430,832  64 


STEAM  AND  POWER  COMPANY. 
(Boston.) 

Manufactubing  Account. 

Dr.  Cb. 

Operating  expenses $17,189  60 

Income  from  sale  of  electric  power,               .  $19,099  56 

Balance  to  profit  and  loss 1.909  96 

$19,099  56         $19,099  56 


8T0NEHAM. 
(See  Peoplb'8  Gab  and  Elbctbic  Comfai^.) 


STOCKBRIDGE  LIGHTING  COMPANY. 

Abbbtb. 

Electric  plant. $995  48 

Electric  lines. 37.463  18 

Transformers,  .         .                   2,837  77 

Meters 2.016  26 

Due  for  electricity, 1,324  62 

Sundry  accounts  due  the  company, 62  10 

Cash  on  hand, 298  80 

Total  assets,  as  per  books  of  the  company,    ....  $44,998  21 

LlABILiriSB. 

Capital  stock, $40,000  00 

Notes  payable, 3,000  00 

Unpaid  biUs, 384  54 

Total  liabilities,  as  per  books  of  the  company,                           .  $43,384  54 

Profit  and  loss  balance, 1,613  67 


$44,998  21 
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Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,   . 

nAnagement,  • 

taxes,     . 

incidentals, 


Manvfactubino  Accoukt. 


$49  00 
2,900  22 
039  63 
743  78 
93  00 
163  34 


Ds. 


Income  from  sale  of  light  and  power, 

other  sources, 
Balance  to  profit  and  loss. 


94,667  97 
6,950  11 


PBOFrr  AND  Loss  AccoxTin'. 


Balance  June  30,  1910, 
Balance  of  mani^acturing  account. 
Interest  paid,  .... 
Dividends  declared,  . 
Depreciation,   .... 
Balance  June  30,  1911, 


Db. 


136  60 
2,400  00 
2,286  79 
1,613  67 


$6,336  96 


Cb. 


$10,587  96 
20  13 


$10,608  08         $10,608  08 


Cb. 

$385  86 
6,950  11 


$6,336  96 


SUBURBAN  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Machinery  and  manufacturing  appliances  (gas),  ....  $38,683  58 

Street  mains  (gas), 238.824  55 

Services  (gas), 53,290  94 

Meters  (gas), 70,699  08 

Due  for  gas, 2,942  12 

Other  gas  materials  on  hand, 7,508  67 

Stoves  on  hand, 2.285  30 

Gas  fixtures  on  hand, 634  80 

Real  estate  (electric), 98,784  76 

Steam  plant  (electric) 102,609  87 

Electric  plant, 56,652  14 

Electric  lines, 106,108  61 

Transformers, 31,359  95 

Meters  (electric), 42,141  93 

Arc  lamps, 9,640  52 

Unfinished  construction, 200  79 

Due  for  electricity, 11,703  07 

Fuel  on  hand  (electric), 6.751  06 

Carbons  on  hand 311  47 

Incandescent  lamps  on  hand, 1,566  64 

Globes  on  hand, 146  47 

Other  electric  materials  on  hand, 11.394  11 

Electric  fixtures,  tools,  etc.,  on  hand, 2,247  81 

Horses,  wagons,  etc., 10,883  83 
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Sundry  accounts  due  the  company,     ......  $7,056  20 

Office  furniture, •.         .         .  4,046  53 

Cash  on  hand, 27.263  97 

Unpaid  stock  subscriptions  to  capital  stock,          ....  6,510  00 

Investments, 32,500  00 


Total  assets,  as  per  books  of  the  company,    ....  $982,738  67 

LXABILITIBS. 

Capital  stock $675,200  00 

Capital  stock  subscribed  but  unissued,         .....  9,300  00 

Notes  payable, 90,000  00 

Unpaid  biUs, 18,673  84 

Deposits 10,365  62 

Interest  accrued  but  not  due,     .......  460  67 

Reserved  fund, 370  00 

Premium  on  capital  stock,                             96,900  00 

Amounts  due  from  the  company,  not  included  above,  .                   .  3,010  04 

Total  liabilities,  as  per  books  of  the  company,        .         .         .  $904,280  17 

Profit  and  loss  balance, 78,458  50 


Operating  expenses  (gas) : 
At  works. 
For  gas  bought, 

distribution, 

management, 

taxes,     . 

incidentals, 


Manxjfactubino  Account. 


$402  65 
60,759  47 
8,727  54 
13,648  26 
8,418  87 
2,608  97 


Db. 


$982,738  67 
Cr. 


Operating  expenses  (electric) : 
At  station,    . 
For  current  bought, 

distribution,    . 

management,  . 

taxes,     . 

incidentals, 


$25,209  68 

9,747  10 

23,849  53 

17,340  64 

11,587  87 

4,945  68 


$84,565  76 


Income  from  sale  of  gas,    .... 
other  sources  (gas), 
sale  of  electric  light  and  power, 
other  sources  (electric),  . 
Balance  to  profit  and  loss: 

Gas 

Electric, 


92,680  50 


28,690  89 
63,648  97 


$113,043  68 

212  97 

154,347  92 

1,981  55 


$269,586  12       $269,586  12 


Profft  and  Lobb  Account. 


Db. 


Balance  June  30,  1910, 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account. 
Interest  received,      .... 
Other  items  of  income, 


Cb. 

$64,968  81 

28,690  89 

63,648  97 

473  48 

4,718  79 
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Dr.  Cr. 

Interest  paid $7,417  86 

Dividends  declared, 53,017  00 

Depreciation, 16,397  35 

Other  items, 7,210  23 

Balance  June  30, 1911, 78,458  50 

$162,500  94       $162,500  94 

SUNDERLAND  ELECTRIC  LIGHT  AND  POWER  COMPANY. 

Abbetb. 

Real  estote, $1,500  00 

Steam  plant, 2,606  31 

Electric  plant, 1,103  42 

Electric  lines, 4,752  64 

Transformers, 645  49 

Meters 418  02 

Due  for  electricity, 325  90 

Incandescent  lamps  on  hand, 5  70 

Other  materials  on  hand, 77  44 

Cash  on  hand, 745  26 

Total  assets,  as  per  books  of  the  company $12,UB0  18 

LlABIIJTIXS. 

Capital  stock, $11,000  00 

Notes  payable, 500  00 

Unpaid  bills, 95  60 

Total  liabilities,  as  per  books  of  the  company,  $11,595  60 

Profit  and  loss  balance, 584  58 

$12,180  18 
Manufacturiko  AooouiiT. 
Operating  expenses:  Dr.  Cr. 

For  current  bought,        .  $1,665  40 

distribution.    ...  73  75 

management,  ...  70  40 

taxes,     ....  142  82 

— * $1,952  37 

Income  from  sale  of  light  and  power,  .  $2,990  65 

Balance  to  profit  and  loss 1,038  28 

$2,990  65  $2,990  65 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  80,  1910 $79  40 

Balaiuse  of  manufacturing  account,     .  1,038  28 

Jobbing 46  98 

Interest  paid, $30  08 

Dividends  declared, 550  00 

Balance  June  30, 1911, 584  58 

$1,164  66  $1,164  66 
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SUNDERLAND  GAS  COMPANY. 

Assets. 

Real  estate $400  00 

Machinery  and  manufacturing  appliances, 200  00 

Street  mains, 550  00 

Meters 50  00 

Other  materials  on  hand 22  44 

Cash  on  hand 171  38 

Total  assets,  as  per  books  of  the  company,    ....  $1,303  82 


LlABILFTIES. 

Capital  stock, $1,200  00 

Total  liabilities,  as  per  books  of  the  company,        .                  .  $1,200  00 

Profit  and  loss  balance, 103  82 

$1,303  82 

Manufactxtrino  Account. 

Operating  expenses:  Dr.  Cb. 

At  works,      ....  $214  00 

For  management,  ...  20  10 

taxes,     ....  8  50 

incidentals,     ...  50  00 

$302  50 

Income  from  sale  of  gas, $287  06 

Balance  to  profit  and  loss,  ....  14  84 

$302  50  $302  50 

Pboftt  and  Loss  Account. 

Db.  Cb. 

Balance  June  30, 1010, $208  06 

Balance  of  manufacturing  account,     .  $14  84 

Balance  June  30,  1011, 103  82 

$208  66  $208  66 


TAUNTON  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $40,000  00 

Machinery  and  manufacturing  appliances, 124,000  00 

Street  mains, 115,000  00 

Meters, 15,000  00 

Due  for  gas 23,404  84 

Coal  on  hand 7,837  02 

Coke  on  hand, 2,475  00 

Tar  on  hand, 472  50 

Enrichers  on  hand, 255  72 

Purifying  materials  on  hand, 020  00 
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Other  materials  on  hand,  . 

Stoves  on  hand. 

Fixtures,  tools,  etc.,  on  hand,     . 

Sundry  accounts  due  the  company. 

Cash  on  hand, 

Investments,    .... 


$528  30 
1.704  50 
7,483  88 
5.895  05 
365  70 
3,000  00 


Total  assets,  as  per  books  of  the  company,    . 


LiABiLrriBS. 


Capital  stock,  . 

Notes  payable. 

Unpaid  bills,    . 

Deposits. 

Ptemium  on  capital  stock, 


Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


Manufactubinq  Account. 


$357,343  50 

$220,000  00 

10,000  00 

4.758  70 

80  00 

48,000  00 

$282,838  70 
74,504  71 

TOWNSEND  ELECTRIC  PLANT. 

(See  U.  S.  Adams.) 


$357,343  50 


Operating  expenses: 

Db. 

Cb. 

At  works.      .... 

$76,474  59 

For  distribution,    . 

8,446  13 

management,  . 

8,324  83 

taxes,     .... 

6.053  43 

incidentals,     . 

1.322  25 

$100,621  23 

Income  from  sale  of  gas,    . 

.         . 

$118,380  23 

residuals. 

.          .          • 

22,266  07 

other  sources, 

.          .         • 

5  30 

Balance  to  profit  and  loss. 

.  .  . 

40,030  37 

$140,651  60 

$140,651  60 

Pbopit 

<LND  Loss  Account. 

Db. 

Cb. 

Balance  June  30,  1910, 

, 

$68,273  47 

40,030  37 

Interest  received, 

249  03 

Rents.      . 

330  00 

Jobbing,  . 

381  06 

Interest  paid,   . 

$931  39 

Dividends  declared,  . 

19.000  00 

Depreciation,   . 

14.720  26 

Other  items.     . 

1 

107  57 

Balance  June  30,  1911, 

74,504  71 

$109,263  93 

$109,263  93 

Digitized  by  CjOOQ IC 


164a 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


TURNER.  G.  H. 

(Charlemont.) 

Manttfacturino  Account. 


Operating  expenses: 

Pb. 

Cr. 

At  station,    .         .         .         . 

$1,272  50 

For  distribution,    . 

125  00 

taxes,     .... 

14  52 

$1,412  02 

Income  from  sale  of  light  and  power. 

.         . 

$1,458  10 

Balance  to  profit  and  loss. 

•         • 

46  08 

$1,458  10 

$1,458  10 

TURNERS  FALLS. 
(See  Franklin  Electric  Liqbt  Company.) 


TYNGSBOROUGH  ELECTRIC  LIGHT  COMPANY. 
(A.  A.  Flint  and  L.  A.  Derby,  Owners.) 

Assets. 

Electric  plant, $2,402  39 

Electric  lines 4.414  85 

Transformers .  955  50 

Meters. 540  54 

Due  for  electricity, 214  46 

Fixtures,  tools,  etc.,  on  band 2  05 

Cash  on  hand, 154  75 


Total  assets,  as  per  books  of  the  company.    ....  $8,684  54 

Profit  and  loss  balance, 1.291  96 


Liabilities. 


Unpaid  bills, 

Total  liabilities,  as  per  books  of  the  company, 

Manufacturing  Account. 


$9,976  49 
$9,976  49 
$9,976  49 


Operating  expenses: 

Dr. 

Cr. 

At  station 

$3,193  93 

For  distribution,    . 

399  46 

management, 

294  00 

taxes.     .... 

37  40 

incidentals,     . 

98  21 

$4,023  00 

Income  from  sale  of  light  and  power, 

.         .         • 

$3.606  05 

Balance  to  profit  and  loss, 

. 

416  95 

$4,023  00  $4,023  00 
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Pboftt  and  Loss  Accoxtitt. 


Balance  of  maDufaoturing  aooount. 
Other  items,     .... 
Balance  June  30,  1911, 


Dr. 

Cb. 

$416  95 

875  00 

$1,291  95 

$1,291  95 

$1,291  95 

UNION  ELECTRIC  LIGHT  COMPANY. 
(Franklin.) 

Assets. 

Real  estate $7,377  80 

Steam  plant, 12,751  62 

Electric  plant, 15,844  72 

Electric  lines, 60,078  82 

Transformers, 6,937  66 

Meters, 6,533  16 

Arc  lamps, 4,895  39 

Due  for  electricity,    ....         \         ...         .  1,963  43 

Carbons  on  hand,      .........  26  51 

Incandescent  lamps  on  hand,      .......  83  54 

Other  nxaterials  on  hand,  ........  531  91 

Fixtures,  tools,  etc.,  on  hand,                        459  67 

Horses,  wagons,  etc., 145  08 

Sundry  accounts  due  the  company,     ......  737  42 

Office  furniture, 20  00 

Cash  on  hand, 3,429  74 

Insurance, 96  96 

Total  assets,  as  per  books  of  the  company,    ....  $121,913  43 

LlABILFTIES. 

Capital  Stock $20,000  00 

Bonds  issued, 30,000  00 

Notes  payable 63,423  65 

Unpaid  bills, 4,243  93 

Reserved  fund, 4,000  00 

Amounts  due  from  the  company,  not  included  above,  ...  20  38 

Total  liabilities,  as  per  books  of  the  company,  $121,687  96 

Profit  and  loss  balance, 225  47 

$121,913  43 

MAimFACTURINQ   ACCOUNT. 


operating  expenses: 

Db. 

Cb. 

At  station,    . 

$229  42 

For  current  bought. 

8,080  42 

distribution,    . 

2,501  23 

management,  . 

2,651  34 

taxes,     . 

511  70 

incidentals. 

406  86 

$14,380  97 

Income  from  sale  of  light  and  po 

wer,  . 

$20,855  29 

Balance  to  profit  and  loss, 

•         •         • 

6,474  32 

$20,855  29 

$20,855  29 
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Pbofit  and  Loss  Account. 

Balance  June  30, 1910,      .... 
Balance  of  manufacturing  account, 

Jobbing 

Interest  paid, 

Other  items, 

Balance  June  30, 1011,      .... 


Db. 

Cr. 

$864  96 

6.474  32 

176  86 

$6,520  19 

1.770  47 

226  47 

$7,616  13 

$7,616  13 

UNITED  ELECTRIC  LIGHT  COMPANY. 
(Springfield.) 

Assets. 

Real  estate $430,734  93 

Steam  plant 624,066  01 

Electric  plant, 261,440  12 

Electric  lines, * 930,741  61 

Transformers, 126,708  73 

Meters 88,778  70 

Arc  lamps, 31,130  93 

Due  for  electricity, 39.456  98 

Fuel  on  hand, 8,008  06 

Carbons  on  hand, 1,304  90 

Incandescent  lamps  on  hand, 20,379  16 

Globes  on  hand,                                     448  67 

Other  materials  on  hand, 23,437  13 

Motors  and  tools  on  hand, 1.120  38 

Horses,  wagons,  etc., 3,104  00 

Sundry  accounts  due  the  company, 2,120  01 

Office  furniture. 477  35 

Cash  on  hand, 6,661  19 

Investments, 276,000  00 

Sinking  fund 121,097  39 

Total  assets,  as  per  books  of  the  company,    ....    $2,884,096  24 

Liabilities. 

Capital  stock, $1,600,000  00 

Bonds  issued, 200,000  00 

Notes  payable 131.000  00 

Unpaid  bills 18,698  67 

Deposits 3,348  61 

Sinking  fund  instalments  paid, 121,097  39 

Premiums  on  capital  stock, 666,000  00 

Depreciation  fund, 168.000  00 

Amounts  due  from  the  company,  not  included  above,  .         .  16^000  00 

Total  liabilities,  as  per  books  of  the  company,        .         .         .    $2,722,144  67 

Profit  and  loss  balance, 161,960  67 


$2,884,096  24 
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Operating  expenses: 
At  station,    . 
For  distribution,    , 

management,  , 

taxes,     . 

incidentals. 


Manufactubino  Accoumt. 


$158,871  76 

73,240  84 

41.971  77 

51.728  43 

8.131  34 


Dr. 


Cb. 


Income  from  sale  of  light  and  power,  . 
Balance  to  profit  and  loss. 


$333,053  14 
255.685  64 


$589,638  78 


$580,638  78       $589,638  78 


Pbofit  and  Lobs  Account. 


Db. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account,     . 

Interest  received, 

Jobbing, 

Other  items  of  income, 

Interest  paid, $27,613  72 

Dividends  deolared 131.250  00 

Depreciation 70,924  22 

Depredation  fund, 10.000  00 

Reserved  fund 10.793  39 

Balance  June  30,  1911, 161.950  67 


Cb. 

$151,411  76 

255,685  64 

4,793  39 

611  96 

29  2a 


$412,532  00       $412,532  00 


UPTON  ELECTRIC  COMPANY. 
Manutactubiko  Account  to  Decembeb  31.  1910. 


For  current  bought, 
distribution,    . 
management,  . 
taxes,     .... 
incidentals,     . 

$502  87 

301  29 

308  63 

30  00 

41  21 

Db. 

$1,184  00 
84  57 

Cb. 

Income  from  sale  of  light  and  power,  . 
Balance  to  profit  and  loss. 

• 

$1,268  57 

Pbofit  and 

Balance  June  30.  1910,      . 

Balance  of  manufacturing  account,     . 

Jobbing, 

Notes  and  accounts  payable  cancelled. 
Interest  paid,  ..... 

Loss  Account. 

$1,268  57 
Db. 

$87  50 

341  04 

2.595  81 

$1,268  57 

Cb. 

$341  04 

84  57 

98  74 

2,500  OO 

Depreciation. 

Loss  on  sale  of  electric  plant,     . 

$3,024  35 
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UXBRIDGE  AND  NORTHBRIDGE  ELECTRIC  COMPANY. 

Manufacturino  Accottnt  to  Dbcbmbeb  31,  1910. 
Operating  expenses:  Dr.  Cb. 

At  station,    ....  (16,972  61 


For  distribution, 
management, 
taxes, 
incidentals. 


4,392  62 

1,615  81 

667  60 

744  23 


(24,392  77 


Income  from  sale  of  light  and  power,  .  .  $34,880  98 

Balance  to  profit  and  loss,  ....  10,488  21 


(34,880  98         $34,880  98 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1910 $43,462  65 

Balance  of  manufacturing  account,     .         .         .  $10,488  21 

Jobbing 268  69 

Notes  and  accounts  payable  cancelled,         .         .  73,653  75 

Interest  paid 3,849  13 

Depreciation 30,191  10 

Loss  on  sale  of  electric  plant,     ....  5,837  54 

Other  items, 1,070  23 


$84,410  65         $84,410  65 


VINEYARD  HAVEN  GAS  AND  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estote $1,260  90 

Machinery  and  manufacturing  appliances, 2,Q9,1  34 

Street  mains, 4,714  25 

Services,                              50  34 

Meters 747  65 

Due  for  gas 235  31 

Other  materials  on  hand, 575  00 

Stores,  etc.,  on  hand, 9  10 

Fixtures 867  10 

Sundry  accounts  due  the  company, 4  07 

Cash  on  hand, 788  29 


Total  assets,  as  per  books  of  the  company,    ....  $11,343  35 

LlABIUTIES. 

Capital  stock $10,000  00 

Unpaid  bills, 29  37 

Depreciation  fund, 642  69 


Total  liabilities,  as  per  books  of  the  company,  $10,672  06 

Profit  and  loss  balance, 671  29 


$11,343  35 
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Mantttactubiko  Account. 


Operating  ezpexiaes: 

Db. 

Cb. 

At  works,      .... 

$2,235  84 

For  distribution,    . 

180  45 

128  04 

taxes 

126  33 

incidentals,      . 

24  50 

$2,695  16 

Income  from  sale  of  gas,    . 

. 

$2,945  53 

Balance  to  profit  and  loss. 

— 

250  37 
$2,945  53 

$2,945  53 

PBorrr  and 

Loss  Account. 

Db. 

Cb. 

Balance  June  30,  1910,      . 

,        , 

$1,020  92 

Balance  of  manufacturing  account,     . 

.        , 

250  37 

Dividends  declared,  .... 

,        , 

$600  00 

Balance  June  30,  1911, 

— 

671  29 
$1,271  29 

$1,271  29 

VINEYARD  LIGHTING  COMPANY. 
(Oak  Bluffs.) 

Assets. 

Real  estate  (gas) $2,759  05 

Machinery  and  manufacturing  appliances  (gas),  ....  9,474  81 

Street  mains  (gas), 8,378  56 

Services  (gas), 377  26 

Meters  (gas) 2,287  30 

Due  for  gas, 785  71 

Gas  ooal  on  hand 792  00 

Enrichen  on  hand, 46  68 

Purifsing  materials  on  hand,                         10  00 

Other  gas  materials  on  hand, 283  32 

Real  estate  (electric) 8,756  07 

Steam  plant  (electric) 22,539  50 

Electric  plant, 13,018  57 

Electric  lines 19,725  79 

Transformers 2,026  14 

Meters  (electric) 1,129  58 

Arc  lamps, 747  82 

Due  for  electricity, 2,357  00 

Fuel  on  hand  (electric), 728  00 

Oil  and  waste  on  hand 12  68 

Incandescent  lamps  on  hand, 61  50 

Other  materials  on  hand 121  00 

Horses,  wagons  and  automobiles, 139  75 

Sundry  accounts  due  the  company 1,373  21 

Office  furniture 207  70 

Cash  on  hand, 1,468  32 

Wharf, 1,800  00 

Total  assets,  as  per  books  of  the  company,    .                  *  •      •  $101,407  32 

Profit  and  loss  balance 3,503  61 

114)4,910  93 
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LlABIUTIBB. 

Capital  stoek,  . 

Notes  payable. 

Unpaid  bills,     . 

Deposits, 

Unpaid  dividends. 

Interest  accrued  but  not  due, 

Amounts  due  from  the  company,  not  included  above. 

Total  liabilities,  as  per  books  of  the  company, 

Manutacturinq  Accoumt. 


Operating  expenses  (gas) : 

Dr. 

At  works. 

S2.490  00 

For  distribution.    . 

637  00 

434  23 

taxes,     , 

130  80 

186  33 

^.887  26 

Operating  expenses  (electric) : 

At  station 

S7,245  64 

For  distribution,    . 

1.271  72 

892  12 

taxes,     . 

340  20 

incidentals,     . 

442  77 

10.201  45 

Income  from  sale  of  gas,    . 

... 

sale  of  electric  light 

\»  and  power. 

Balance  to  profit  and  loss: 

Gas,     .... 

826  13 

Electric, 

•         •         •         . 

5,864  80 

$25.000  00 

5.600  00 

17.666  16 

268  00 

281  06 

187  51 

56,017  30 

$104,010  03 

Cb. 


$4,713  30 
16.066  34 


$20,770  73         $20,770  73 


Pboftt  and  Loss  Account. 


Db. 
$5,786  48 


Balance  June  80,  1010. 

Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account. 

Interest  paid 3,747  04 

Other  items, 661  11 

Balance  June  30,  1011, 


Operating  expenses: 
At  works. 
For  distribution,    . 
taxes,     . 

Income  from  sale  of«gas,    . 
Balance  to  profit  and  loss. 


WAITE  AND  SMITH. 

(South  Dartmouth.) 

Manufactubino  Account. 

$281  00 

27  50 

8  04 


Db. 


$317  44 
154  68 


Cb. 

$826  13 
6.864  80 


3.603  61 


$10,104  63         $10,104  63 


Cb. 


$472  12 


$472  12  $472  12. 
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WARE. 
(See  Otis  Company.) 

WARE  ELECTRIC  COMPANY. 

AB8ST0. 

Real  estate, $7,450  00 

Steam  plant, 19,198  85 

Electric  plant, 18,127  47 

Electric  lines 15,970  53 

TranrfonnerB, 2,695  57 

Meters 1,237  25 

Arc  lamps, 3,926  00 

Fuel  on  hand, 217  35 

Carbons  on  hand, 25  11 

on  and  waste  on  hand, 37  13 

Incandescent  lamps  on  hand, 432  '11 

Globes  on  hand, 28  94 

Other  materials  on  hand, 797  21 

Futures,  tools,  etc.,  on  hand, 297  79 

Cash  on  hand, 2,264  42 

Notes  receivable 272  04 


Total  assets,  as  per  books  of  the  company,    ....  $72,977  77 

LlABILITIXS. 

Capital  stock, $40,000  00 

Notes  payable, 26,500  00 

Unpaid  bills 332  53 

Interest  accrued  but  not  due, 196  50 

Total  liabilities,  as  per  books  of  the  company,                          .  $66,029  03 

Profit  and  loss  balance, 6,948  74 


$72,977  77 


Mamttfactubing  Account. 
Operating  expenses:  Db.  Cb. 


At  station,    . 

For  distribution, 
management, 
taxes,     . 
incidentals. 


$9,774  32 

1,606  04 

642  03 

682  48 

132  41 


$12,837  28 


Income  from  sale  of  light  and  power,  .  $19,695  04 

Balance  to  profit  and  loss,  ....  6,857  76 


$19,695  04  $19,695  04 

Profit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30.  1910 $4,380  61 

Balance  of  manufacturing  account,  6,857  76 

Other  items  of  income, C^  ^  .^M 
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Dr.  Or. 

Interest  paid, $1,581  00 

Dividends  declared 2,400  00 

Other  items, 393  97 

Balance  June  30,  1911 6.948  74 


$11,323  71         $11,323  71 


WEBSTER  AND  SOUTHBRIDGE  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate  (gas),      .                                                       .  $21,107  09 

Machinery  and  manufacturing  appliances  (gas) 35,600  00 

Street  mains  (gas) 70,300  00 

Meters  (gas), 17,500  00 

Due  for  gas 6,220  47 

Gas  coal  on  hand, 634  70 

Enrichers  on  hand, 275  00 

Other  gas  materials  on  hand,      .......  561  55 

Stoves  on  hand, 1,085  30 

Gas  fixtures,  tools,  etc.,  on  hand, 849  96 

Real  estate  (electric), 33,858  64 

Steam  plant  (electric), 61,000  00 

Electric  plant, 41,000  00 

Electric  lines 66,000  00 

Transformers 13300  00 

Meters  (electric) 11,600  00 

Arc  lamps, 4,900  00 

Due  for  electricity, 12,881  16 

Fuel  on  hand  (electric), 1,449  30 

Carbons  on  hand, 64  79 

Oil  and  waste  on  hand, 60  76 

Incandescent  lamps  on  hand,                         653  67 

Globes  on  hand,        .........  6  56 

Other  electric  materials  on  hand, 1,153  70 

Motors  on  hand,                 3,004  01 

Electric  fixtures,  tools,  etc.,  on  hand, 1,334  95 

Horses,  wagons,  etc., .  4,140  93 

Sundry  accounts  due  the  company, 1,062  10 

Office  furniture, 682  36 

Cash  on  hand, 1,999  17 

Investments,    ..........  245  87 


Total  assets,  as  per  books  of  the  company,    ....  $414,532  04 

LlABILFSIES. 

CapiUl  stock $170,000  00 

Bonds  issued, 60  000  00 

Notes  payable 116,200  00 

Unpaid  bills, 14,626  92 

Interest  due  but  not  paid,           .......  875  00 

Interest  accrued  but  not  due,     .......  312  50 

Total  liabilities,  as  per  books  of  the  company,        .                   .  $362,014  42 

Profit  and  loss  balance, 52,517  62 


$414,532  04 
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Manxtfactubing  Account. 


Operating  expenses  (sm)  : 
At  works, 
For  distribution, 
mftnagement, 
taxes, 
incidentals. 

Operating  expenses  (electric) : 
At  station,    . 
For  distribution, 

management,  . 

taxes,     . 

incidentals. 


$14,747  66 
1,923  98 
3,723  76 
1,310  77 
1,093  17 


$21,455  51 
7,674  03 
7,198  86 
2,621  56 
2,186  34 


Income  from  sale  of  gas,    .... 
sale  of  electric  light  and  power, 
other  sources  (electric),  . 
Balance  to  profit  and  loss: 

Gas, 

Electric, 


Db. 


Cb. 


$22,799  34 


41,136  30 


19,974  81 
37,184  80 


$42,774  15 

78,201  10 

120  00 


$121,095  25       $121,095  25 


Pbofit  and  Loss  Account. 

Balance  June  30,  1910, 

Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account. 

Rente, 

Interest  paid, 

Dividends  declared, 

Depreciation, 

Balance  June  30,  1911, 


Db. 


$8,116  17 
10.200  00 
14,397  86 
52,517  «2 


Cb. 

$27,916  25 

19.974  81 

37.184  80 

155  79 


$85,231  65    $85,231  65 


WESTBOROUGH  GAS  AND  ELECTRIC  COMPANY. 

Assets. 

Real  estate $5,517  6& 

Steam  plant,     .       * 7,922  28 

Electric  plant, 15,915  92 

Elec<arifi  Unes, 22.556  99 

Transformers, 7,866  71 

Meters 6,624  98 

Arc  lamps 648  00 

Motors  on  hand,       .........  430  71 

Sundry  accounts  due  the  company, 3,249  53 

Office  furniture, 230  80 

Investments, 1.079  40 


Total 


,  as  per  books  of  the  company, 
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LlABILITIBB. 

Capital  stock, $36,500  00 

Bonds  issued 10,000  00 

Notes  payable, 8,000  00 

Total  liabilities,  as  per  books  of  the  company,  $54,500  00 

Profit  and  loss  balance, 17,043  00 


$71,543  00 


Manufactoiuno  Account  to  Degembbb  1,  1910. 


Operating  expenses: 

Db. 

Cb. 

AtsUtion 

$143  78 

For  current  bought, 

1.817  16 

distribution,    . 

1,408  78 

management,  . 

819  55 

taxes 

414  55 

incidentals,     . 

175  98 

$4,779  80 

Income  from  sale  of  light  and  power. 

. 

$5.850  43 

other  sources. 

. 

120  40 

Balance  to  profit  and  loss. 

• 

1,191  03 

$5,970  83 

$5,970  83 

Profzt  and  Lobs  Account 

Db. 

Cb. 

Balance  June  30.  1010,      . 

$19,367  57 

Balance  of  manufacturing  account. 

1,191  03 

Rents, 

60  00 

Other  items  of  income. 

2,737  50 

Interest  paid,  .... 

$543  49 

Dividends  declared,  . 

3,362  50 

Other  items, 

2,407  11 

Balance  June  30,  1911,      . 

17,043  00 

$23,356  10 

$23,350  10 

WESTON  ELECTRIC  LIGHT  COMPANY. 

Assets.  ' 

Steam  plant, $2,000  00 

Electric  plant, 20,350  17 

Electric  lines, 37,594  44 

Transformers, 7,547  73 

I^eters .4,573  82 

Due  for  electricity, 4,140  04 

Horses,  wagons,  etc.,          ........  1,948  56 

Sundry  accounts  due  the  company 2,212  06 

Cash  on  hand 1,270  27 

Total  assets,  as  per  books  of  the  company,    ....  $81,637  09 
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LlABILITIBS. 

Capital  stock ^0,000  00 

Notes  payable, 22  JOO  00 

Depreciation  fund, 5,877  00 

Total  liabilities,  as  per  books  of  the  company,                 .  $58,677  00 

Profit  and  loss  balance, 23,060  09 

$81,637  09 
Manufactubiko  Account. 

Operating  expenses:                                                              Db.  Cb. 


AtBtotk>n,    . 

For  distribution, 
management, 
taxes,     . 
incidentals, 


$9,218  76 

4,370  46 

1,780  00 

835  20 

649  67 


$16,854  09 


Income  from  sale  of  light  and  power,* .  .  $22,584  10 

Balance  to  profit  and  loss,  ....  5,730  01 

$22,584  10         $22,584  10 

pBonr  AND  Loss  Account. 

Db.  Cb. 

Balance  June  30,  1910, $27,205  P9 

Balance  of  manufacturing  account,     ...  5,730  01 

Interest  paid $880  01 

Dividends  declared 3,000  00 

Depreciation  fund 3,495  00 

Replacements 2,500  00 

Balance  June  30.  1911 23,060  09    

$32,935  10         $32,935  10 


WEYMOUTH  LIGHT  AND  POWER  COMPANY. 

Assets. 

Real  estote $26,607  87 

Steam  plant 58,741  50 

Electric  plant. 55,871  36 

Electric  lines 123,707  16 

Transformers, 7,255  46 

Meters 11.371  73 

Arc  lamps, 3,222  94 

Due  for  electricity 7,715  65 

Fuel  on  hand, 500  80 

Carbons  on  hand 25  00 

Oil  and  waste  on  hand, 45  15 

Incandescent  lamps  on  hand, 387  90 

Globes  on  hand, 25  94 

Other  materials  on  hand, 2,049  69 

Motors  on  hand, 6,166  11 

Fixtures,  tools,  etc.,  on  hand, 5,068  51 

Horses,  wagons,  etc., 1,970  00 

Sundry  accounts  due  the  company, 355  72 

Office  furniture, 596  46 

Cash  on  hand, 2,777  70 

Total  assets,  as  per  books  of  the  company,    ....  $314,462  65 
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Liabilities. 

Capital  stock, 

Notes  payable, 

Unpaid  bills, 

Interest  accrued  but  not  due,     .... 
Amounts  due  from  the  company,  not  included  above. 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance,      ..... 


$50,000  00 

218.500  00 

18360  31 

559  04 

600  00 

$288,028  35 
26,434  30 


Manittactubino  Account. 


$3U,462  65 


Operating  expenses: 

Db. 

Cb. 

At  station 

$27,591  51 

L 

For  distribution,    . 

9,872  74 

management,  . 

3,138  53 

1,449  61 

incidentals,      . 

1,536  10 

$43,588  49 

Income  from  sale  of  light  and  power. 

$59,336  01 

other  sources, 

.         , 

853  90 

Balance  to  profit  and  loss, 

■ 

16,601  42 

$60,189  91 

$60,189  91 

Pbofit  and  Loss  Account. 

Db. 

Cb. 

Balance  June  30, 1910,      . 

$23,777  54 

Balance  of  manufacturiag  account, 

16^601  42 

Interest  received, 

332  66 

Jobbing,           .... 

576  29 

Interest  paid,  .... 

$9,753  50 

Dividends  declared,  .... 

2,000  00 

Other  items, 

3,100  11 

Balance  June  30, 1011,      . 

26,434  30 

$41,287  91 

$41,287  91 

WILLIAMSBURG. 
(See  Mill  Rivbb  Elbctbig  Liobt  Compant.) 


WILLIAMSTOWN  GAS  COMPANY. 

Assets. 

Real  estate  (gas), $5,494  17 

Machinery  and  manufacturing  appliances  (gas),  ....  3,965  00 

Street  mains  (gas), 21,114  99 

Services  (gas), 5,404  93 

Meters  (gas). 2,900  74 

Due  for  gas, 886  09 

Gas  fixtures,  tools,  etc.,  on  hand, 692  31 

Real  estate  (electric). 1,000  00 
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Electric  liDes, S16,462  86 

Tranaformen, 4,321  21 

Meten  (electric), 5,133  59 

Arc  lampe, 

Due  for  electricity, 

Incandescent  lamps  on  hand, 

Qlobee  on  hand, 

Other  electric  materials  on  hand, 

Electric  fixtures,  tools,  etc.,  on  hand, 

Horses,  wagons,  etc., 

Sundry  accoimts  due  the  company 

Office  furniture, 

Cash  on  hand, 


Total  assets,  as  per  books  of  the  company, 
Ltabtmti»8. 


Capital  stock, 

Notes  payable, 

Unpaid  bills, 

Deposits, 

Unpaid  dividends, 

Interest  accrued  but  not  due,     .... 
Amounts  due  from  the  company,  not  included  above, 

Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


840  73 

1,868  69 

156  16 

6  50 

163  88 

12  58 

200  00 

1.040  55 

306  56 

112  04 

$72,173  47 

$40,000  00 

13,500  00 

3,604  46 

226  36 

1,200  00 

382  50 

MANU7ACTUBIMO  ACCOUMT. 


Operating  expenses  (gas) : 

For  gas  bought,     . 

$4,587  18 

distribution,    . 

702  41 

management,  . 

2.976  11 

taxes,     . 

617  82 

incidentals,     . 

110  99 

Operating  expenses  (electric): 

For  current  bought. 

$5,034  79 

distribution,    . 

2,407  50 

management,  . 

2.976  09 

taxes,     . 

354  82 

incidentals,      . 

147  91 

Db. 


$8,994  51 


Income  from  sale  of  gas,  .... 
sale  of  electric  light  and  power. 
Balance  to  profit  and  loss: 

Gas, 

Electric, 


10.921  11 


6.131  34 


444  59 


$59,357  91 
12,815  56 

$72,173  47 

Cr. 


$8,731  61 
17.052  45 

262  90 


$26,046  96         $26,046  96 


Pbofit  and  Lobs  Accoumt. 


Balance  June  30,  1910,       .         .         .         . 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account. 


Db. 


$262  00 


Digitized  by 


Cr. 
$13,284  16 


178a 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


Rents, 

Interest  paid,   . 
Dividends  declared,  . 
Other  items. 
Balance  June  30,  1911, 


Dr. 

Cr. 

S150  00 

S750  64 

4,800  00 

936  40 

12.815  66 

S19.565  50 

S19,565  50 

WINCHENDON  ELECTRIC  LIGHT  AND  POWER  COMPANY. 


Assets. 


Real  estate,      .... 

Electric  plant, 

Electric  lines,   .... 

Transformers,  .... 

Meters,    ..... 

Arc  lamps,        .... 

Due  for  electricity,   . 

Carbons  on  hand. 

Oil  and  waste  on  hand. 

Incandescent  lamps  on  hand. 

Globes  on  hand. 

Other  materials  on  hand,  . 

Motors  on  hand, 

Fixtures,  tools,  etc.,  on  hand, 

Horses,  wagons,  etc.. 

Sundry  accounts  due  the  company. 

Office  furniture. 

Cash  on  hand, 

Insurance,         .... 


Total  assets,  as  per  books  of  the  company, 


S100,174  32 

9,917  46 

19,304  34 

3,000  00 

5,211  12 

957  40 

3,156  59 

13  90 

11  10 

196  03 

5  10 

731  80 

145  00 

344  64 

321  38 

2,190  74 

429  40 

688  89 

236  46 

S147.035  67 


LiABiLirnss. 
Capital  stock,  ....... 

Bonds  issued,   ....... 

Notes  payable,  ....... 

Unpaid  bills, . 

Interest  accrued  but  not  due,     .... 
Amounts  due  from  the  company,  ift>t  included  above. 

Total  liabilities,  as  per  books  of  the  company. 
Profit  and  loss  balance, 


$12,000  00 

7,000  00 

104,400  00 

1,000  97 

1,265  16 

379  53 

$126,045  65 

20,990  02 


$147,03^  67 


Operating  expenses: 
At  station,    . 
For  distribution, 

management, 

taxes, 

incidentals. 


Manttfacturing  Accoumt. 


$1,963  57 

1,757  76 

3,691  57 

552  00 

615  11 


Income  from  sale  of  light  and  power. 
Balance  to  profit  and  loss, 


Dr. 


$8,580  01 
6,680  56 


Cr. 


$15,260  57 


$15,260  57    $15,260  57 
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Pbopit  and  Loss  Account. 

Balance  June  30,  1910,       .... 

Balance  of  manufacturing  account, 
Jobbing,  ....... 

Interest  paid,   ...... 

Other  items,     ...... 

Balance  June  30,  1911,       .... 


Dr. 

Cr. 

$19,324  76 

6.680  66 

767  05 

$6,705  13 

67  21 

20,990  02 

$26,762  36 

$26,762  36 

WOBURN  GAS  LIGHT  COMPANY. 

Assets. 
Real  estate,      ......... 

Machinery  and  manufacturing  appliances,  .... 

Street  mains  and  services, 

Meters, • 

Due  for  gas, 

Gas  coal  on  hand, 

Coke  on  hand,  ........ 

Tar  on  hand,    ......... 

Enrichers  on  hand,    ........ 

Other  materials,  stoves  and  gas  fixtures  on  hand, 

Office  furniture,         ........ 

Cash  on  hand, 

Investments,    ......... 


Total  assets,  as  per  books  of  the  company. 


LlABILCTIES. 


Capital  stock,  . 
Deposits, 
Reserved  fund. 


Total  liabilities,  as  per  books  of  the  company, 
Profit  and  loss  balance, 


Manufacturinq  Account. 


Operating  expenses: 
At  works. 
For  distribution,    . 

management, 

taxes, 

incidentals, 

Income  from  sale  of  gas,    . 
residuals, 
other  sources. 

Balance  to  profit  and  loss. 


$13,611  35 

1,696  71 

3,352  96 

1,488  91 

944  03 


Dr. 


$18,079  76 

28,469  50 

26,268  66 

3.397  18 

2,726  22 

1,897  89 

302  00 

459  90 

661  67 

600  00 

342  90 

2,140  47 

9.000  00 

$94,136  06 

$46,100  00 

193  00 

3,000  00 

$48,293  00 
45,843  Q5 

$94,136  05 
Cr. 


$21,093  96 

$21,401  00 

3,236  68 

88  75 

3,631  37 

$24,726  33         $2iJ26  33 
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Pbofit  and  Loss  Account. 

Balance  Jime  30,  1910,       .... 
Balance  of  manufacturing  account,     . 

Interest  received, 

Jobbing, . 

Dividends  declared,  ..... 

Balance  June  30,  1911, ,45,843  05 


Db. 

Cr. 

$45,858  97 

3.631  37 

486  60 

376  11 

$4,510  00 

.45,843  05 

$50,353  05 

$50,353  05 

WORCESTER  COUNTY  GAS  COMPANY. 

Assets. 

Real  estate, $23,098  49 

Machinery  and  manufacturing  appliances, 42,379  20 

Street  mains, 184,327  43 

Services, 41,568  93 

Meters 10,952  66 

Due  for  gas, 3,406  59 

Gas  coal  on  hand, 336  79 

Enrichers  on  hand, 228  31 

Purifying  materials  on  hand, 13  84 

Fixtures,  tools,  etc.,  on  hand, 8,391  81 

Horses,  wagons,  etc.,          ........  3,056  18 

Sundry  accounts  due  the  company, 1,386  43 

OflSce  furniture, 470  92 

Cash  on  hand .  756  40 

Total  assets,  as  per  books  of  the  company,    ....  $320,373  98 

Profit  and  loss  balance, 8,601  58 

$328,975  56 
Liabilities. 

Capital  stock, $85,000  00 

Notes  payable 211,900  00 

Unpaid  bills,     .         .         .        • 1,716  19 

Deposits, 25  00 

Ihterest  accrued  but  not  due,     .......  4,902  28 

Amounts  due  from  the  company,  not  included  above,   .  25,432  09 


Total  liabilities,  as  per  books  of  the  company,        .         .  $328,975  56 

Manupactubing  Account. 


Operating  expenses: 

Db.                     Cr.. 

At  works,      . 

$3,336  99 

For  gas  bought,     . 

12,107  12 

distribution,    . 

6,039  32 

management,  . 

4,852  28 

taxes,     . 

1.069  86 

incidentals,      . 

844  64 

$28,250  21 

Income  from  Bale  of  gas. 

$26,910  82 

Balance  to  profit  and  loss, 

1,339  39 

$28,250  21-^   $28,250  21 
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Pbopit  and  Loss  Account. 

Dr.  Cr. 

Balance  June  30,  1910 $45,009  04 

Balance  of  manufacturing  account,     .  .  1,339  39 

Rents, 

Jobbing,  . 

Other  items  of  income,       .... 

Interest  paid, 

Other  items,     ...... 

Balance  June  30,  1911,       . 


$701  96* 

1.172  70 

47,000  00 

10,460  74 

667  07 

8,601  58 

S57,476  24 

$57,476  24 

WORCESTER  ELECTRIC  LIGHT  COMPANY. 

Assets. 

Real  estate, $316,447  71 

Steam  plant, 310,415  98 

Electric  plant, 160,370  13 

Electric  lines, 1,165,624  23 

Transformers, 66,942  26 

Meters 37,941  12 

Arc  lamps, 22,131  00 

Due  for  electricity 46,675  13 

Fuel  on  hand 1,998  80 

Carbons  on  hand 783  44 

Oil  and  waste  on  hand, 145  61 

Incandescent  lamps  on  hand,      .......  14,859  53 

Globes  on  hand, 625  44 

Other  materials  on  hand, 25,585  11 

Fixtures,  tools,  etc.,  on  hand, 2,346  82 

Horses,  wagons,  etc.,          ........  9,258  29 

Sundry  accounts  due  the  company,     ......  5,425  19 

Office  furniture, 3,507  93 

Cash  on  hand. 8,210  65 

Leicester  plant 19,539  31 

Total  assets,  as  per  books  of  the  company $2,218,833  68 

Liabilities. 

Capital  stock, $1,000,000  00 

Notes  payable 410,000  00 

Unpaid  bills 10,498  34 

Deposits, 2,320  00 

Premium  on  capital  stock, 490,000  00 

Total  liabilities,  as  per  books  of  the  company,        .                   .  $1,912,818  34 

Profit  and  loss  balance, .306,015  34 

$2,218,833  68 
Manufacturing  Account. 

Operating  expenses:                                                                   Dr.  Cr. 

$108,700  20 

439  60 

49,139  99 

33,139  68 

34,993  00 

9,748  86 


At  station,    . 

For  current  bought,- 

distribution,    . 

management,  . 

taxes, 

incidentals. 


$236,161  33 
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Income  from  sale  of  light  and  power,  . 

other  sources, 
Balance  to  profit  and  loss, 


Profit  and  Loss  Account, 

Balance  June  30,  1910,       .... 

Balance  of  manufacturing  account. 
Interest  received,       ..... 

Rents,      ....... 

Interest  paid,   ...... 

Dividends  declared,  ..... 

Depreciation,    ...... 

Balance  June  30,  1911,       . 


Db. 

Cr. 

$463,734  34 

3.238  87 

$220,811  88 

$466,973  21 

$466,973  21 

NT. 

Dr. 

Cr. 

$378,294  10 

220.811  88 

740  38 

• 

871  90 

$17,266  29 

90,000  00 

187.437  63 

306,016  34 

$600,71$  26 

$600,718  26 

WORCESTER  GAS  LIGHT  COMPANY. 

Assets. 

Real  estate, $896,136  34 

Machinery  and  manufacturing  appliances,  .....  969,391  83 

Street  mains  and  services,           .......  160,963  76 

Meters 49,366  20 

Due  for  gas.     . 63,780  77 

Gas  coal  on  hand, 63,402  44 

Coke  on  hand, ,  10.406  60 

Tar  on  hand, 3,021  00 

Ammoniacal  liquor  on  hand, 1,409  62 

Enrichers  on  hand 6,436  37 

Purifying  mateiials  on  hand, 171  60 

Other  materials  on  hand, 20,411  92 

Stoves,  fixtures,  tools,  etc.,  on  hand,             .....  23,318  06 

Cash  on  hand, 46,462  92 

Total  assets,  as  per  books  of  the  company,    ....  $2,282,647  33 

Liabilities. 

Capital  stock $1,000,000  00 

Notes  payable, 427,600  00 

Deposits 68,106  93 

Unpaid  dividends, 20,043  00 

Premium  on  capital  stock,          .......  460,000  00 

Total  liabilities,  as  per  books  of  the  company,        .  $1,966,649  93 

Profit  and  loss  balance, 326,997  40 

$2,282,647  33 
Manufacturing  Account. 

Operating  expenses:                                                                   Dr.  Cr. 

At  works $301,837  68 

For  distribution,    .         .  47,122  22 

management,  .  28,416  69 

taxes,     ....  42,990  46 

incidental 7,906  13 


$428,272  08^  , 
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Income  from  sale  of  gas,    . 
residuals, 
other  sources. 

Balance  to  profit  and  loss, 


Pbofit  and  Loss  Account. 


Db. 

Cb. 

$584,868  51 

42.755  06 

639  75 

S199,901  24 

$628,263  32 

$628,263  32 

NT. 

Db. 

Cb. 

$352,395  84 

199.991  24 

510  58 

638  04 

5  70 

$16,022  00 

120,000  00 

91,172  00 

350  00 

326,997  40 

Balance  June  30,  1910 

Balance  of  manufacturing  account. 
Interest  received,      ..... 

Rents, 

Other  items  of  income,       .... 
Interest  paid,   .  .         .         . 

Dividends  declared,  ..... 

Depreciation 

Other  items,     ...... 

Balance  June  30,  1911,       . 

$653,541  40  $553,541  40 

WORCESTER  SUBURBAN  ELECTRIC  COMPANY. 

AflSBTB. 

Real  estate $30,726  36 

Steam  plant,    i 47.965  36 

Electric  plant, 36,215  72 

Electric  lines,   .          . 177,125  17 

Transformers,  .         .- 24.217  75 

Meters 17.520  90 

Arc  lamps,        ..........  1  00 

Inside  wiring,   ..........  246  67 

Due  for  electricity, 9.271  16 

Fuel  on  hand, 4.803  17 

Incandescent  lamps  on  hand,      .......  1,410  01 

Other  materials  on  hand, 9.434  69 

Fixtures,  tools,  etc.,  on  hand, 1.262  56 

Horses,  wagons,  etc., 2.300  00 

Sundry  accounts  due  the  company, 281  29 

OflEice  furniture, 1.855  97 

Cash  on  hand. 482  48 

Insurance  amd  interest  prepaid, 649  84 

Consolidation  and  development  expenses,    .....  7,305  76 

Total  assets,  as  per  books  of  the  company,    ....  $373,075  86 

Liabilities. 

Capital  stock, $275,000  00 

Notes  payable, '     .  70,000  00 

Unpaid  bills 9.926  67 

Deposits, 288  00 

Reserved  fund, 5.547  00 

Amounts  due  from  the  company,  not  included  above,  .  517  60 

Total  liabilities,  as  per  books  of  the  company,  $361,279  27 

Profit  and  loss  balance, 11,796  59 

$373,075  86 
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Operating  expenses: 
At  station,    . 
For  current  bought, 

distribution,    . 

management, 

taxes, 

incidentals. 


Manufacturing  Account.^ 


S15.788  67 

2,744  01 

10,269  72 

6,506  75 

955  88 

1,107  73 


Db. 


Income  from  sale  of  light  and  power, 

other  sources, 
Balance  to  profit  and  loss, 


$36,372  76 
12.795  14 


Pboftt  and  Lob6  Acoount. 

Balance  June  30,  1910, 

Balance  of  manufacturing  acoount, 
Surplus  from  consolidated  companies. 

Jobbing, 

Notes  cancelled, 

Other  items  of  income,       ..... 
Interest  paid,  ....... 

Depreciation,    . 

Reserve  fimd,  . 

Other  items,     ....... 

Balance  June  30,  1911, 


Db. 
Sl,276  09 


1,005  34 

85,118  91 

5,647  00 

1,438  79 

11,796  59 


Ob. 


949,039  10 
128  80 


$49,167  90         $49,167  90 


Cb. 

$12,795  14 

7,004  85 

87  73 

30,000  00 

6,395  00 


$56,282  72         $56,282  72 


^  As  the  Worcester  Suburban  Electric  Company  became,  on  Jan.  1, 1011,  a  consolidation  of  the 
Uzbridge  and  Nortbbridge,  Douglas.  Upton,  Millbury  and  Grafton  companies,  it  may  be  noted 
that  this  account  includes  the  business  of  all  these  companies  for  the  second  six  months  of  the 
fisoal  year  but  of  only  the  Grafton  company'  for  the  first  six  months. 
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APPENDIX  C- MUNICIPALITIES. 


Balance    Sheets,    Manufacturing   and   Profit   and   Loss 
Accounts  to  June  30,  1911. 

In  these  balance  sheete  the  wioua  plant  aMets  represent  the  actual  expenditures  for  these 
hems,  lees  depreciation  charsea;  and  the  item  of  "cash  or  town  treasury"  includes  the  cash  in 
the  hands  of  the  manacer  and  the  available  unexpended  balance  of  all  appropriations  except 
for  depreciation  fund,  —  that  is  to  say,  all  appropriations,  when  they  become  subject  to  drafts 
by  the  manager,  are  treated  as  cash.    Under  the  title  of  "appropriations  and  overdrafts"  "-» 


included  all  those  amounts  which  have  been  raised  by  direct  taxation  upon  the  estates  in  the 
town  for  new  construction  since  the  inception  of  the  enterprise.    When,  as  has  frequently  been 


charged  to  the  construction  accounts  has  been  treated  as  an  appropriation  f 

such  appropriations  ate  not  strictly  liabilities,  in  the  ordinary  acceptation  of  the  term,  they  belong  in 
any  proper  system  of  accounting  on  the  same  aide  of  the  ledger  as  bonds  and  notes  outstanding 
and  in  the  retxims  are  for  convenience  grouped  with  them  under  the  same  designation. 

(For  other  information  about  these  plants  see  under  title  "  Mukicipal  Ownership  " 
in  the  body  of  tiie  report,  and  Appendix  F.] 

ASHBURNHAM. 

Assets. 

Real  estate,      .         .         « S263  48 

Electric  plant 1.290  50 

Electric  lines 7,462  08 

Transformers, 948  43 

Meters 1.489  13 

Incandescent  street  lamps, ,        618  42 

Due  for  electricity 605  55 

Other  materials  on  hand, 487  63 

Tools  and  appliances, 204  13 

Sundry  accounts  receivable, 30  00 

Office  furniture,         .........  39  36 

Ctfsh  (or  town  treasury) 692  39 

Depreciation  fund, 160  31 


Total  assets,  as  per  books  of  the  plant,           ....  S14,297  41 

LlABIUTIBS. 

Appropriations  for  construction, SI,  100  00 

note  payments, 2,000  00 

Notes  paj'able 9,000  00 

Unpaid  bills, 171  30 

Interest  accrued  but  not  due, 51  88 


Total  liabilities,  as  per  books  of  the  plant,     ....         S12,323  18 
Profit  and  loss  balance 1,974  23 

S14,297  41 

Digitized  by  CjOOQ IC 


186  a 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


MAirDTACTUBnro  Account. 


Db. 

Cr. 

Operating  expenses $3,923  27 

Income  from  sale  of  light  and  power,  . 

$4,425  06 

other  sources,         .... 

120  00 

Balance  to  profit  and  loss. 

621  79 

$4,646  06 

$4,545  06 

PbOITT  AMD  Loss  ACCOUMT. 

Db. 

Cb. 

Balance  June  30,  1910 

$347  64 

Balance  of  manufacturing  account, 

621  79 

Appropriation  for  operations, 

187  39 

interest. 

400  00 

1.198  70 

Other  items  of  income. 

45 

Interest  paid,   .         .         . 

$394  17 

Depreciation 

387  67 

Balance  June  30,  1911,       . 

1.974  23 

$2,755  97 

$2,765  97 

BELMONT. 

ASSBTB. 

Electric  lines. $21,873  87 

Transformers. 2,763  46 

Meters 8,467  21 

Arc  lamps. 883  46 

Incandescent  street  lampe, 2.504  35 

Due  for  electricity, 2,164  96 

Globes  on  hand 8  00 

Other  materials  on  hand, 85  00 

Tools  and  appliances, 680  00 

Horses,  wagons,  etc., 425  00 

Sundry  accounts  receivable,        . 427  78 

Cash  (or  town  treasury), 2,852  85 

Depreciation  fund •  14  98 

Insurance 188  83 

Sinking  funds, 3,640  00 

Total  assets,  as  per  books  of  the  plant,          ....  $46,864  75 

Profit  and  loss  balance, 5,999  56 

$52,864  31 

LXABILITIliS. 

Appropriations  for  construction, $29,872  00 

Overdrafts  for  construction, 2,805  64 

Appropriations  for  note  payments, 1,000  00 

sinking  funds, 3.640  00 

Bonds  outstanding. 14.000  00 

Notes  payable, 1,500  00 

Interest  accrued  but  not  due,     .......  46  67 


Total  liabilities,  as  per  books  of  the  plant, 
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Mantjpacturino  Account. 


Db. 

Cb. 

Operating  expenses, S17,122  01 

Income  from  sale  of  light  and  power,  .         . 

$13,644  70 

Balance  to  profit  and  loss, 

• 

3.477  31 

$17,122  01 

$17,122  01 

Profit  and  Loss  Account. 

Db. 

Cb. 

Balance  June  30.  1910 $3,075  16 

Balance  of  manufacturing  account, 

3.477  31 

Appropriation  for  operations. 

$1,410  71 

interest. 

630  00 

depreciation,  . 

0 

1,463  00 

Interest  paid,   .... 

630  00 

Depreciation,   .... 

1,463  00 

Overdrawn  for  construction. 

857  80 

Balance  June  30,  1911, 

5,999  56 

$9,493  27 

$9,493  27 

BRAINTREE. 

Assets. 

Real  estate,. $10,686  86 

Steam  plant, 12.882  15 

Electric  plant, 12,883  02 

Electric  lines, 30,400  04 

Transformers 5,197  06 

Meters 12,651  11 

Arc  lamps, 240  75 

Incandescent  street  lamps. 2,415  91 

Due  for  electricity, 6,413  78 

Fuel  on  hand 183  30 

Carbons  on  hand, 30  00 

Oil  and  waste  on  hand, 145  12 

Incandescent  lamps  on  hand, 202  15 

Globes  on  hand 3  60 

Other  materials  on  hand, 3.298  67 

Tools  and  appliances, 1,058  50 

Horses,  wagons,  etc., 1,530  00 

Sundry  acooimts  receivable,        .......  94  94 

Office  furniture, 128  00 

Depreciation  fund, 11.588  38 

Sinking  funds, 10.819  21 

Total  assets,  as  per  books  of  the  plant,          ....  $122,852  44 

Profit  and  loss  balance 31,891  68 

$154,744  12 

LlABILTTIXS. 

Appropriations  for  construction. $14,201  81 

Overdrafts  for  construction, 50.252  69 

Appropriations  for  note  pasrments, 61.500  00 

sinking  funds, 7,740  JOO 
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Bonds  outstanding, $16,500  00 

Notes  payable 2,500  00 

Interest  due  but  not  paid, 159  44 

Interest  accrued  but  not  due,     .......  182  88 

Cash  overdrawn 1.707  40 


Total  liabilities,  as  per  books  of  the  plant, 


Manttfactubinq  Account. 


Operating  expenses,  .         .         .         , 
Income  from  sale  of  light  and  power,  , 

other  sources, 
Balance  to  profit  and  loss, 


Profit  and  Lobs  Account. 


Balance  June  30,  .1910, 

Balance  of  manufacturing  account, 

Interest  received  from  depreciation  fund, 
sinking  funds. 

Appropriations  for  operations, 
interest, 
depreciation. 

Interest  paid,   . 

Depreciation,    . 

Other  items,     . 

Balance  June  30,  1911, 


. 

$154,744  12 

NT. 

Dr. 

Cr. 

S20,661  50 

$24,492  72 
749  22 

4,580  44 

S25.241  94 

$25,241  94 

NT. 

Dr. 

Cr. 

$35,280  84 

$4,580  44 
123  46 

377  62 

710  40 

660  00 

760  00 

4.539  11 

6,541  87 
300  00 

31.891  68 

$42,882  71 

$42,882  71 

CHICOPEE. 

Assets. 

Real  estate $17,992  95 

Steam  plant 31.216  50 

Electric  plant. 30,486  11 

Electric  lines 35,915  15 

Transformers, 10,359  30 

Meters 12.809  60 

Arc  lamps, 10.256  32 

Nemst  lamps, 353  20 

Due  for  electricity. 2,066  38 

Fuel  on  hand. 2,472  00 

Carbons  on  hand.      ..........  115  36 

Oil  and  waste  on  hand.      ........  29  26 

Incandescent  lamps  on  hand,      .......  502  72 

Globes  on  hand 103  20 

Other  materials  on  hand,  ........  1,104  76 

Gas  oil  on  hand. 90  00 

Tools  and  appliances, 593  80 

Horses,  wagons,  etc.,          ........  1,345  00 

Sundry  accounts  receivable,        .......  584  95 
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Office  furniture. $89  00 

Cash  (or  city  treasury), 14,434  18 

Depreciation  fund,    .........  6.203  47 

Total  assets,  as  per  books  of  the  plant,          ....  S179,123  21 

Profit  and  loss  balance 31,672  27 

S210,795  48 

LlABIUTIBS. 

Appropriations  for  construction,                    $46,182  24 

bond  payments 60,000  00 

note  payments, 13,000  00 

Bonds  outstanding 71,000  00 

Notes  payable, 16,000  00 

Unpaid  bills, 4,264  91 

Interest  accrued  but  not  due, 348  33 

Total  liabilities,  as  per  books  of  the  plant, 

MANUTAOTUBINa  AcOOtTMT. 


operating  expenses,  .         .         .         , 
Income  from  sale  of  light  and  power,  , 

other  sources, 
Balance  to  profit  and  loss, 


Pbofit  and  Loss  Accoxtmt, 

Balance  June  30,  1910 

Balance  of  manufacturing  account,      . 
Appropriations  for  operations,    .... 
interest,         .... 
depreciation, 
Appraisal  of  land,      ...... 

Interest  paid, 

Depreciation, 

Operation  fund  returned  to  city  treasury,  to  Nov. 

30,  1910 

Other  items,     . 

Balance  June  30,  1911, 


. 

$210,795  48 

Dk. 

Cb. 

$43,488  67 

$35,427  92 

2.581  81 

5,478  94 

$43,488  67 

$43,488  67 

NT. 

Dr. 

Cr. 

$18,285  34 

5,478  94 

$6,304  59 

3.477  50 

6,756  45 

5,000  00 

3,617  50 

6,756  45 

17,498  11 

1.574  47 

31,672  27 

$53,210  81 

$53,210  81 

CONCORD. 


Abssts. 

Real  estate $6,176  19 

Steam  plant 23,331  91 

Electric  plant, .  12.456  90 

Electric  lines 38.966  27 

Transformers 3,578  48 

Meters 7.780  56 

Arc  lamps 116  50 

Incandescent  street  lamps, 3.353  52 

Fire  alarm  construction, 1,055  48 
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Due  for  electricity, $6,589  74 

Fuel  on  hand, 1,075  00 

Oil  and  waste  on  hand,      ........  105  20 

Incandescent  lamps  on  hand,      .......  873  60 

Other  materials  on  hand 767  30 

Tools  and  appliances, 2,052  50 

Horses,  wagons,  etc.,          ........  552  50 

Sundry  accounts  receivable,        . 3,362  28 

Office  furniture 333  55 

Cash  (or  town  treasury), 3,276  32 

Insurance 33  33 

Sinking  funds, 23,219  47 

Total  assets,  as  per  books  of  the  plant,          ....  S139,056  60 

Profit  and  loss  balance, 33,156  30 

S172.212  90 
LiABiLrriss. 

Appropriations  for  construction, S12,914  29 

Overdraft  for  construction,          .......  48  72 

Appropriation  for  sinking  funds, 21,561  80 

Bonds  outstanding, 116,000  00 

Notes  payable 18,000  00 

Unpaid  bills, 1,851  43 

Deposits, .  30  00 

Interest  accrued  but  not  due, 1,806  66 


Total  Uabilitiee,  as  per  books  of  the  plant, 

S172,212  90 

Manxtfactubinq  Account. 

Db. 

Cr. 

Operating  expenses, 

S28,843  70 

Income  from  sale  of  light  and  power,  . 

S26,647  02 

other  sources. 

2,201  57 

Balance  to  profit  and  loss,           .... 

4  89 

S28,848  59 

S28,848  59 

Proptt  and  Loss  Account. 

Dr. 

Cr. 

Balance  June  30,  1910, 

S25.368  08 

Balance  of  manufacturing  account. 

$4  89 

Interest  received. 

24  44 

Income  from  sinking  funds, 

769  39 

Bond  premiums. 

531  80 

Jobbing,  .... 

203  08 

Appropriations  for  operations. 

5,731  26 

Other  items  of  income. 

15  72 

Interest  paid,   . 

5,068  35 

Fire  alarm  expenses. 

387  67 

depreciation,     . 

55  55 

Depreciation,    . 

6,303  16 

Sinking  fund  appropriations. 

3,211  80 

Other  items,      . 

42  27 

Balance  June  30.  1911,       . 

33,156  30 

940,436  88         $40,436  88 
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DANVERS. 

Absbts. 

Real  estate SI  1.393  76 

Steam  plant, 37,809  31 

Electric  plant, 16,033  81 

Electric  lines, 26,792  88 

Transformers, 4,994  02 

Meters 9,757  16 

Are  lamps, 5,263  77 

Due  for  electricity, 2,222  50 

Fuel  on  hand 923  57 

Carbons  on  hand, 81  10 

Oil  and  wa^te  on  hand, 104  41 

Incandescent  lamps  on  hand, 371  45 

Globes  on  hand, 77  00 

Other  materials  on  hand, .  6,457  44 

Tools  and  appliances, 3,452  45 

Sundry  accoimts  receivable, 1,082  44 

Office  furniture, 317  00 

Cash  (or  town  treasury), 3,619  75 

Depreciation  fund, 286  17 

Insurance, 281  47 

Sinkins  funds, 25,044  66 

Total  assets,  as  per  books  of  the  plant,          ....  S156,356  12 

LlABILITXBS. 

Appropriations  for  construction, S24,300  61 

extraordinary  repairs; 1,330  10 

bond  payments, 15,000  00 

sinking  funds 27,377  04 

Bonds  outstanding, 69,400  00 

Notes  payable 12,500  00 

Interest  accrued  but  not  due, 434  00 

Total  liabilities,  as  per  books  of  the  plant,     ....  $150,341  75 

Profit  and  loss  balance 6,014  37 

$156,356  12 
manxtvacturina  accoxtmt. 

Dr.  Cr. 

Operating  expenses, $24,038  47 

Income  from  sale  of  light  and  power,  .         .  $31,208  19 
Balance  to  profit  and  loss,           ....               7,169  72 


$31,208  19 

$31,208  19 

Profit  and  Loss  Agoox719T. 

Dr. 

Cr.     * 

BaUnce  June  30.  1910 $1,152  30 

Balance  of  manufacturing  account. 

$7,169  72 

Income  from  sinking  funds,        .... 

571  56 

Appropriation  for  operations,      .... 

2,651  83 

depreciation,  .... 

3.884  62 

fire  alarm,      .... 

450  00 
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Interest  paid,   . 
Fire  alarm  expenses, 
Depreciation,   . 
Balance  June  30, 1011, 


Db. 

Ch. 

S3,27d  00 

400  44 

3,884  62 

6,014  37 

$14,727  73 

$14,727  73 

GROTON. 


ASBBTB. 

Real  estate, $2,004  53 

Electric  plant, 1,322  80 

Electric  lines, 12,963  48 

Transformers, 601  03 

Meters, 833  46 

Incandescent  street  lamps, 1,770  73 

Due  for  electricity, 115  80 

Incandescent  lamps  on  hand, 87  38 

Tools  and  appliances, 113  76 

Office  furniture, 112  80 

Cash  (or  town  treasury), 3,863'  27 

Depreciation  fund, 1,141  28 

Total  assets,  as  per  books  of  the  plant,          ....  $25,020  32 

LlABILITIBS. 

Appropriations  for  oonstruetion, $2,072  80 

note  payments, 5,000  00 

Notes  payable, 16,360  00 

Unpaid  bills 16  67 

Interest  accrued  but  not  due, 127  61 

Total  liabilities,  as  per  books  of  the  plant,     ....  $24,477  15 

Profit  and  loss  balanoe, 552  17 

$25,020  32 
Makutaotubino  Acooxtnt. 

Dr.  Cb. 
Operating  expenses,  ......             $2,511  65 

Income  from  scde  of  light  and  power,  .         .  $1,203  15 

Balance  to  profit  and  loss,           ....  1,308  50 

$2,511  65  $2,511  65 

pBonr  AMD  Lobs  Acooxtnt. 

Db.  Cb. 

Balanoe  June  30,  1010 $640  70 

Balance  of  manufacturing  account,     .  $1,308  50 

Appropriation  for  operations 1,310  11 

interest,          ....  585  55 

depreciation 605  72 

Other  items  of  income,       .....  18  22 

Interest  paid, 661  70 

Depreciation, 605  72 

Returned  to  town  treasury,  unavailable  April  1, 

1011, 50  23 

Balance  Jtme  30,  1011, 552  15 

$3,178  30  $3,178  30 

Digitized  by  LjOOQ IC 


1912.] 


PUBLIC  DOCUMENT  — No.  35. 


193a 


OROVELAND. 

ASBXTS. 


Real  estate,      . 
Electric  plant, 
Electric  lines,  . 
Transfonnen,  . 
Meters,    .... 
Incandescent  street  lamps. 
Due  for  electricity,   . 
Incandescent  lamps  on  hand. 
Other  materials  on  hand,  . 
Tools  and  appliances. 
Cash  (or  town  treasury),   . 
Depreciation  fund,    . 


Total  assets,  as  per  books  of  the  plant. 


LlABILITIXS. 


Appropriations  for  construction, 

note  pasrments, 
Notes  payable. 
Interest  accrued  but  not  due,     . 


Total  liabilities,  as  i>er  books  of  the  plant, 
Profit  and  loss  balance,      .... 


S186  00 

1,167  64 

9,774  W 

1,423  20 

1,107  15 

877  «7 

184  33 

18  00 

66  82 

81  44 

1,388  28 

4  84 

S16,350  01 

$100  00 

2,000  00 

13,500  00 

151  87 

MAKUTACTURINa  ACCOUNT. 


Operating  expenses,  .... 
Income  from  sale  of  light  and  power,  . 
Balance  to  profit  and  loss, 


Dr. 
$3,666  45 


$15,751  87 
607  14 

$10,350  01 


Cr. 

$1,015  04 
1.751  41 


PRorrr  and  Loss  Account. 


Balance  June  30,  1010, 

Balance  of  manufacturing  account. 

Appropriation  for  operations, 
interest, 
depreciation, 

Jobbing 

Interest  paid,   . 

Depreciation,    . 

Balance  June  30,  1011, 


$3,666  45 

$3,666  45 

NT. 

Dr. 

Cr. 

$870  08 

$1,751  41 

1.475  45 

607  60 

450  00 

18  64 

613  12 

450  00 

607  14 

$3,421  67 


$3,421  67 
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HINGHAM. 

Assets. 

Electric  lines, $25,002  48 

Tranaformers, 2,638  93 

Meters 5,341  48 

Due  for  electricity, 1,145  77 

Incandescent  lamps  on  hand,      .......  303  .80 

Other  materials  on  hand, 1,537  94 

Tools  and  appliances, 562  10 

Horses,  wagons,  automobile, 1,038  85 

Sundry  accounts  receivable, 1,238  53 

Office  furniture, 227  14 

Cash  (or  town  treasury), 12,117  10 

Depreciation  fund, 491  23 

Total  assets,  as  per  books  of  the  plant,          ....  $51,645  35 

Profit  and  loss  balance, 6,095  36 

$67,740  71 

LlABILmSB. 

Appropriations  for  construction, $35,549  04 

note  payments, 9,000  00 

Notes  payable, 13,000  00 

Interest  accrued  but  not  due •  191  67 

Total  liabilities,  as  per  books  of  the  plant,     ....  $57,740  71 

Manutacturino  Accoumt. 

Dr.  Cb. 

Operating  expenses, $18,360  55 

Income  from  sale  of  light  and  power,  ...  $17,119  81 

other  sources,         ....  182  36 

Balance  to  profit  and  loss,           ....  1,058  38 

$18,360  55  $18,360  55 

Profit  and  Lobs  Acooukt. 

Dr.  Cr. 

Balance  June  30,  1910 $3,720  81 

Balance  of  manufacturing  account,      .         .  1,058  38 

Appropriations  for  operations,    ....  $3,892  69 

interest,         ....  500  00 

depreciation,  2,500  00 

Jobbing 268  30 

Interest  paid, 509  40 

Depreciation, 2,500  00 

Returned  to  town  treasury  —  unavailable  mainte- 
nance to  Dec.  31,  1910, 5,467  76 

Balance  June  30,  1911, 6,095  36 


$13,256  35         $13,256  35 
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HOLYOKE. 

Assets. 

Real  estate. $201,621  21 

Machinery  and  manufacturing  appliances  (gas),  ....  162,072  69 

Street  mains  (gas) 176,031  42 

Meters  (gas) 90,391  01 

Due  for  gas, 9,228  50 

Gas  coal  on  hand, 3,480  00 

Coke  on  hand, 322  50 

Tar  on  hand 332  00 

Enrichers  on  hand, 1,050  34 

Purifying  materials  on  hand 2,690  00 

Other  gas  materials  on  hand, 588  75 

Tools  and  appliances  (gas), 2,378  55 

Water  power  plant 14,367  16 

Steam  plant  (electric), 267.637  34 

Electric  plant, 183,567  68 

Electric  lines 81,156  62 

Transformers 43,058  84 

Meters  (electric) 52.310  70 

Arc  lamps, 24,340  22 

Due  for  electricity 22,838  14 

Fuel  on  hai^d  (electric), 2,740  00 

Carbons  on  hand, .         .  402  10 

Oil  and  waste  on  hand,      ........  124  25 

Incandescent  lamps  on  hand,      .                                     .  2.068  02 

Globes  on  hand,        . 307  42 

Tools  and  appliances  (electric),  .      , 1,883  00 

Horses,  wagons,  etc 3,388  00 

Sundry  accounts  receivable,        .......  903  88 

Office  furniture, 2,000  00 

Cash  (or  city  treasury), 14,948  08 

Depreciation  fund 53,619  00 


Total  assets,  as  per  books  of  the  plant $1,511,847  32 

LiABiLrriES. 

Appropriations  for  construction, $28,595  41 

maintenance  used  for  construction,  .         .  188,444  50 

bond  payments, 171,400  00 

Bonds  outstanding, 939,800  00 

Unpaid  bUls 24,600  24 

Interest  accrued  but  not  due,     .         .         .       '  .    *     .         .  5,959  08 

Amounts  due  from  the  plant,  not  included  above,          .         .         .  82,382  87 

Total  liabilities,  as  per  books  of  the  plant,     ....  $1,441,182  10 

Profit  and  loss  balance 70,665  22 


$1,511,847  32 


Manxtfacturino  Accoumt. 
Operating  expenses:  Dr.  Cr. 

Gas, $116,433  18 

Electric, 146,805  33         r^  i 
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Dr.  Cr. 

Income  from  sale  of  gas, $176,862  07 

residuals 838  79 

other  sources  (gas),         ...  37  25 

sale  of  electrio  light  and  power,        .  213.942  51 
Balance  to  profit  and  loss: 

Gas $61,304  93 

Electric 67.137  18 


PBOFrr  AND  Loss  ACCOUKT. 


Balance  June  30, 1910,      .... 
Balance  of  gas  manufacturing  account, 
Balance  of  electric  manufacturing  account,  . 
Appropriation  for  operations. 

Interest  paid $35,259  07 

Depreciation, 53,619  00 

Operation  appropriations  used  for  construction,    .  7,793  88 

Other  items 88  73 

Balance  June  30,  1911 70,665  22 


$391,680  62 

$391,680  62 

NT. 

Db. 

Cr. 

$6,254  12 

61.304  93 

67,137  18 

32.679  67 

$167,375  90       $167,375  90 


HUDSON. 


Assets. 

Real  estate, $6,342  10 

Steam  plant, 13.764  90 

Electric  plant, 7.298  46 

Electric  lines, 13.497  44 

Transformers 4.143  72 

Meters, 6.101  90 

Arc  lamps, 717  04 

Incandescent  street  lamps,          .......  1,120  61 

Nemst  lamps, 220  04 

Due  for  electricity, 2.119  91 

Fuel  on  hand, 1,122  30 

Carbons  on  hand, 10  87 

Oil  and  waste  on  hand, 28  96 

Incandescent  lamps  on  hand, 405  17 

Globes  on  hand 13  33 

Other  materials  on  hand, 910  46 

Tools  and  appliances,                  659  24 

Sundry  accounts  receivable,                 84  49 

Office  furniture 307  20 

Cash  (or  town  treasury) 5.370  97 

Depreciation  fund, 2,161  64 

Insurance, 166  18 

Total  assets,  as  per  books  of  the  plant $66,566  93 

Profit  and  loss  balance 23,646  02 


$90,212  95 
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LlABILTTISB. 

Appropriations  for  construction,          ......  $11,274  80 

Overdrafts  for  construction,        .......  IS.M)  30 

Appropriations  for  extraordinary  repairs,     .....  1,500  00 

note  payments, 27,500  00 

Notes  payable, 33,500  00 

Interest  accrued  but  not  due, 497  70 


Total  liabilities,  as  per  books  of  the  plant,     . 

Manufacturing  Account. 


Operating  expenses,  ..... 
Income  from  sale  of  light  and  power, 

other  sources,         .  .    « 

Balance  to  profit  and  loss. 


Dr. 
$15,794  69 


5,326  80 


$90,212  95 


Cr. 

$19,921  49 
1,200  00 


$21,121  49         $21,121  49 


Propit  and  Loss  Account. 


Balance  June  30,  1910, 
Balance  of  manufacttiring  account. 
Interest  received. 
Appropriation  for  operations. 

Jobbing, 

Interest  paid,   .... 
Overdraft  for  construction, 
Depreciation,    .... 
Previous  receipts  used  to  pay  notes, 
Other  items,     .... 
Balance  June  30.  1911, 


Dr. 
$21,443  51 


1,305  76 
1,757  66 
2,533  73 
3,000  00 
60  74 


Cr. 

$5,326  80 
212  98 
729  40 
186  20 


23,646  02 


$30,101  40    $30,101  40 


HULL. 

Assets. 

Real  estate $8,911  26 

Steam  plant, 21,586  44 

Electric  plant, 14,220  99 

Electric  lines 36,189  46 

Transformers, 8,796  70 

Meters, 14,678  12 

Arc  lamps, 67  69 

Nemst  lamps, 380  97 

Due  for  electricity, 7,119  05 

Fuel  on  hand, 349  41 

Carbons  on  hand,      .........  3  90 

Oil  and  waste  on  hand,      ........  21  50 

Incandescent  lamps  on  hand,      .......  797  07 

Other  materials  on  hand,  ........  1,794  63 

Tools  and  appliances 562  53 

Horses,  wagons,  etc., 1,797  77 

Office  furniture, ^^765  26_ 
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Cash  (or  town  treasury),  for  note  payments  and  sinking  funds,      .  $2,911  24 

Depreciation  fund, 897  46 

Insurance, 344  45 

Sinking  funds, 68,723  31 

Total  assets,  as  per  books  of  the  plant,          .         .                   .  $190,919  21 

Profit  and  loss  balance, 53,536  13 

$244,455  34 

LlABILinSS. 

Appropriations  for  construction,          ......  $44,807  61 

note  payments 19,400  00 

sinking  funds, 64,444  24 

Bonds  outstanding, 60,000  00 

Notes  payable, 40,202  00 

Unpaid  bills 4,745  64 

Deposits 6,711  18 

Interest  accrued  but  not  due,     .         .                  .         .                  .  1,719  82 

Cash  overdraft,  for  maintenance, 2,424  85 

Total  liabilities,  as  per  books  of  the  plant $244,455  34 

MANUFACrrUBIKQ  ACCOTTKT. 

Dr.  Cb. 

Operating  expenses, $27,865  29 

Income  from  sale  of  light  and  power,  .         .         .  $31,302  59 

other  sources,         ....  381  99 
Balance  to  profit  and  loss,           ....              3,819  29 

$31,684  58  $31,684  58 

Pbofit  and  Lobs  Account. 

Dr.  Cr. 

Balance  June  30,  1910 $56,563  19 

Balance  of  manufacturing  account,     .                   .  $3,819  29 

Interest  received,       ......  7  40 

Bond  premiums,        ......  89  76 

Income  from  sinking  funds,        ....  2,682  72 

Jobbing, 3  01 

Appropriation  for  operations,      ....  955  75 

depreciation,  ....  5,544  25 

Other  items  of  income,       .....  26  59 

Interest  paid, 4,424  60 

Depreciation, 5,566  99 

Other  items, 110  12 

Balance  June  30,  1911 53.536  13 

$66,664  90  $66,664  90 

IPSWICH. 

Assets. 

Real  estate $7,479  71 

Steam  plant, 15,516  69 

Electric  plant, 9.178  29 

Electric  lines 33,209  35 

Transformers 2,420  83 
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Meters,    .... 
Incandescent  street  lamps, 
Due  for  electricity,    . 
Oil  and  waste  on  hand, 
Incandescent  lamps  on  hand, 
Other  materiab  on  hand,  . 
Tools  and  appliances, 
Simdry  accounts  receivable, 
Cash  (or  town  treasury),   . 


Total  assets,  as  per  books  of  the  plant, 

IdABiLrnBS. 


Appropriations  for  construction, 

note  payments, 
Notes  payable,  .     *    . 

Interest  accrued  but  not  due,     • 


S2.260  69 

441  64 

2.047  12 

26  35 

86  20 

386  00 

116  20 

537  35 

3,454  76 

$77,161  18 


$1,511  06 

5,750  00 

64,000  00 

365  00 


Total  liabilities,  as  per  books  of  the  plant, 
Profit  and  loss  balance,      .         •        •         • 


$71,626  06 
5.535  12 


Manufagtubinq  Account. 


Operating  expenses,  ... 
Income  from  sale  of  light  and  power, 

other  sources, 
Balance  to  profit  and  loss, 


Dr. 
$12,068  58 


$77,161  IS 

Cb. 

$9,537  15 

2.380  83 

141  60 


$12,068  58         $12,068  5^ 


pBOriT  AND  Loss  ACCOUNT. 


Balance  June  30,  1910, 

Balance  of  manufacturing  account, 

Appropriation  for  operations, 
interest, 
depreciation. 

Jobbing,  ..... 

Interest  paid,  .... 

Depreciation,   .... 

Balance  June  30, 1911, 


Db. 
$141  60 


2,310  00 
1,568  12 
5,535  12 


$9,554  84 


Cb. 
$3,578  26 

1,762  08 

2,520  00 

1,568  12 

126  38 


$9,554  84 


Real  estate. 
Steam  plant,    . 
Electric  plant. 
Electric  lines,  . 
Transformers,  . 

Meters 

Incandescent  street  lamps. 
Due  for  electricity,    . 
Fuel  on  hand,  . 


MANSFIELD. 
Assets. 
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29,940  79 

13,755  94 

14,282  83 

5.314  63 

5,183  26 

1,496  71 

2.403  43 
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Oil  and  waste  on  hand, $31  00 

Incandescent  lamps  on  hand, 600  31 

Other  materials  on  hand, 1,166  99 

Tools  and  appliances, 352  01 

Sundry  accounts  receivable, 596  61 

Office  furniture, 123  63 

Cash  (or  town  treasury), 3,488  17 

Depreciation  fund, 150  00 

Sinking  funds, 8,553  31 


Total  assets,  as  per  books  of  the  plant,          ....  $97,224  65 

LlABIUTISS. 

Appropriations  for  construction, $4,442  82 

bond  payments,     .         .      ■  .                  .  5,000  00 

sinking  funds,  7,500  00 

Bonds  outstanding 75,000  00 

Interest  accrued  but  not  due, 703  33 

Total  liabilities,  as  per  books  of  the  plant,     ....  $92,646  15 

Profit  and  loss  balance, 4,578  50 


$97,224  65 

MANtTFACTURINO  ACCOUNT. 

Dr. 

Cb. 

Operating  expenses, 

$17,388  34 

Income  from  sale  of  light  and  power,  . 

$17,680  49 

Balance  to  profit  and  loss,          .... 

292  15 

$17,680  49 

$17,680  49 

Pbout  and  Lobb  Account. 

Dr. 

Cb. 

Balance  June  30,  1910,      .         .         ... 

$6,322  07 

Balance  of  manufacturing  account. 

292  15 

Income  from  sinking  funds. 

325  56 

Appropriation  for  operations. 

716  68 

interest. 

3.040  00 

Jobbing 

176  84 

Interest  paid,   .... 

$3,030  00 

Depreciation,   .... 

3,000  00 

Other  items 

264  80 

Balance  June  30,  1911,       . 

4,578  50 

$10,873  30 

$10,873  30 

MARBLEHEAT 

i 

iSSBT 

B. 

Real  estate, 

Steam  plant. 

Electric  plant. 

Electric  lines. 

Transformers, 

Meters,    . 

Arc  lamps. 

Incandescent  street  lamps. 


$26,453  21 
26.433  38 
19,443  31 
21,209  75 
10,100  62 
14,016  06 
11.457  16 
97  33 
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Due  for  electricity, $337  01 

Fuel  on  hand,  .         .         .    • 11  46 

Carbons  on  hand 32  30 

Oil  and  waste  on  hand,  ' 44  51 

Incandescent  lamps  on  hand, 180  00 

Globes  on  hand 13  20 

Other  materials  on  hand, 262  00 

Fixtures,  tools,  etc.,  on  hand, 512  89 

Horses,  wagons  and  automobile, 2,019  50 

Office  furniture, 305  75 

Cash  (or  town  treasury) 8,149  76 

Depreciation  fund, 1,307  13 

Siiddng  funds, 21,572  86 

Total  assets,  as  per  books  of  the  plant,          ....  $168,949  19 

Profit  and  loss  balance 42,799  92 

$206,749  11 

LiABiLinss. 

Appropriations  for  construction, $71,242  82 

Overdraft  for  construction, 1,065  27 

Appropriations  for  bond  payments, 7,000  00 

note  payments 23,500  00 

sinking  funds, 17.000  00 

Bonds  outstanding 81,000  00 

Unpaid  bills 4,694  35 

Interest  accrued  but  not  due, 1,246  67 


Total  liabilities,  as  per  books  of  the  plant. 


$206,749  11 


Manufactubino  Accomrr. 


Operating  expenses,  .         .         .         . 
Income  from  sale  of  light  and  power. 
Balance  to  profit  and  loss. 


Db. 
$29,555  30 

825  70 


Cb. 
$30,381  00 


$30,381  00         $30,381  00 


PBorrr  and  Loss  Accoukt. 

Db. 

Balance  June  30,  1910, $42,210  32 

Balance  of  manufacturing  account,     . 

Interest  received, 

Income  from  sinking  funds,        .... 
Appropriation  for  operations,     .... 

interest 

depreciation, 

Interest  paid, 3,300  00 

Depreciation, 4,108  51 

Balance  of  receipts  returned  to  town  treasurer  Jan. 

31,  1911 3,023  20 

Other  items 554  44 

Balance  June  30,  1911, 


Cb. 

$825  70 
313  81 
703  18 
1.659  16 
2,786  19 
4,108  51 


42,799  92 


$53,196  47    $53,196  47 
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MERRIMAC. 

A8BBT8. 

Steam  plant $3,045  5» 

Electric  plant, 3,227  46 

Electric  lines, 10.947  5a 

Transformers, 2,576  66 

Meters 1,484  41 

Due  for  electricity 726  35 

Fuel  on  hand, 833  98 

Incandescent  lamps  on  hand, 268  79 

Tools  and  appliances, 102  26 

Sundry  accounts  receivable 451  76 

Cash  (or  town  treasury), 3,160  15 

Depreciation  fund, 2,077  62 

Total  assets,  as  per  books  of  the  plant,         ....  $28,902  56 


LXABILITZSS. 

Appropriations  for  construction, $3,903  16 

Overdraft  for  construction,         .......  176  66 

Appropriations  for  bond  payments 3,000  00 

note  payments, 679  80 

Bonds  outstanding, 8,000  00 

Notes  payable, 4,800  00 

Unpaid  bills, 61  05 

Interest  accrued  but  not  due, 240  00 

Total  liabilities,  as  per  books  of  the  plant,     ....  $20,860  67 

Profit  and  loss  balance, 8,041  89 


$28,902  56 

Manutactubing  Aocoumt. 

Dr. 

Cb. 

Operating  expenses, $6,526  99 

Income  from  acde  of  light  and  power,  . 

$7,445  19 

other  sources,         .... 

19  80 

Balance  of  profit  and  loss. 

938  00 

$7,464  99 

$7,464  99 

PBOirr  AND  Lobs  Accoumt. 

Db. 

Cb. 

Balance  June  30,  1910, 

$7,127  06 

938  00 

Appropriation  for  interest, 

502  00 

depreciation,  . 

754  02 

Interest  paid, 

$525  17 

Depreciation 

754  02 

Balance  June  30, 1911, 

8,041  89 

$9,321  08  $9,321  08 
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MIDDLEBOROUGH. 

Assets. 

Real  estate, $13,890  88 

Machinery  and  manufacturing  appliances  (gas),  ....  2,259  11 

Street  mains  (gas) 2,853  96 

Meters  (gas), 830  40 

Due  for  gas, 918  20 

Gas  coal  on  hand, 3  56 

Enrichers  on  hand 236  10 

Other  gas  materials  on  hand 20  (X> 

Tools  and  appliances  (gas) 151  07 

Water  power, 0,840  80 

Steam  plant  (electric) 1,232  84 

Electric  plant, 4,891  10 

Gas  engine  plant 16,574  17 

Electric  lines 7.253  32 

Transformers, 3,720  06 

Meters  (electric), 7,201  58 

Arc  lamps, 817  79 

Incandescent  street  lamps, 810  75 

Due  for  electricity, 7,488  57 

Fuel  on  hand  (electric), 17  97 

Carbons  on  hcuid, 35  73 

Oil  and  waste  on  hand, 52  55 

Incandescent  lamps  on  hand 79  05 

Other  electric  materials  on  hand,         ......  1,409  11 

Tools  and  appliances  (electric), 814  56 

Horses,  wagons,  etc.,                                      •       .  •                            •  101  50 

Sundry  accounts  receivable, 1,774  68 

Office  furniture, 194  85 

Cash  (or  town  treasury),   .         . 3,445  05 

Depreciation  fund, 2,182  60 

Total  assets,  as  per  books  of  the  plant,          ....  S91,101  91 

Profit  and  loss  balance 60,856  99 

S151.958  90 
Liabilities. 

Appropriations  for  construction, 120,842  26 

extraordinary  repairs, 2,890  00 

bond  payments, 31,500  00 

note  payments 18,000  00 

Bonds  outstanding, 46,500  00 

Notes  payable, 21,200  00 

Unpaid  bills 1,575  31 

Interest  accrued  but  not  due,     .......  451  33 


Total  liabilities,  as  per  books  of  the  plant,     ....       $151,958  90 

Manttfactubing  Accotmr. 
Operating  ezi>enseB:  Dr.  Cb. 

Gas $3,782  44 

Electric 13,378  39 
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Income  from  sale  of  gas,  .... 
sale  of  electric  light  and  power, 
Balance  to  profit  and  loss: 

Gas, 

Electric, 


Pbopit  and  Loss  Account. 


Balance  June  30,  1910, 
Balance  of  gas  manufacturing  account. 
Balance  of  electric  manufacturing  account, 
Appropriation  for  operations, 

depreciation,  . 

suburban  lighting, 
Other  items  of  income, 
Interest  paid,   . 
Drainage  account, 


Dr. 


$4,844  64 


Depreciation,   . 
Suburban  lighting, 
Other  items,     . 
Balance  June  30,  1911, 


Cb. 
$2,342  55 
18,223  03 

1,439  89 


$22,005  47 

$22,005  47 

NT. 

Dr. 

Cr. 

$63,064  15 

1,439  89 

$4,844  64 

1,879  22 

5,637  10 

400  00 

14  26 

2,748  00 

275  00 

6.637  10 

389  21 

78  86 

60.856  99 

$73,632  21         $73,632  21 


MILLERS  FALLS  WATER  SUPPLY  DISTRICT. 

Assets. 

Real  estate, 

Steam  plant,     ......... 

Electric  plant,  ......... 

Electric  lines,   ......... 

Transformers,  ......... 

Meters,    .......... 

Arc  lamps,        ......... 

Incandescent  street  lamps,  ...... 

Due  for  electricity, . 

Tools  and  appliances,         ....... 

Cash  (or  town  treasury),    ....... 

Depreciation  fund,    ........ 

Sinking  funds,  ........ 


Total  assets,  as  per  books  of  the  plant.           ....  $18,567  26 

Liabilities. 

Appropriations  for  construction,          ......  $294  64 

sinking  funds 1.800  00 

Bonds  outstanding 15,000  00 

Unpaid  bills 44  53 

Interest  accrued  but  not  due,     .......  50  00 

Total  liabilities,  as  per  books  of  the  plant,     ....  $17,189  17 

Profit  and  loss  balance 1.378  09 


$1,035  05 

3,046  46 

1,927  31 

4,783  87 

463  61 

913  85 

35  74 

58  19 

1.131  99 

27  19 

2,306  72 

892  50 

1,944  78 
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Mantjfacturino  Account. 


Operating  expenBes,  . 

Income  from  sale  of  light  and  power, 

Balance  to  profit  and  loss, 


Pbofzt  and  Loss  Account, 


Balance  June  30,  1910, 
Balance  of  manufacturing  account. 
Income  from  sinking  funds, 
Rents,      .... 
Appropriation  for  interest, 

depreciation, 
Interest  paid,   ... 
Depreciation,   . 
Balance  June  30,  1911, 


Dr. 

Cr. 

S2,343  39 

$3,233  00 

889  61 

$3,233  00 

$3,283  00 

NT. 

Db. 

Cr. 

$505  52 

889  61 

57  96 

25  00 

500  00 

462  35 

$600  00 

462  35 

1,378  09 

$2,440  44 

$2,440  44 

NORTH  ATTLEBOROUGH. 

ASSBTS. 

Real  esUte $12,042  07 

Steam  plant 27,736  00 

Electric  plant 16,411  11 

Electriclines, 22,963  26 

Transformers, 7,521  10 

Meters, 10,626  06 

Arc  lamps, 163  35 

Incandescent  street  lamps, 261  42 

Due  for  electricity, 2,997  75 

Fuel  on  hand, 3,311  79 

Carbons  on  hand 12  90 

Incandescent  lamps  on  hand, 564  06 

Globes  on  hand, 8  79 

Other  materials  on  hand, 1,572  40 

Tools  and  appliances, 968  58 

Horses,  wagons,  etc., 100  00 

Sundry  accounts  receivable,                           250  20 

OfSce  furniture, 276  44 

Cash  (or  town  treasury), 7,869  88 

Depreciation  fund, 7,208  40 

Sinking  funds 20.702  31 

Total  assets,  as  per  books  of  the  plant,          ....  $143,567  86 

Profit  and  loss  balance, 10,868  91 

$154,436  77 

LlABILITIBB. 

Appropriations  for  construction, $27,526  82 

Overdrafts  for  construction,                           .         .                   .         .  881  73 

note  payments, 23,337  57 

sinking  funds,                         18,002  43 
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Bonds  outstanding $50,000  00 

Notes  payable, 33.660  00 

Unpaid  bills 866  42 

Deposits,           ..........  23  54 

Interest  accrued  but  not  due, 175  84 

Amounts  due  from  the  plant,  not  included  above,          ...  62  42 

Total  liabilities,  as  per  books  of  the  plant, 

Manxtfagturino  Account. 


Operating  expenses,  .... 
Income  from  sale  of  light  and  power,  . 
Balance  to  profit  and  loss, 


Pbofit  and  Loss  Account. 


Balance  June  30,  1010, 
Balance  of  manufacturing  account, 
Income  from  sinking  funds. 
Appropriation  for  operations, 

depreciation, 

Jobbing, 

Interest  paid,   ..... 
Maintenance  cash  used  for  construction, 

Depreciation, 

Sinking  fund  payments,     . 

Note  payments,        .... 

Other  items, 

Balance  June  30,  1011, 


. 

$154,436  77 

<JT. 

Dr. 

Cr. 

$20,873  80 

$30,687  75 

9.813  05 

$30,687  75 

$30,687  75 

NT. 

Dr. 

Cr. 

$16,301  45 

$9,813  95 

853  00 

3,199  99 

4.493  20 

81  60 

3,415  59 

881  73 

4,493  20 

1.500  00 

2.695  00 

23  68 

10.868  91 

$29,310  65        $29,310  65 


NORWOOD. 


ASSBTS. 

Real  estate $6,455  56 

Electric  plant, 3,690  56 

Electric  lines, 45,353  62 

Transformers. 5,668  75 

Meters 6,701  77 

Incandescent  street  lamps,          .......  2,179  43 

Due  for  electricity 3,038  46 

Incandescent  lamps  on  hand,      .......  435  44 

Other  materials  on  hand 1,428  52 

Tools  and  appliances,         ........  50  00 

Automobile 288  00 

Office  furniture. 400  00 

Cash  (or  town  treasury) 5.088  46 

Depreciation  fund 2.134  53 

Insurance,        ..........  114  13 


Total  assets,  as  per  books  of  the  plant $83,027  23 
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LiABiunss. 

Appropriations  for  confitruction, $12,551  59 

note  payments, 14,400  00 

Notes  payable 45.500  00 

Unpaid  bills, 1,943  76 

Interest  accrued  but  not  due, 152  08 

Total  liabilities,  as  per  books  of  the  plaht $74,547  43 

Profit  and  loss  balance 8,479  80 


Manutagtubino  Account. 


$83,027  23 

Db. 

Cb. 

$18,780  74 

$25,347  51 

427  01 

6,993  78 

Operating  ez];>enses, 

Income  from  sale  of  light  and  power,  . 

other  sources. 
Balance  to  profit  and  lo^s, 

$25,774  52        $25,774  52 

Pbofft  and  Loss  Account. 

Db.  Cb. 

Balance  June  30,  1910, $5,084  88 

Balance  of  manufacturing  account,      .         •         •  6,993  78 

Appropriation  for  operations,      ....  488  65 

Jobbing 480  13 

Interest  paid, $2,028  33 

Depreciation, 2,539  31 

Balance  June  30,  1911 8,479  80 


$13,047  44         $13,047  44 


PEABODY. 


Abbbtb. 

Real  estate, $10,169  81 

Steam  plant 27,114  07 

Electric  plant,           . 29,189  10 

Electric  Unes, 33.451  26 

Transformers, 11,351  67 

Meters 12.564  18 

Arc  lamps 3.883  60 

Inside  wiring 768  95 

Due  for  electricity,    .         .         .         .         .*        .         .         .  9.145  31 

Fuel  on  hand, 120  00 

Carbons  on  hand,               95  00 

Oil  and  waste  on  hand, 15  00 

Incandescent  lamps  on  hand, 400  00 

Globes  on  hand, 75  00 

Other  materials  on  hand 2,177  46 

Tools  and  appliances, .         .         .  175  00 

Horses,  wagons,  etc.,                   . 400  00 
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Cash  (or  town  treasury), 
Depreciation  fund,    . 
Sinking  funds, 


S13.781  47 

4,011  62 

19,528  84 


Total  assets,  as  per  books  of  the  plant, 
Profit  and  loss  balance,      .         .         .         . 


Liabilities. 


Appropriations  for  construction. 
Overdrafts  for  construction. 
Appropriations  for  bond  payments, 
note  payments, 
sinking  funds. 
Bonds  outstanding,  . 
Unpaid  bills,    .... 
Interest  accrued  but  not  due,     . 


$178,417  34 
25,886  38 

$204,303  72 

$65,631  50 

4.663  77 

4.000  00 

22,700  00 

15.200  00 

90,000  00 

1.245  95 

862  50 


Total  liabilities,  as  per  books  of  the  plant,     . 

MANXTFACTUBINa  ACCOXTNT. 


Operating  expenses,  .... 
Income  from  sale  of  light  and  power,  . 

other  sources. 
Balance  to  profit  and  loss, . 


Dr. 
$36,853  17 


$36,853  17 


Pbout  and  Loss  Accoxtnt. 


Balance  June  30,  1910, 
Balance  of  manufacturing  account. 
Income  from  winlrfng  funds. 
Interest  received, 
Appropriation  for  operations, 

interest, 

depreciation. 
Interest  paid,   . 
Depreciation,   . 
Returned  to  town  treasurer  —  unavailable 

to  Jan.  16,  1911,    . 
Balance  June  30,  1911, 


funds 


Db. 
$27,286  61 
535  34 


3,491  60 
5,615  70 

1,712  07 


$204,303  72 

Cb. 

$35,717  83 
600  00 
535  34 

$36,853  17 
Cb. 


$811  68 
10  33 
2.967  23 
3.350  00 
5,615  70 


25,886  38 


$38,641  32         $38,641  32 


READING. 
Abbbtb. 


Real  estate. 
Steam  plant,     , 
Electric  plant, 
£Uectric  lines,   , 
Transformers,  . 
Meters.    . 


$11,526  59 

10.781  61 

12,733  93 

33,016  96 

6.603  33 

9.444  46 


Arc  lamps 4,709  17 

Incandescent  street  lamps, 1.514  53 
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Due  for  light  and  power, $3,727  83 

Fuel  on  hand, 139  71 

Carbons  on  hand, 10  44 

Oil  and  waste  on  hand 30  53 

Incandeeoent  lamps  on  hand, 582  03 

Globes  on  hand, .  36  62 

Other  materials  on  hand 3,679  25 

Tools  and  appliances, 1,222  92 

Horses,  wagons,  etc., 648  85 

Sundry  accounts  receivable, 33  15 

OflSce  furniture, 562  85 

Cash  (or  town  treasury) 9,072  94 

Insurance 730  26 

Total  assets,  as  per  books  of  the  plant $110,807  96 

Profit  and  loss  balance, 36,131  95 

$146,939  91 
LiABiunss. 

Appropriations  for  construction,          ......  $24,115  04 

Overdrafts  for  construction, 3,211  64 

Appropriations  for  bond  payments,     ......  28,000  00 

note  payments, 21,000  00 

Bonds  outstanding 51,000  00 

Notes  payable, 15,300  00 

Unpaid  biUs, 2,781  81 

Deposits, 829  67 

Interest  accrued  but  not  due, 702  25 

Total  liabilities,  as  per  books  of  the  plant $146,939  91 

Manufactubino  Account. 

Dr.  Cb. 

Operating  expenses, $23,442  94 

Income  from  sale  of  light  and  i>ower,  .  $27,216  75 

other  sources,         ....  444  75 

Balance  to  profit  and  loss, 4,218  56 

$27,661  50  $27,661  50 

pBOFir  AND  Loss  ACCOUNT. 

Db.  Cr. 

Balance  June  30. 1910 $35,659  67 

Balance  of  manufacturing  account,  $4,218  56 

Interest  received, 48  12 

Appropriation  for  operations,      ....  570  78 

interest 1,300  00 

Jobbing, 167  29 

Interest  paid 2,697  25 

Depreciation, 4,079  78 

Balance  June  30,  1911 36.13195 

$42,436  70  $42,436  70 
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ROWLEY. 

Assets. 
Real  estate,      ........ 

$344  17 

Eleotrio  plant,           ....... 

523  60 

Elwtricline-**,  ........ 

8,902  52 

Tranflformere,  ........ 

716  12 

Meters.    ......... 

432  90 

Incandescent  street  lamps. 

Due  for  electricity.   ....... 

1,164  57 
58  38 

Tools  and  appliances,        ...... 

24  38 

Cash  for  town  treasurv).   ...... 

2,491  05 

Total  assets,  as  per  books  of  the  plant. 
Profit  and  loss  balance,      ...... 

$14,658  59 
355  41 

LXABIUTIBS. 

Appi:opriation  for  construction 

note  payments,        .... 

$15,014  00 

$2,401  00 
400  00 

Notes  payable,          ....... 

11.600  00 

Unpaid  biUs 

309  40 

Interest  accrued  but  not  due, 

Amounts  due  from  the  plant,  not  included  above. 

De. 
$1,325  88 

58  00 
245  60 

Total  liabilities,  as  per  books  of  the  plant,     . 

MAMurACTuaiNo  Account. 

Operating  expenses, 

Income  from  sale  of  light  and  power. 

Balance  to  profit  and  loss,           .... 

$15,014  00 

Cr, 

$968  47 
357  41 

pBoriT  AN 

Balance  of  manufacturing  account. 

Appropriation  for  operations,     . 
interest, 
depreciation,  . 

Interest  paid.  .... 

Depreciation.   .... 

Balance  June  30,  1911.      . 

D  Loss  Account. 

$1,325  88 

Db. 
$357  41 

638  00 
360  00 

$1,325  88 

Cb. 

$60  00 
480  00 
360  00 

355  41 

$1,255  41 

$1,255  41 
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SHREWSBURY. 

AB8BT8. 


Real  estate. 
Electric  plant, 
Electric  lines.  • 
Transformen,  • 
Meters,    .... 
Incandescent  street  lamps. 
Due  Tor  light  and  power,   . 
Incandescent  lamps  on  hand. 
Tools  and  appliances. 
Cash  (or  town  treasury),   . 
Depreciation  fund, 


$544  09 

2,592  36 

25,757  66 

633  44 
1,003  29 

521  75 

780  45 
39  93 

187  38 
2,682  99 
1.660  48 


Total  assets,  as  per  books  of  the  plant. 


$36,410  62 


LiABiLiTnca. 


Appropriations  for  construction, 

note  payments, 
Notes  payable. 

Unpaid  bills,    .... 
Interest  accrued  but  not  due,     . 


$5,943  31 

4,000  00 

24,300  00 

584  45 

272  02 


Total  liabilities,  as  per  books  of  the  plant, 
Profit  and  loss  balance,      .... 


$35,099  78 
1,310  84 


MANtnPACTURIirG  ACGOUMT. 


Operating  expenses,  .... 
Income  from  sale  of  light  and  power,  . 
Balance  to  profit  and  loss, 


Db. 
$5,517  87 


$5,517  87 


$36,410  62 
Cb. 

$4,095  35 
1,422  52 

$5,517  87 


pBorrr  and  Lobs  Accoumt, 


Balance  June  30, 1910, 

Balance  of  manufacturing  aocoimt, 

Appropriation  for  operation, 

interest, 

depreciation, 

Jobbing 

Interest  paid,  . 
Depreciation,  . 
Return    to  town  treasury  —  unavailable 

Jan.  31,  1911, 
Balance  June  30, 1911, 


funds 


Db. 
$1,422  52 


935  44 
950  00 

9  06 
1,310  84 


Cb. 

$844  88 

1.894  33 

933  32 

950  00 

5  33 


$4,627  86 


$4,627  86 
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TAUNTON. 

A88BT8. 

Real  estate 161,720  12 

Steam  plant 03,0S8  15 

Electric  plant, £6,a64  67 

Electric  lines, 60,378  79 

Transformers, 24,624  16 

Meters. 13,713  02 

Are  lamps, 13,8^8  20 

Due  for  electricity, 12,768  28 

Fuel  on  hand 2,772  00 

Carbons  on  hand, 102  45 

Oil  and  waste  on  hand, 75  00 

Incandescent  lamps  on  hand, 1,647  05 

Globes  on  hand, 91  55 

Other  materials  on  hand 661  16 

Tools  and  appliances, 5,762  88 

Horses,  wagons  and  automobiles, 825  32 

Sundry  accounts  receivable, 074  03 

Office  furniture, .  1,572  99 

Cash  (or  dty  treasury), 13,751  73 

Depreciation  f\md, 13,058  71 

Sinking  funds 95.125  06 


Total  assets,  as  per  books  of  the  plant,  ....       $473,795  12 


LiABILXTIBS. 

Appropriations  for  construction,           ......  $23,437  28 

note  payments, 1.500  00 

sinking  funds, 56,604  29 

Bonds  outstanding '     364,000  00 

Unpaid  bills, 3,380  53 

Interest  accrued  but  not  due, 1,139  15 

Amounts  due  from  the  plant,  not  included  above,        .  492  04 

Total  liabilities,  as  per  books  of  the  plant $450,553  29 

Profit  and  loss  balance, 23,241  83 


$473v795  12 

MANI77AGTUIlINa  ACCOUWT. 

Db.  Cb. 

Operating  expenses $51,803  03 

Income  from  sale  of  light  and  i>ower,  .  $78,199  37 

Balance  to  profit  and  loss,  ....  26,396  34 


$78,199  37  $78,199  37 

pBOFrr  AKD  Lose  Account. 

Db.  Cb. 

Balance  June  30.  1910 $19,474  98 

Balance  of  manufacturing  account,      .                  .  26.396  34 

Income  from  sinking  funds.        ....  3,114  00 
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Db.  Cb. 

Appropriatioxi  for  interest,          ....  96,861  25 

operstioziB,      ....  2,795  13 

Interest  paid, $13,718  13 

Depredation, 10,932  05 

Maintenance  cash  voted  for  oonstruotion  Dec.  1, 

1910 7,535  53 

Other  items, 3,214  16 

Balance  June  30, 1911, 23,241  83 


TEMPLETON. 


$58,641  70         $58,641  70 


ASBBTB. 

Electric  plant, $989  99 

Electric  lines 21,773  04 

Transformers 1,258  07 

Meters, 1,857  89 

Are  lamps, 38  39 

Incandescent  street  lamps, 215  00 

Dne  for  light  and  power, 565  52 

Carbons  on  hand, 2  70 

Incandeeoent  lamps  on  hand, 261  82 

Tools  and  appliances, 231  01 

Office  fomitare 140  38 

Cash  (or  town  treasuiy), 1,759  52 

Depreciation  fund, 1,411  15 


Total  assets,  as  per  books  of  the  plant,          ....  $30,504  48 

LlABILXTIBS. 

Appropriations  for  oonstruction, $3,112  50 

note  payments, 6,366  68 

Notes  payable, 19,349  99 

Unpaid  bills, 359  68 


Total  liabilities,  as  per  books  of  the  plant $29,188  85 

Profit  and  loss  balance, 1,315  63 


$30,504  48 

MANUFACTURmO  AcOOtTMT. 

Db. 

Cb. 

Operating  expenses, $4,349  91 

Income  from  sale  of  light  and  power,  . 

$4,718  08 

other  sources,         .         . 

290  98 

Balance  to  profit  and  loss,          ....                 659  15 

$5,009  00 

$5,009  06 

Pbotit  and  Loss  Aocouxrr. 

Dr. 

Cb. 

Balance  June  30, 1910, 

$1,366  64 

Balanoe  of  manufacturing  account,     . 

659  15 

Appropriation  for  operations,     .... 

72  75 

interest,          .... 

262  05 

depreciation 
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Interest  paid, 

Depreciation, 

Returned  to  town  treasury  —  unavailable  as  of 

Feb.  1.  1911, 

Balance  June  30, 1911 


LIUHT. 

IJan. 

Db. 

$813  06 
860  92 

Cb. 

231  00 
1,315  63 

WAKEFIELD. 


$3,211  51  $3,211  51 


Absst8» 

Real  estate $22,051  34 

Machinery  and  manufacturing  appliances  (gas),  ....  46,058  47 

Street  mains  (gas), 42,243  04 

Meters  (gas), 0,587  37 

Due  for  gas 3,082  05 

Gas  coal  on  hand, 2,626  10 

Coke  on  hand 400  00 

Enrichers  on  hand, 353  44 

Purifying  materials  on  hand, 322  50 

Other  gas  materials  on  hand 2,150  20 

Tools  and  appliances  (gas), 1,070  04 

Fire  alarm  supplies,           ........  66  23 

Fire  alarm  installation 3,853  25 

Steam  plant  (electric) 12,662  08 

Electric  plant, 12,661  55 

Electric  lines, 24,350  49 

Transformers 4,285  59 

Meters  (electric) 4,807  64 

Arc  lamps, 2,455  73 

Incandescent  street  lamps, 130  26 

Due  for  electricity 1,611  90 

Carbons  on  hand, 9  15 

on  and  waste  on  hand,                         .  • 49  48 

Incandescent  lamps  on  hand,      .......  170  77 

Globes  on  hand, 8  26 

Other  electric  materials  on  hand 3,454  89 

Motors 472  19 

Tools  and  appliances  (electric) .  842  45 

Horses,  wagons  etc 1.324  88 

Sundry  accounts  receivable, 1,040  90 

Office  furniture 620  02 

Cash  (or  town  treasury) 7,620  OO 

Depreciation  fund .         .         .         .  2,470  07 

Insurance, 830  88 

Total  assets,  as  per  books  of  the  plant,          ....  $217,563  10 

Profit  and  loss  balance, 67,113  34 

$284,676  44 

LlABILITIEg. 

Appropriations  for  construction, $42,581  12 

bond  payments, 84,000  00 

note  payments, 8,300  00 

fire  alann  construction 1,715  06 
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Bonds  outstanding, $138,000  00 

Notes  payable, 1.000  00 

Unpaid  bills, 6,722  96 

I>epomte 959  00 

Interest  accrued  but  not  due, 1,398  30 

Total  liabOiUes.  as  per  books  of  the  plant $284,676  44 

Manttfactubinq  Accotjkt. 

Operating  expenses:                                                                Db.  Cb. 

Gas, $33,683  34 

Electric, 19,478  31 

Income  from  sale  of  gas, $37,873  89 

residuals, 7,017  82 

other  sources  (gas),         .         .         .^  40  18 

sale  of  electric  light  and  power,  16,472  47 

other  sources  (electric),  .  1,200  00 
Balance  to  profit  and  loss: 

Gas 11,248  65 

Electric 1,805  84 


pBCFir  Ain>  Loss  Account. 

Balance  June  30,  1910 

Balance  of  gas  manufacturing  account, 
Balance  of  electric  manufacturing  account, 
Appropriations  for  operations,     .... 
fire  alarm  maintenance,  . 

Jobbing, 

Other  items  of  income,       ..... 

Interest  paid, 

Loss  on  jobbing  biUs,         ..... 
Returned  to  town  treasury  —  unavailable  balance 

Dec.  31,  1910, 

ilre  alarm  maintenance, 

Depreciation 

Maintenance  funds  used  for  bond  payments. 

Other  items, 

Balance  June  30, 1911 


$64,410  20 

$64,410  20 

NT. 

Db. 

Cb, 

$69,612  52 

$11,248  55 

1,805  84 

6,185  05 

2,744  17 

726  63 

59  50 

5.594  05 

33  74 

11  00 

444  86 

6,813  88 

3,750  00 

11  35 

67,113  34 

$88,077  24 

$88,077  24 

WELLESLEY. 


Assbts. 

Real  estate,      . $7,390  00 

Electric  plant, 4,793  00 

Electric  lines, 36,392  90 

Transformers,  . 3.223  70 

Meters 5,226  80 

Incandescent  street  lamps 2,482  80 

Due  for  electricity 1,928  65 

Incandescent  lamps  on  hand, 422  59 

Other  materials  on  hand, 1,400  52 
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Tools  and  appliances, <  $190  00 

Horses,  wagons,  etc.,          ........  100  00 

Sundry  aooounts  receivable, 368  48 

Furniture 210  00 

Cash  (or  town  treasury), .  14,084  15 

Depreciation  fund, 706  16 

Total  assets,  as  per  books  of  the  plant,          .         .         .         .  $78,800  75 

Profit  and  loss  balance, 4,952  77 

$83,822  52 

LlABILmSS. 

Approprifttions  for  oonstruotion, $25,500  19 

bond  payments, 39,000  00 

Bonds  outstanding, 19,000  00 

Interest  accrued  but  not  due,     .......  253  33 

Total  liabilities,  as  per  books  of  the  plant.     ....  $83322  52 

Makovaoturing  Accoumt. 

Db.  Cb. 

Operating  expenses $22,043  39 

Income  from  sale  of  light  and  power,  .  $20,700  96 
Balance  to  profit  and  loss,           ....              4,657  57 

$26,700  96  $26,700  06 

Pbofit  and  Loss  Accouirr. 

Db.  Cb. 

Balance  June  30,  1910 $3,002  82 

Balance  of  manufacturing  account,     .  $4^657  57 

Appropriation  for  operation,       ....  551  14 

Interest  paid, 806  66 

Depreciation, 3,352  00 

Appropriation  for  construction,  transferred  from 

maintenance,         ......  3,000  00 

Balance  June  30,  1911, 4,962  77 

$10,161  48  $10,161  48 

WEST  BOYLSTON. 

ASSBTS. 

Real  estate $842  50 

Electric  lines, 14,350  34 

Transformers, 511  59 

Meters 612  74 

Incandesoent  street  lamps, '       .  145  58 

Due  for  electricity, 90  33 

Incandesoent  lamps  on  hand, lAl  01 

Tools  and  appliances, 60  00 

Office  furniture, 25  00 

Cash  (or  town  treasury) 4,127  11 

Depreciation  fund, .  481  17 

Total  assets,  as  per  books  of  the  plant,          ....  $21,416  32 
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LlABZUTIBS. 

AppropriatioDB  for  construotion, $5,069  67 

note  payments, 1,000  00 

Notes  payable 13,000  00 

Interest  accrued  but  not  due, 27  44 


Total  liabilltiee,  as  per  books  of  the  plant,    . 

. 

$19,697  11 

Profit  and  loss  balance, 

- 

1,719  21 

$21,416  32 

Manxjtactubing  Account. 

Dr. 

Cr. 

Operating  expenses, 

$1,330  11 

Income  from  sale  of  light  and  power,  . 

$691  33 

Balance  to  profit  and  loss. 

• 

638  78 

$1,330  11 

$1,330  11 

Pboftt  and  Loss  Accouot?. 

Dr. 

Cb. 

Balance  of  manufacturing  account. 

$638  78 

Appropriation  for  operation. 

$2,465  18 

mterest. 

820  00 

depreciation, 

481  17 

Interest  paid,   . 

587  44 

Depreciation,   . 

481  17 

Other  items,     . 

339  75 

Balance  June  30,  1911,      . 

1,719  21 

$3,766  35 

$3,766  35 

WESTFIELD. 

ASSBTS. 

Real  estate $56,271  14 

Machinery  and  manufaotuiing  appliances  (gas),  ....  20,341  05 

Street  mains  (gas) 43,139  20 

Meten  (gas) 12,985  74 

Due  for  gas, 6,677  43 

Gas  coal  on  hand 807  84 

'  Coke  on  hand, 700  00 

EDriohen  on  hand, 346  00 

Purifying  materials  on  hand,      .......  17  80 

Other  gas  materials  on  hand 4,786  06 

Glasoahand, 85  26 

Toots  and  appliances  (gas) 437  25 

Steam  plant  (electric), 32,370  53 

E&sotrio  plant, 21,878  67 

Eleotrio  lines 15,934  05 

Transformers, 8,262  22 

Meters  (electric), 5,423  86 

Arc  lamps, 2,996  28 

Incandescent  street  lamps,          .......  33  15 

Insidewiriag, 626  25 

D«e  for  electricity, 5,776  44 
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Fuel  on  hand  (eleotrio) $1,606  20 

Carbons  on  hand,      .........  112  71 

Oil  and  waste  on  hand, 60  34 

Inoandesoent  lamps  on  hand,      .......  79  46 

Other  electric  materials  on  hand,         ......  1,512  22 

Tools  and  appliances  (eleotrio) 594  72 

Sundiy  accounts  receivable,        .......  3,279  63 

Office  furniture 543  OO 

Cash  (or  town  treasury), 71,174  88 

Depreciation  fund, 3,854  79 

Total  assets,  as  per  books  of  the  plant $322,612  17 


Liabilities. 

Appropriations  for  construction,          ......  $77,000  00 

Bonds  outstanding, 118.000  00 

Unpaid  bills, 7,687  06 

Deposits, 942  30 

Interest  duo  but  not  paid,           ........  170  00 

Interest  accrued  but  not  due, 820  00 

Total  liabilities,  as  per  bookis  of  the  plant,     ....       $204,619  36 

Profit  and  loss  balance, 117,992  81 


$322,612  17 


Manufagturinq  Account. 
Operating  expenses:  Db.  Cr. 

Gas $32,395  52 

Electric 27,136  54 

Income  from  sale  of  gas, $40,266  55 

residuals 6,497  (X) 

other  sources  (gas),        ...  1  26 

sale  of  electric  light  and  power,        .  28,654  73 

other  sources  (electric),  .         .  826  53 

Balance  to  profit  and  loss: 

Gas, 14,369  29 

Electric, 2,344  72 


$76,246  07         $76,246  07 
Profit  and  Loss  Account. 


Balance  June  30,  1910, 
Balance  of  gas  manufacturing  account, 
Balance  of  electric  manufacturing  account. 
Interest  received,      .... 
Bond  premiums,        .... 
Appropriation  for  operations. 

Jobbing, 

Other  items  of  income. 

Interest  paid,  ..... 

Depreciation,   ...... 

Other  items, 

Balance  June  30,  1911,      ... 


Dr. 

Cr. 

$103,458  56 

14,369  29 

2,344  72 

1,155  56 

195  00 

10,468  64 

1,040  87 

9  00 

$5,708  33 

8,797  94 

542  56 

117,992  81 

$133,041  64 

$133,041  64 
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Table  4. 

The  following  table  shows  the  daily  capacity  of  the  several  works  June  30,  1911, 
and  the  greatest  and  least  day's  output  during  the  year  ending  with  that  date,  for 
each  of  the  companies:  — 


COICPANT. 


Daily 

Capacity  of 

Worka. 


Greatest 
Output. 


Date. 


Least 
Output. 


Date. 


Adams, 
Amesbury,    . 
Amherst, 
Arlington,     . 
Athol. 
Atileboro,     . 

Barre, 

Bemairdstofi, 

Beverly, 

Boston, 

Blaokstone,  . 

Brockton, 

Cambridge,  . 

Chariestown, 

Chioopee, 

Citizens'  (Ndntuoket), 

Citisens'  (Quincy). 

Clinton, 

Danvers, 
Dedham, 

East  Boston, 
Easthampton, 
EdiBon  (Brockton), 

Fall  River,  . 
Fitchburg,  . 
Framingham, 

Gardner, 
Georgetown, 
Gloucester,   . 
Greenfield,    . 

Hadley, 
Hatfidd, 
Haverhill,     . 
Hyannis, 

Ipswich, 

Lawrence,     . 
Leominster,  . 
Lexington,    . 
Lowell, 
Lynn,  . 

Maiden, 
Marion, 
Marlborough-Hudson , 
Milford, 


Feet. 

_i 

200,000 
160,000 
160,000 
75,000 
300,000 

.1 
_« 

300,000 
31,000,000 

1,500,000 

7,000,000 

1,620,000 

640,000 

35,000 

_i 

285,000 
20.000 


1,200.000 
60,000 
10,000 

4,000,000 

1.206,000 

150,000 

250,000 

500 

726,000 

288.000 


500 

2,000.000 

1.200 

288,000 

4,812,000 
300,000 

«i 

4,000,000 
6,000,000 

2,760,000 

2,000 

200,000 

150,000 


Feet. 

123,500 
14,350 

184,300 
40,800 

207,000 

_s 

_« 
268,800 
19,409.000 

1,039,000 

3.418,000 

1,246,000 

218,200 

23.830 

265,000 

112,600 


219,600 

1,343,000 

62,154 

6,964 

2,269,700 

395,000 

99,000 

_« 

-t 

308,700 

81,700 

88 

931,000 


22,000 

1,830,055 
191.200 
__» 

2,524,000 
2,523,826 


July  9 
Dec.  2 
May  16 
Nov.  12 
Oct.  7 


Dec.  30 
Dec.  24 

Jan.  21 

Dec.  24 
Dec.  24 
July  13 
July  6 
Sept.  8 
Dec.  24 


Dec.  24 

Dec.  24 
Dec.  31 
Sept.  13 

Dec.  24 
July  16 
Dec.  24 


Dec.  24 
Sept.  9 

Feb.  -* 

Dec.  6 

Dec.  24 

Dec.  24 
Dec.  24 

Dec.  24 
Dec.  21 


1,905,000  Dec.  24 

It      ! 

137.000  I  July  16 
90.400  Dec.  24 


Feet. 

14.300 
4,210 
86,200 
10.000 
70,000 

113,300 
6,]J7,000 

480.400 

1,151.000 

467,000 

115,800 

5,970 

83.000 

15.900 


111,700 

640,000 
19,345 
.  1,341 

1,041,700 

158.000 

38,000 

_t 
—  t 

146,700 
33,100 

41 

_« 

376,000 


5,000 

769,394 

57,600 

2,500 

914,000 

1,286,772 

984.000 

61,000 
38,200 


Dec.  9 
Apr.  16 
Aug.  22 
July  •  4 
July  24 


May  21 
July  24 

July     3 

July  24 
July  24 
Oct.  30 
Mar.  26 
Jan.  29 
Dec.  25 


July  10 

Apr.  23 
Apr.  10 
Mar.  27 

Apr.  23 
Mar.  26 
Mar.    9 


Oct.  16 
Mar.    5 

Aug.  -2 

July  10 

July     3 

July  24 
May  5 
Nov.  30 
July  10 
July     4 

July  15 

Mar.  20 
May  28 


^  No  generating  plant. 


«  No  record. 
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Table  4  —  Concluded, 


Company. 


Daily 

Capacity  of 

Works. 


Greatest 
Output. 


Date. 


Output. 


Date. 


Natick, 

New  Bedford, 

Newburyport, 

Newton, 

North  Adams, 

Northampton, 

North  Attleborough, 

Northfield,    . 

Norwood, 

OtiB  Co.  (Ware), 

Peoples'  (Stoneham), 
Pittsfield,      . 
Pljnaiouth,    . 

Sadler,  T.  G.  (South  Ai- 

tleborough), 
Salem, 

South  Hadley, 
Spencer, 
Springfield,   . 
Suburban  (Revere), 
Sunderland,  . 

Taunton, 

Vineyard  Haven,  . 
Vineyard  Lighting  (Oak 
Bluffs),      . 

Webster, 
Williamstown, 
Wobum, 

Worcester  Coimty, 
Worcester,    . 


Feet. 

126,000 
3,020.000 

200.000 
1,300,000 

825.000 

450,000 

215,000 
6,000 

160,000 

150,000 


950,000 
80,000 


1,700,000 
_i 

150.000 
3,600,000 
-t 

4,000 
700,000 

1,500 
150,000 

ai5,ooo 

80.000 

160,000 

6,200,000 


Feet. 

_i 

1,842,100 
146,600 

1,624.000 

384,000 

266,100 

177,900 

_i 

82,900 

96,083 

29.716 

478,600 

63,686 


664,000 

620 

127.000 

2,624,000 

481,633 


632,000 

1,340 

26.600 

120,600 

75,000 

81.000 

3,063,000 


Dec.  24 
Dec.  24 
Dec.  24 
Nov.  20 
Feb.  16 
Apr.  80 

Nov.  16 

Dec.  30 

Aug.  26 
Dec.  24 
Dec.  24 


Dec.  24 
May  19 
Dec.  24 
Dec.  24 
July  16 


Dec.  80 

Dec.    4 

Aug.  12 

Deo.  24 

Dec.  25 
Feb.  1 
Dec.  24 


F\Bet. 
_i 

805,000 

62,700 

677,000 

192,000 

61,300 

64,900 

32,200 

23,673 


230,900 
26,400 


328,000 

160 

16,200 

1,223,000 

198,175 

191.000 
310 


July  24 
Mar.  9 
July  10 
June  10 
Aug.  14 
Dec.  13 

Apr.  23 

July  24 


Mar.  26 
Apr.  23 


July  24 
July  20 
Apr.  24 
July  24 
Apr.  13 


July  24 
May  11 


4,800  !  Feb.  25 

62,330  !  Mar.  26 

40,000     June  25 
Apr.     9 


34,600 
1,262,000 


July  10 


>  No  reoord. 


*  No  genexating  plant. 
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Table  5. 

The  foUowinff  table  shows  the  total  quantity  of  gas  sold  during  the  year  ending 
June  30, 1911,  the  percentage  of  increase  in  sales  over  the  previous  year;  the  capit^ 
(including  bonds)  per  thousand  feet  sold,  omitting  those  companies  which  have 
electric  light  pliuits;  the  average  price  received  for  all  gas  sold  during  the  year 
ending  June  30,  1911,  and  the  average  price  the  year  previous:  — 

Coal  and  Water-ga8  Companiea. 


Capital 
per  ft  eold. 
ineludina 

Bonds. 

Average 

Average 

COMPAHT. 

Total  SalM 
ofOaa. 

InertMe 

over 
190»-10. 

Price 

received 

per  M  sold. 

Price 
received 
per  M  sold. 

1910-11. 

1000-10. 

Feet. 

Per  Cent. 

Adams, 

16,030.000 

4.68 

. 

$1.14 

$1.14 

Amesbury,  . 

12,900,500 

5.07 

$11.77 

1.63 

1.63 

Amherst,     . 

1,873,910 

276.04 

— 

1.72 

4.45» 

Arlington,   . 

40,680,600  > 

36.56 

8.33 

1.28 

1.29 

Athol. 

9,651,136 

13.64 

~ 

1.66 

1.59 

Attleboro,   . 

52,915,652 

8.08 

1.10 

1.20 

1.20 

Beverly, 

62,231,800* 

18.44 

1.13 

1.13 

Blackstone, 

3,023,800 

41.92 

. 

1.29 

1.29 

Boston, 

5,281,044,203 « 

5.12 

3.19 

.744 

.749 

Brockton,    . 

211,193,000 

9.53 

3.91 

1.11 

1.11 

Cambridge, 

717,054,369* 

7.03 

2.23 

.854 

.878 

Charlestown, 

255,288,034 

7.16 

. 

.867 

.906 

Chicopee,    . 

54.038,100 

14.39 

6.67 

1.19 

1.26 

Citisena'    (Nantucket). 

3,468,000 

2.66 

2.07 

2.06 

Citiiena'  (Quincy), 

61,174,549 

7.04 

io7o4 

1.43 

1.48 

Clinton, 

19.413,600 

1.79 

~ 

1.53 

1.48 

D'anvers, 

8,228.900 

16.42 

4.18 

1.62 

1.62 

Dedham,     . 

54.979.500 « 

14.16 

3.80 

1.04 

1.03 

East  Boston, 

339.564.043  » 

40.49 

1.69 

.861 

.89 

Easthampton,      . 

12,825,000 

16.17 

1.61 

1.60 

Fall  River, 

530,996.494 

7.14 

lT68 

.846 

.864 

Fitchburg,  . 

95.135.104 

11.71 

. 

1.14 

1.14 

23,848.100 

14.35 

7.97 

1.61 

1.65 

Gardner,     . 

9,312.000 

11.77 

8.92 

2.09 

2.10 

Gloucester, 

67,221.800 

9.47 

2.86 

1.10 

1.10 

Greenfield,  . 

17.875,900 

19.41 

13.46 

1.59 

1.64 

Haverhill,   . 

214.149.300 

5.30 

1.64 

.931 

1.02 

Ipswich,      . 

3.235.500 

12.06« 

9.52 

1.92 

1.88 

Lawrence,   . 

441,397,234 

6.63 

.905 

.902 

Leominster, 

28.529,700 

12.90 

6798 

1.48 

1.66 

Lexington,  . 

1.073.100. 

33.60 

41.75 

2.15 

3.68» 

584,959,300 

1.97 

1.75 

.927 

.941 

Lynn, 
Maiden,      . 

667,170,500 

10.17 

_ 

.78 

.777 

492,708,970' 

17.36 

3.83 

.864 

.906 

Marlborough-Hudson,  . 

28,779,700 

8.41 

8.83 

1.50 

1.53 

Milfoid,      . 

19,792,500 

1.78« 

4.43 

1.40 

1.53 

Natick,        . 

14,462,701 

2.40 

5.01 

1.56 

1.55 

New  Bedford, 

437,810.065 

21.51 

.857 

.91 

Newburyport, 

32.914.600 

6.91 

. 

1.39 

1.41 

Newton,      . 

372,796.986 

15.40 

1.88 

.94 

.976 

North  Adams, 

86.155,400»» 

8.51 

.882 

.902 

Northampton, 

68,570,700 

8.18 

2.32 

1.24 

1.33 

1  OU  gas  price. 

•  Includes  1,^010,000  feet  sold  to  other  oompaoies. 

•  Includes  8,253,400  feet  sold  to  other  companies. 

«  Includes  740,108,000  feet  sold  to  other  companies. 
>  Includes  ^2^800  feet  sold  to  other  companies. 

•  Includes  88,600  feet  sold  to  other  companies. 

T  Includes  13,465,971  feet  sold  to  other  companies. 
B  Decrease. 

•  Includes  102,414,800  feet  sold  to  other  companies. 
10  Includes  25,578,800  feet  sold  to  other  companies. 
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CoaL  and  Water^as  Companies  —  Concluded. 


Company. 


Total  Sales 
of  Gas. 


Inoreaoe 

©▼er 
1900-10. 


Capital 
per  M  sold, 
iDcludiog 

Bonds. 


Average 

Price 

reoeived 

per  M  sold. 

1910-11. 


Average 

Price 

received 

perMeold. 

1909-10. 


North  Attleboroush, 
Norwood.    . 
Otis  Co.  rWare). 
Peoples'  (Stoneham), 
Pittsfield,    . 
Plymouth,  .         . 
Balem, 
Spencer, 
Springfield, 
Suburban  (Revere), 
Taxmton,     . 
Vineyard  Lighting  (Oak 

Bluffs),    . 
Webster,     . 
Williamstown, 
Wobum, 

Worcester  Coimty, 
Worcester, 


Feet. 

36,433.990 

15,233,900 

10,445,620 

4,899t250 

127,379,400 

12,707,500 

157,597,300 

24,078,600 1 

638,862,200 

112,798,870 

119.920,900 

1,613,000 
31,503,520 

7,572,300 

15,236,500 

16.336,900 

725.964,600 


Per  Cent. 

9.55 

10.76 

17.56 

11.62 

13.75 

8.43 

8.72 

3.16 

12.45 

23.69 

11.69 

6.51 

8.57 

10.72 

1.60 

28.12 

13.86 


$1.87 
4.86 

4T08 
3.26 
3.23 
3.33 

2.28 

1.92 


2.96 

18.17 

2.59 


$1.30 
1.57 
1.31 
1.79 
1.14 
1.79 
1.11 
1.13 

.828 
1.00 

.987 

2.92 
1.36 
1.15 
1.40 
1.65 
.806 


$1.31 
1.57 
1.33 
1.91 
1.16 
1.83 
1.11 
1.13 

.847 
1.03 
1.04 

2.93 
1.41 
1.25 
1.41 
1.62 
.805 


13.504,957,690 


Oilrgas  Company, 


Edison  (Brockton), 


825,480 


15.28 


$4.73 


$4.74 


Acetylene-gas  Companies, 


Atwood.   L.   S.   (Chat- 

ham), 

37,480 

11.63 

- 

$16.00 

$16.00 

Barre, 

134,131 

2.28« 

$17.89 

15.91 

16.14 

Bemardston, 

34.740 

21.48* 

74.84 

14.82 

14.68 

Cotuit, 

69,183 

23.15 

32.62 

16.61 

14.93 

Georgetown, 

63,280 

.3.48* 

150.13 

15.00 

16.00 

Gregory.  J.  D.  (Prince- 

ton), 

22,762 

31.57 

~ 

15.00 

16.00 

Hadley. 
Hatfield.      . 

21.952 

21.12 

89.97 

14.86 

16.02 

46,580 

36.30 « 

163.60 

14.90 

14.32 

Hyannis,     . 

202,300 

8.80 

29.73 

16.80 

16.72 

Marion, 

439,056 

2.60 

- 

15.44 

16.03 

Northfield, 

50,005 

4.69» 

66.43 

15.00 

16.00 

Sadler,  Thos.  G.  (South 

Attleborough), 

89,010 

12.96* 

- 

12.67 

12.77 

South  Hadley,      . 

131.170 

5.44« 

38.12 

13.50 

13.78 

Sunderland, 

19.177 

8.36* 

62.57 

15.00 

14.79 

Vineyard  Haven, . 

234.302 

.06» 

42.68 

12.57 

13.57 

Waite  A  Smith  (South 

Dartmouth),     . 

23,606 

66.82 

- 

20.00 

20.00 

1,618.723 

- 

- 

- 

- 

1  Includes  14.243,800  feet  aold  to  other  companies. 
>  Includes  02.235,200  feet  sold  to  other  companies. 
•  Decrease. 
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Table  6. 

The  following  tables  show  the  capital  (including  bonds),  the  gas  sold,  the  gas 
unaccounted  for,  and  the  number  of  consumers  per  mile  of  main;  also  the  gas  sold 
per  consumer.  Where  capital  is  employed  for  both  gas  and  eleotrio  light  the 
amount  per  mile  of  main  is  omitted. 


Coal  and  Water-gas  Companies. 


COBCPANY. 


Per  Mn«x  or  Main. 


CapitAl. 


Oas  aold. 


Oasun- 

aoootinted 

for. 


Number 
of  Con- 
■umers. 


GMSOld 

CoiiBumer. 


Adams,   . 

Amesbury, 

Amherst, 

Arlington, 

Athol,     . 

Attleboro, 

Beverly, 
Blackstone, 
Boston,  . 
Brockton, 

Cambridge, 

Charlestown,   . 

Chioopee, 

Citisens'  (Nantucket), 

Citisens'  (Quincy), 

Clinton, 

Danvers, 
Dedham, 

East  Boston,    . 
Easthampton, 

Fall  River, 
Fitchburg, 
Framingham,  . 

Gardner, 

Gloucester, 

Greenfield, 

Haverhill, 

Ipswich, 

Lawrence, 
Leominster, 
Lexington, 
Lowell,    . 
Lynn, 

Maiden, 
Mariborough-Hudson , 
Milford, 

Natick,  . 
New  Bedford, 


$3,991  06 
6,542  34 
2,900  93 

18,348  24 
6,907  79 

10,114  21 

6,346  08 

7,449  28 


2,473  44 
5,193  96 

8.109  60 


7.372  43 

11,167  63 

5,507  39 
5,729  00 
9,028  77 

5,150  76 

6,316  48 


6.859  60 
6,194  62 
5,824  13 


10,694  05 
5.465  64 
7,481  76 

6,138  85 


Feet. 

1,050,952 

339,174 

174,104 

785,480 

1,349,381 

2,646,635 

1,767,873 
1,088,544 
5,759,768 
1,764.671 

4,526.831 
4.324.500 
1.118,858 
1,677,299 
742,193 
1.227,543 

591,677 
1,367.959 

4,789,094 
1.070.558 

4,398,577 
1.682,369 
1,400,465 

617,518 

2,000.592 

671,510 

3,147,023 

663,539 

2,705,953 

980.964 

148,378 

3.323,783 

4,000,114 

2.789,334 

619,289 

1,686,588 

1.224,612 
4.032,174 


Feet. 

117,263 
59.132 
48,997 
52,403 
44,940 

128,384 

141,000 

199,733 
253,504 

293,632 
550,349 
153,507 
129,139 
76,025 
108,460 


110,841 

181,076 
141,936 

202,919 
138,340 
155,690 


186.462 
76,907 

210,514 

2,051 

153.850 
86.857 
46,113 
79,321 

253,840 

58,328 
116,872 
237,286 

50,616 


78.7 
29.8 
12.8 
51.6 
63.2 
123.8 

87.8 

76.7 

147.4 

93.6 

178.9 

175.6 

77.7 

183.8 

54.3 

63.7 

49.3 
62.8 


196. 
86. 

177. 
95. 

77. 


38.4 
85.0 
52.3 

125.2 

51.3 

123.5 

66.8 

23.5 

122.1 

153.5 

115.3 
51.4 
84.7 

84.4 
150.1 


Feet. 

13,358 

11,366 

13,579 

14,843 

21.352 

21,371 

17,457 
14,220 
32,540 

18,853 

25,122 
24,042 
14,406 
9.079 
12,944 
19,260 

11,996 
21,532 

22,530 
12,379 

24,479 
17,709 
18,177 

14,264 
23,176 
12,842 

24,699 

12,942 

21,826 
14,683 
6,312 
26.322 
26,053 

19,167 
12,042 
19,912 

13,638 
26.038 


1  No  record. 
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Coal  and  Water-gas  Companies  • 

—  Concluded. 

PsB  MxLB  OF  Main. 

GasBcld 

COMPANY. 

Capital. 

Gas  sold. 

Gas  un- 
accounted 
for. 

Number 
of  Con- 
sumers. 

per 
Consumer. 

Newburyport, 
Newton, 
North  Adams. 

North  Attleborough, 
Norwood, 

Otia  Co.  (Ware),       . 

People's  (Stoneham), 

Pittsfield, 

Plymouth. 

Salem 

Spencer, 
Springfield.      . 
Suburban  (Revere),  . 

Taunton, 

Vineyard    Lighting    (Oak 
Bluffs), 

Webster,          < 
Williamstowji, 
Wobum, 

Worcester  County.   . 
Worcester, 

$3,658  32 

3,761  39 
3,767  32 
3.864  31 

1,679  10 
6.948  01 
4,211  84 

7,538  98 

7,948  10 

3,341  26 

4,537  67 

4,237  39 

11,122  93 

Feet 
1,200,357 
1.948.295 
2,686.124 
1.619,907 
2,015.543 
795.520 

1.454.491 

411.316 
2.132.609 
1.305.412 

2,264,817 
2.152.566 
3.483,872 
1,897.065 

1,742,115 

674,272 

1,346,654 
615,729 

1,532.999 
233.162 

4,300.854 

Feet. 
75.443 
71.599 
398.971 
154.803 
146.688 
149,799 

232,698 

198,763 

77.094 

117.849 

199.427 

162.364 

116.731 

50.549 

165.857 

74.988 

110.365 

3.895 

210.333 

34.166 

307.997 

74.4 
69.4 
99.2 
77.4 
75.0 
49.2 

79.2 

44.7 
109.2 
100.0 

137.8 

68.2 

129.7 

114.4 

72.6 

127.1 

116.0 
30.2 
76.6 
18.6 

137.8 

Feet. 

16.143 

27.278 

19,043 

20,909 

26,869 

16.155 

18,348 

9.209 
19,531 
13.060 

16.437 
12.870 
24.120 
16.581 

24.018 

6.256 

11,600 
20,356 
20.022 
12,136 
30,910 

Oil-gas  Company, 


Acetylene-gas  Companies. 


Atwood,  L.  S.  (Chatham), 

Barre, 

Bemardston, 

Cotuit,    . 

(]reorgetown, 

Gregory,  J.  D.  (Princeton) 

Hadley,  . 

Hatfield, 

Hyannis, 

Marion,  . 

Northfield, 

Sadler,  T.  G.  (South  At- 
tleborough). 

South  Hadley. 

Sunderland.     . 

Vineyard  Haven. 

Waite  &  Smith  (South 
Dartmouth). 


$728  28 
2.308  78 
5.462  97 
3,856  09 

4,930  52 
2,097  34 
4,156  06 

3,758  13 


2.435  65 

977  78 

3,226  80 


53,543 

_i 

22.8 

40,702 

_ 

14.6 

30.849 

4,371 

24.0 

167,485 

— 

48.4 

25.686 

- 

20.7 

52,712 

-. 

25.6 

54.802 

4,733 

24.9 

13.663 

- 

10.0 

139,809 

— 

42.2 

35,696 

- 

8.5 

56,576 

296 

21.6 

117.494 

_ 

50.2 

63.897 

- 

12.7 

15,626 

2,579 

11.4 

75.606 

14,907 

26.5 

95,881 

1,584 

121.9 

2.343 
2,003 
1.287 
3.303 
1.241 
2.068 
2.195 
13.700 
2.897 
2.791 
2,632 

2.344 
2,823 
1.370 
2,418 

787 


>  No  record. 


Digitized  by  VjOOQ IC 


1912.] 


PUBLIC  DOCUMENT  — No.  35. 


233  a 


I. 


ftdil 


p^o    8 


II 


iZ 


cb     oo     oococo     ^o     coc)     th     goooo 
lo     t^cd     Qoioi     ^oi     ^^     GO     a»d^' 


s 


III     I  lo    IJ5    I  I    g    I  I  I 


I     II     III     II     II     I     III 


I  II  III  I   CO         I     I  I  III 


6« 


pq    pQ 


o 
O 


.-tic 

COtH 


t«       CX)  CdCO 


*2 

xo 
wo> 


ooc^o 


5000  ^1/5 
<P  ^  CO  X 
^CO       Wrf 


o     cent 
o«     oooa 


.  a 

§1 


tiS 


^    ^2    lis    ^§    I.S 


i 


11  § 


ceo   WW   S£   3   »3^^-" 


•§-- 


I 

'a 


cr 
a 

I 

9 

1 
1 


It 


i5& 


oogle 


234a 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


I 
5 


i§ 


II 


54 


S-s^^'j 


Is 


l^l¥ 


COMOO       N  «  CO  CD  ®  CO  t» 


0000      C5  '^      t* 

oco     oo«o     c^ 


a 


'  '  '  '    s 

o 


I    C9    •     •    •     • 

g     ^  o  o  o  o 

§        9.5  5  Q  Q 


§         .         ^ 


0»   S 


5»OrH 
5  00"^ 


40C<1CI 

-cooc 


00000 

CO  CO  CD 


00       •HiQ 
CO  CO       '^00 


COC^" 


^  00"  CO  ©"  ed  eo  rH 


•  iocoo) 
acoM«H 


pco 


5a»     »H 


03  08  .'a 


•a 

p 


•  J:;  o  95^ 


1 


eO  V  V  O  O  O  O 


ss 


0>«3»0      CO 'H  r-i  00  »-i  X  »0      CO      000      C>^«0      CO      t^»o 
CICO^      ^CO-^-^MCOCO      W  CO      »oco      rt«      wc^ 


§1     I     i  OOOOO)         I  1^11  I  II 

cocoon  r* 


III         I    I  O   I     I     I     I         I         I    I       O   I         I         II 


licoudllltii       b.       II        II        I       101 

i-<       iH  Ci  CO 


"'^  ss  a  -"§ 


eaa>«oooo     '3     *>>»    raS      d     ^^ 


G 

s 

I 


I 


1 


i 


I 

I 
I 
I 

9 


i 
I 


s 

s 


••3 

I 

7: 


Digitized  by 


Google 


1912.] 


PUBLIC  DOCUMENT  — No.  35. 


235a 


& 

M 

1   .3 


9 

rl 


o 

§ 

§ 

1 

o 

■•A 

i 


o 

■g 

o 

3 

I  I 


I 


a '5 


o 


§3  8S    8 

o 


CO     S  ^  ^ 
S     S  w^  o 

S  ^  cJ  s 


s 

i 


.r<»o«ococ4 


04 


CO    cf 


I 

I 


ii'  '  '    ' 

J3M  O  O  O       O 

S'S'SSS    9 


4 


.  s  «  a 

M  O  O  O 

§*  a  3  a 

iz;  o  O  O 


o 

J 


o  g     o  o     o 

ail  a  a  a 

OpQfeOO    O 


J'  '•   ""If 

•S  G  3 

o  »o  o     ar*6  © 


11' ■ 


a-- 
a 


00300000     I    cooto«oooo 


c^  oooooo 
ud  lo^tHiHoi 
O       fH^SoiO 


O         «-»OJ»000    »HO» 
vHXCO       lO    1-109 


4^ 

g 


i  s  £s 


S      3    S    S      S 


^6^6^  I 


g  gj 


5 

a 

<: 


d  o  c  o  o 


6^ 


111' 


I 


I 

Si 


1 1 


I 


-  '%%    - 


-^-  s 


a 


n 


ill 

o  o  w 


> 


3 

^ 


I  ill 


••a 
I 


^8 


236  a 


GAS  AND  ELECTRIC  LIGHT. 


[Jan. 


i 

I 

3 


I 

00 

9 


3 

11 


9 
•3 


O 


s 


N  N  CO       W 


•-•     99  Q  ^9  9       Qcd     o  9 
a»     09  0  00  o       too     o  o 


^x     ko       o  XiO     1-1     9t»  GO  904  eg       ooi^     c4X«o 

•g        (NCO       OJ  «5     ^  r^  rH     O    WO     »0  l5       «       hj 


I  o  o      o 


o    o  g 
9    9  fl 


3  S      3 
GO    O      O  0« 


o 

3 

o 


ad"  a  rad"  d" 
o  o   o    o  o    o 


OO  CJ 


3  3     31*3 


= iUt  ■  ■■  ■■ 


i0CDOC0i0pOO'-ik0(00)«0  I  o<-io^o   o 

OS  1-1     <o^«ococ^o         »     ^oeo^eo  N 
eogooOr-iiH        th  ^      lo 

»OrHO» 


II      o  1-; 


i*  1  si       i     I 

2     2 'rS.^    .S..2 

,B  'S .|.a  -   .a    '.2  ■ 

•i.-S  o  o  So  So  ^  fl-2  o      o"^  o  0.-3  -^ 

SoSoc3hcSho«-§So   oSooS  6 


f  f 
II 


8)3 


lis  ^ 


oc^,'<4^coiooot*qqpo  qo  qqop 

^  S^  5^**  do  ^'  22S®c4  ooc*'  o5d>o 

S  '^S  §3  "S  S  SSSS  5:8  SSS 

oT      "<ir  c»«ci"           »H              ©"  CO 


I  J    . 

rt  O  fl       o 


^  fS  M  <^ 


_  oSJ^  :^Jd  ^.A4  J< 
o  OO  ao  OO  o 
O  OO  -<0  OO  O 


o  G  a  o 

o<;^o 


©  © 

-  o  © 

^  >  > 

w2| 


I 

O 

u 

a 

a 


©      ©  © 

III 


•3  3 


o 
O 


^ 
3 


-co 
©  © 


a  o. 
B    S 


1    e'^ 

>      Co 

llr , 


©      OJ'M 


1-2 

4^4^       go       O 

Digitized  by 


.1 


•a 
I 


I 

•c 

I 

s 

S 

OQ 


Goog 


k 


1912.]  PUBLIC  DOCUMENT  — No.  35. 

Table  9,  — Oil  Gas. 


237a 


TaUe  0  shows  the  materials  and  quantity  of  each  used  in  the  production  of  oil 


gas. 


COMPANT. 

IfAterialsused. 

Quantity 

used 
(GaUoDs). 

Fuel  used. 

Quantity 
used. 

Amherst,  > 

Edison  (Brockton),    . 

Lexington,  * 

Gas  oil. 
Gas  oil. 
Gas  oU, 

_f 
19,333 
3,640 

Coke,     . 
Bituminous,    . 
Anthracite,     . 

12.9  tons. 
52.2  tons. 
42.0  tons. 

For  three  months  only.     >  Included  in  watergaa  quantities.     *  For  five  months  and  a  half. 


Table  10. 

The  following  table  shows  the  quantity  of  carbide  used  by  each  of  the  acetylene- 
gas  comiMmies  for  the  year  ending  June  30,  1911:  — 


Quantity 

Quantity 

COIIPANT. 

used 

COIIPANT. 

used 

(Pounds). 

(Pounds). 

Atwood,  L.  Sidney  (Chat- 

Marion,    .... 

100.900 

.9,600 

Northfield, 

10,600 

Barre,       .... 

45,000 

Sadler,  T.  G.  (South  Attle- 

Bemardston,     . 

9.950 

borough). 
South  Hadley,  . 

28,400 

Cotuit 

17,900 

33,900 

Georgetown, 

16,100 

SunderUnd, 
Vineyard  Haven, 

5.500 

Gregory,  J.  D.  (Princeton), 

5,400 

67,550 

6,050 

Waite  &  Smith(South  Dart- 

Hatfield, .... 

21,800 

mouth), 

6,900 

Hyannis,  .... 

51.400 
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Table  13.  —  Gas  Stoves  and  Engines. 

In  the  following  table,  designed  to  show  the  number  of  gas  stoves  and  engines 
supplied  by  the  several  companies  on  June  30,  1911,  the  figures  given  are  as  stated 
in  the  annual  returns. 


ColfPANT. 


Gas  Stoves. 


Gas  Engines. 


Adams,  . 

Amesbury, 

Amherst, 

Arlington, 

Athol,     . 

Attleboroufl^, 

Barre,    . 
Beverly, 
Blackstone,     . 
Boston, 
Brockton, 


Cambridge,     . 

Charleetown, 

Chicopee, 

Citizens'  (Nantucket), 

Citizens'  (Qtdncy),  . 

Clinton, 

Cotuit,  . 


Danvers, 
Dedham, 


East  Boston,  . 
Easthampton, 
Edison  (Brockton), 


Fall  River,      . 

Fitchburg, 

Framingham, 


Gardner, 
Georgetown, 
Gloucester, 
Greenfield, 


Hatfield,  . 
Haverhill, 
Hyannis, 


Ipswich, 

Lawrence, 
Leominster, 
Lexington, 
Lowell,  . 
Lynn,     . 


Maiden, 

Marion, 

Marlborough-Hudson, 

Milford, 


Natick,  . 
New  Bedford, 
Newbmyport, 
Newton, 
North  Adams, 


851 

629 

51 

2,212 
179 

1,000 

16 

1,462 

96 

_i 

6,842 

_i 

_i 

1,623 

98 

2,553 

574 

3 

468 
2,646 

3.735 
434 

110 

23,908 
4.371 
1.144 

480 

2 

1.820 

1,007 

8 

7,451 

2 

141 


21.266 

1,473 

90 

13,989 

33,651 

10,645 

20 

2,312 

226 

.1 

15,026 

1,288 

8.993 

3,025 


286 
14 


28 

18 

2 

7 

3 


9 
36 

51 
3 
2 

28 


27 

1 

I 

58 

20 

46 


6 
36 

27 


1  Unknown. 
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Table  13.  —  Oas  Stoves  and  Engines  —  Concluded. 


Company. 


Gas  Engines. 


Northampton, 
North  Attleborough, 
Norwood, 


Otis  Co.  (Ware), 


People's  (Stoneham), 

Pittsfield, 

Plymouth, 


Sadler,  T.  G.  (South  AtUeborough), 
Salem,  .... 

South  Hadley, 

Spencer,  .... 

Springfield,     .         «         .         . 
Suburban  (Revere), 
Sunderland,     .... 


Taunton, 


Vineyard  Haven,     . 

Vineyard  Lighting  (Oak  Bluffs), 

Webster 

Williamstown,          .      •  . 
Woburn,          .... 
Worcester  County,  . 
Worceeer 


5 

44 

1 


15 


>  Unknown. 
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Table  14.  —  Public  Ga8  Lamps, 

The  following  table  shows  the  number  of  street  lamps  supplied  June  30,  1911, 
the  net  increase  or  decrease  during  the  year,  the  average  price  per  thousand  feet 
received  from  gas  used  in  such  lamps,  and  the  cost  per  thousand  feet  for  the  care 
of  the  lamps  where  this  is  done  by  the  companies:  — 


Company. 

Number 
of  Lamps 
supplied. 

Increase. 

Decrease. 

Price 

received 

perM. 

including 

Expense 

oflishtinc 

and  Care 

of  Lamps 

perM" 

Barre, 
Boston,      . 

57 
11,606 

14 

184 

_ 

$19  41 
525 

$11  83 

Cambridge, 
Charlestown, 
Citizens*  (Nantucket), 
Citisens'  (Quincy),      . 
Cotuit, 

394 
520 

1 
213 

5 

11 

5 
5 

12 

85 

86 

2  00 

1  09 

30  00 

06 
25  22 

Dedham,   . 

18 

- 

30 

1  00 

02 

East  Boston, 

917 

365 

- 

791 

017 

Fall  River. 

471 

29 

- 

83 

- 

Gardner, 
Gloucester, 

117 
116 

1 
1 

_ 

2  77 
1  00 

1  68 

Haverhill,  . 
Hyannis,    . 

471 
32 

43 

23 

1  69 
30  00 

92 
8  01 

Lawrence, 
LoweU.       . 

96 
1,534 

19 
15 

- 

888 
1  76 

18 
1  00 

Marion,      . 

158 

1 

a 

21  33 

3  59 

Natick,      . 
New  Bedford,     . 
Newton,     . 

118 
1,122 
1,064 

1 
31 
10 

1  37 

2  32 
1  63 

11 

1  51 

83 

Otis  Co.  (Ware), 

1 

- 

__ 

1  50 

- 

South  Hadley,    . 
Springfield, 

49 
136 

11 

- 

14  42 
879 

5  45 

83 

Vineyard  Haven, 
Vineyard  (Oak  Bluffs), 

48 

1 

- 

- 

17  45 
1  18 

61 

Webster,    . 
Worcester  County, 
Worcester, 

1 

91 

576 

3 

- 

1  49 

4  45 

77 

3  25 
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APPENDIX  E.- ELECTRIC  STATISTICS. 


Table  1.  —  Financial  Statistics  for  Year  ending  June  30, 1911. 


. 

Capital 
Stock. 

Stock- 

Vnlue 
at  Par  of 

Buck  held 

iQ 

Musaoliu- 

DmtJESiiift. 

COMPANY. 

1 

1 

Abington  and  Rockland,     . 

Amesbury, 

Attleborough,    . 

Ayer 

Block  Plant  (Boeton) , 
Bridges,  J.  B.  &  Co.  (So. 

Deerfield),      . 
Buzzards  Bay  (Falmouth),. 

Cambridge, 

Cape  Light  (Provincetown), 

Central  Mass.,  . 

Chester,    .... 

Cob-ain,    .... 

Deerfield  River  (Conway),. 

Edison  (Boston), 

FaU  River, 

Foxborough, 

Franklin  (Turners  Falls),    . 

Gardner,  .... 
Gloucester, 
Great  Barrington, 
Greenfield, 

HaverhUl, 
Huntington, 
Hyde  Park, 

$189,000 

70,300 

235,000 

30,000 

9,500 

•5^648 
11,000 

850,000 
35.000 

150,000 
5,000 
2,500 

4,700 

15,603,700 

800,000 
16,500 
20,000 

170,000 
175.000 
125.000 
325.000 

446.800 

5,000 

287.500 

111 

27 

27 

6 

3 

4 

125 

23 

6 

4 

5 

6 

3,630 

240 

5 

12 

85 

59 

12 

133 

155 

4 

13 

108 

26 

27 

4 

3 

4 

116 
3 
6 
4 
5 

6 

3,070 

218 

5 

12 

84 

57 

10 

119 

102 

4 

13 

$184,300 

69,600 

235,000 

29^00 

9,500 

11,000 

837^500 
18,100 

150.000 
5.000 
2,500 

4,700 

13,749,400 

751,500 
16.500 
20,000 

169,900 
166,300 
122,000 
310,100 

258,200 

5,000 

287,500 

$15,120  00 

3,181  66 

28,200  00 

1,725  00 

1,729  38 

82,500  00 

192  00 

1,867.035  00 

60.000  00 

2,000  00 

7,207  00 
12,250  00 

9,375  00 
19,500  00 

35,744  00 

500  00 

20,125  00 

8 
»6 
12 

H 

30} 

no 

•4 

1- 

t- 

•12 

»8 

10 

•8 

7 

5* 

8 
10 

7 

^  One  and  one-quarter  per  cent,  on  $50,300;  one  and  one-quarter  per  cent,  on  $83,632.80;  two 
and  one-half  per  cent,  on  $70,300. 
>  No  dividend  declared, 
s  Unincorporated;  capital  invested. 
«  Five  per  cent,  on  $800,000;  five  per  cent,  on  $850,000. 
»  On  $4,800. 

•  Nine  per  cent,  on  $15,543,600;  three  per  cent,  on  $15,603,700. 
'  Two  per  cent,  on  $600,000;  six  per  cent,  on  $800,000. 

*  Four  per  cent,  on  $65,000;  four  per  cent,  on  $85,000  common  stock;  also  one  and  iVo  P^  cent, 
on  $85,000  preferred  stock. 
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Table  1. — Financial  Statistics  —  Concluded. 


COMPANY. 


Lee.  .  .  . 

Lenox, 
Leominster, 
Lowell,     . 

Maiden,   . 

Manchester, 

Marlborough,    . 

Middleton, 

MUford,    . 

Mill  River  (Williamsburg), 

Montague, 


Northampton,  . 
Norton,    . 

Pittsfield, 
Plymouth, 

Quincy,    . 

Salem, 

Shelbume  Falls, 
South  Hadlcy  Falls, 
Stockbridge, 
Sunderland, 

Union  (Franklin), 
United  (Springfield), 

Ware, 

Westborough, 

Weston,    . 

Wesrmouth, 

Winchendon, 

Worcester, 

Worcester  Suburban, 


Capitel 
Stock. 


Stooc- 


^ 
4 


S30.000 

20,T)00 

80,000 

1,023,000 

525,000! 

116,500; 

200,000, 
« 1,550 
40/X)0; 
15,000 
«  2,000 

117,400 
5,000 

375,000 
120,000 

250,000 

•275,000 

45.000 

7.000 

40.000 

11,000 

20.000 
1,500,000 

40,000 
36,500 
30,000 
50,000 
12.000 
1,000.000 
275,000 


45 

27 

5 

453 

23 
38 
90 
6 
6 
6 
8 

5 
3 

131 

8 

92 

10 
5 
3 

24 

8 

6 
309 

29; 

18, 

81 


5 

II 


41 

24 

3 

426 

21 
34 
89 
6 
4 
4 
8 

3 
3 

119 

8 

90 

9 

5 

3 

24 

8 

6 
273 

29 

18 

8 

9 

3 


252  234 
54   53 


Value 
at  Par  of 
Stock  held 

in 
Masaaehu- 

settB. 


Dividends. 


a 
< 


$26,800 
13,400 
79,800 

988,500 

502.60o| 

96,500, 

199.000| 

1,5501 

39,800 

14.800 

2,000 

117,200 
5,000 

355,900 
120,000 

246.300 

274,700 

45,000; 

7,000 

40,000 

ll.OOOi 

20,OOo' 
1,341,000; 

40,000l 
36,500, 
30,000i 
50,000 
12,000 
928.300 
270,000 


$1,500  00 
1,600  00 
6.400  00 

81,840  00 

52.500  00 

20.000  00 

8,600  00 

1,200  00 

160  00 

25.828  00 


18,000  00 
1,800  00 

19.928  00 

22.000  00 


2,400  00 
550  00 


131.250  00 

2,400  00 
3,362  50 
3.000  00 
2.000  00 

90,000  00 


5 

8 
8 
8 

10 

10 

211 

8 
8 

22 


»8 
li 


6 
5 

i_ 
•10 

6 

uo 

10 
14 

i_ 

•10 


&  No  dividend  declared. 

*  Par  value  125. 

*  On  1225.000. 

*  Six  per  cent,  on  S248,800;  two  per  cent,  on  $250,000. 

*  Par  value  ISO. 

*  Seven  and  one-half  per  cent,  on  $1,250,000;  two  and  one-half  per  cent,  on  $1,500,000. 
^  Two  and  one-half  per  cent,  on  $25,000;  seven  and  one-half  per  cent,  on  $36,500. 

*  Five  per  cent,  on  $800,000;  five  per  cent,  on  $1,000,000. 
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Table  2. 

The  following  table  shows  the  value  of  the  several  electric  plants  as  assessed  by 
the  local  authorities,  and  the  amounts  paid  by  the  companies  for  taxes,  including 
in  the  case  of  gas  companies  only  the  amounts  paid  on  account  of  their  electric 
plants:  — 


COUPANT. 


Aoaeased  Value 
of  Property. 


Taxes. 


Abington  and  Rockland,  . 

Adams,  .... 

Adams,  U.  S.  (Townsend), 

American  Woolen  (Maynard), 

Amesbury, 

Amherst, 

Athol.     .... 

Attleborough, 

Ayer,      .... 


Ballou.  G.  M.  (Shirley),    . 

Beverly,  ..... 

Blackstone,      . 

Block  Plant  (Boston), 

Bridges,  J.  B.  &  Co.  (South  DeerEeld), 

Buszards  Bay  (Falmouth), 

Cambridge,     ..... 
Cape  Light  (Provincetown), 
Central  Massachusetts,     . 
Charlestown,  ..... 
Chester,  ..... 

Citixigns'  (Nantucket), 
Clinton,  ..... 

Colrain,  ..... 


Deerfield  River  (Conway), 
Douglas, 


Easthampton, 
Edison  (Boston), 
Bkiison  (Brockton), 


Fall  River, 
Fitchburg, 
Foxborough, 
Franklin, 


Gardner, 
Gloucester, 
Great  Barrington, 
Greenfield, 


Haverhill, 
Huntington, 
Hyde  Park, 


Lawrence,  ,     . 

Lee,        ..... 
Lenox,    . 
Leominster,     . 
Loveland,  W.  O.  (Ashby), 
Lowell,  ..... 
Ludlow  Manufacturing  Associates, 
Lynn,     ..... 


$159,725 

_i 

2,100 

23,100 

66,100 

39,9^  « 

_i 

243,000 
7,775 

5,500 

15,000  « 

2,500 
9,300 

1,125,000 
34,000 
113,925 
-1 

2^50 
20^15 
_i 

2,776 


148,200  s 
20,545,000 
1,016,500 

1,234,250 

560,264 

24,950 

19,000 


145,900 

313,656 

60,000 

294,605 

673,000 

4,t)00 

218,650 

874,085 

13,800 

6.600 

214,185 

3,000 

1,059,800 

31,120 

1,356,525 


$4,788  69 

620  15 

52  45 

396  62 

1,141  56 

1,078  76 

2,713  18 

5,364  40 

118  95 

91  40 
6,462  24 
321  92 
30  08 
30  37 
91  80 

35,583  42 

810  59 

3,440  69 

3,046  60 

47  25 

296  90 

1,958  87 

90  36 

82  72 
33  OO 

393  95 

608,595  63 

35,651  98 

25,078  14 

1,2^53  H 

564  48 

422  30 

X,800  00 
5,884  13 
1,404  94 
6,543  41 

14,980  16 

84  13 

7,257  98 

23,249  36 

524  85 

3^  66 

3,339  70 

49  38 

37,074  71 

627  73 

30,739  22 


^  The  eleotrio  plant  not  aaaeeaed  separately  from  gas  plant. 

«  Aaeeeaed  value  of  electric  plant  only.  f^  r^r^r-^\ry 
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Table  2.  —  Condvded. 


Company. 


lvalue 
of  Property. 


Tuee. 


Maiden,  .... 

Manchester,    .... 

Marlborough, 

Milford,  .... 

Millbury,         .... 

Mill  River  (Williamsburg), 

Montague,      .... 

New  Bedford, 
Newburyport, 
North  Adams, 
Northampton, 
Norton,  .... 

Pittsfield 

Plymouth,       .... 

Quincy,  .... 

Randolph,       .... 

Salem,.    ..... 

Shelbume  Falls, 

South  Hadley  Falls, 

Spencer,  .... 

Stockbridge,    .... 

Suburban  (Revere), 
Sunderland,     .... 

Turner,  G.  H.  (Charlemont) ,     . 
IVngsborough, 

Union  (Franklin),    . 
United  (Springfield), 

Upton, 

Uxbridge,        .... 

Vineyard  Lighting  (Oak  Bluffs), 

Ware, 

Webster,  .         .         .         . 

Westborough, 

Weston 

Wejrmouth,     .... 

WiUiamstown, 

Winohendon,  .... 

Worcester, 

Worcester  Suburban, 


$1,032,500 

109,000 

211,905 

87,000 

10.100 
2,200 

175,000 
1.000 

388,110 
69,450 

329,425 

19,000 

468,400 

16.800 

14,000 

7,400 

30,000 

408,650 

2,050 

600 
3,000 

30,100 
2,264,^40 


30,600 

40,000 

183,725 

30,388 

46,500 

127.245 

37,850 

24,000 

2,107.700 

140,640 


$19,905  96 

1,000  60 

5,546  31 

1,263  99 

35  51 

186  80 

41  80 

17,142  32 

3,890  69 

3,617  90 

2,926  30 

20  24 

6,446  33 
1,487  42 

8,934  66 

551  82 

12,870  71 

334  68 

343  88 

159  74 

93  00 

11,587  87 
142  82 

14  52 
37  40 

511  70 

51,728  43 

30  00 

667  60 

349  20 

682  48 
2,621  56 

414  55 

835  20 
1,449  61 

354  82 

552  00 
34,993  00 

955  88 


$39,138,284 


$1,080,291  05 


1  The  electrio  plant  not  aeocooed  separately  from  gas  plant. 
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Table  3.  —  Capacity  of  Boilers,  Engines  and  Dynamos, 
The  following  table  shows  the  total  rated  horse-power  of  boilers  and  engines  and 
the  capacity  of  dynamos  for  light  and  power  installed  by  the  different  companies 
on  June  30  last:  — 


. 

Dynamo  CAPAcrrr  in 

Total 

Total 

KivowATn. 

Total 

rated 
Horse- 

rated 

rated 

Dsmamos 

COMPANY. 

Horse- 

Horee* 

other 

Power 

Generar 

tors. 

Total 

power 
(Boilers). 

power 
(Engines). 

power 
(water- 
wbeels). 

than 
Power 
Genera- 

Dynamo 

Ca- 
pacity. 

tors. 

Abington  and  Rockland, . 

740 

1.080 

_ 

886 

_ 

885 

_i 

_ 

— 

— 

— 

— 

Adam^,U.S.  (Townsend), 
Amer. Woolen  (Ma>Tiard), 

80 

50 

103 

36 

- 

36 

-1 

926 

- 

600 

- 

600 

Amesbury,     . 

600 

1,295 

— 

875 

60 

925 

Amherst, 

560 

920 

— 

610 

_ 

610 

Athol,  .... 

620 

915 

1,430 

1.000 

440 » 

1,440 

Attleborough, 

1,349 

3,350 

- 

2,339 

- 

2,339 

Ayer,    .... 

126 

225 

- 

165 

- 

166 

BaUou.G.M.  (Shirley).  . 

125 

100 

84 

120 

_ 

120 

Beverly, 

689 

1,276 

- 

1,119 

- 

1,119 

Blackstone,    . 

-I 

— 

— 

~ 

_ 

— 

Block  Plant  (Boston),      . 

238 

397 

- 

252i 

40 

2921 

Bridges,  J.  B.  &  Co.  (So. 
Deeriield), 

_i 

~ 

— 

— 

— 

~ 

Buzzards  Bay  (Falmouth) . 

200 

180 

- 

100 

- 

100 

Cambridge,    . 

3,200 

7,683 

- 

5,326 

200 

5,526 

Cape    Light    (Province- 

town), 

— 

240 « 

— 

165 

— 

165 

Central  Mass., 

814* 

1,300 » 

735 » 

375 

1,650  • 

1,925 

Charlestown, 

_i 

— 

— 

— 

— 

— 

Chester, 

- 

15  • 

62 

27A 

- 

27A 

Citizens*  (Nantucket),     . 

280 

114 » 

- 

170 

- 

170 

Clinton, 

400 

876 

— 

656 

— 

556 

Coh-ain, 

_  1 

- 

- 

- 

- 

- 

Deerfield  River  (Conway) , 

_i 

- 

- 

- 

- 

- 

Easthampton, 
Edison  (Boston),     . 

885 

1.198 

_ 

926 

_ 

925 

34,024 

100,600 

- 

71,400 

- 

71,400 

Edison  (Brockton), 

4,075  » 

8.177  • 

- 

6,061  »• 

- 

6,061 

Fall  River,     . 

2,100 

3,333 

_. 

2,600 

— 

2.500 

Fitchburg,      . 

1,250 

3,100 

- 

2,000 

- 

2,000 

Fozborough, 

-11 

- 

- 

- 

- 

— 

Franklin  (Turners  Falls), 

-1 

- 

- 

- 

- 

— 

Gardner, 

150 

925»« 

_. 

600 

416 »» 

915 

Gloucester,    . 

600 

1,820 

- 

1,460 

- 

1,450 

Great  Barnngton,  . 

160 

160 

339 

150 

72 

222 

Greenfield,     . 

1.360 

2,860 

1,200 

2,850  »* 

*" 

2.860 

1  All  current  purehaaed. 

*  Steam  supplied  from  mill  boilers. 

*  Operated  by  company;  includes  one  owned 

by  street  railway  company. 

*  Petroleum  engine. 

*  Operated  by  company  and  owned  by  street 

railway. 

*  Gasoline  engine. 

'  Includes  gas  engine,  114  horse-power. 


*  125  horse-power  not  in  use. 

•  80  horse-power  not  in  use. 
1*  51  kilowatts  not  in  use. 

1^  lianufaoturing  plant  dismantled  on  June 

39. 
^*  Petroleum  engines,  675  hone-powor;  250 

horse-power  not  in  use. 
IS  75  kilowatts  not  in  use. 
i«  400  kilowatts  not  in  use.   ^  j 
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Table  3.  — 

•  Capacity  of  Bailers,  etc.  - 

-  Coiitinued. 

Dynamo  CAPAcrrr  in 

Total 

Total 

Total 

Kilowatts. 

rated 
Horae- 

rated 

lated 

Dynamos 

CX)MPANY. 

Horae- 

Horse- 

other 

Power 
Genera- 
tors. 

Total 

_power 
(Boilers). 

(E?22L). 

power 
(Wate^ 
wheeb). 

than 
Power 
Generar 

Dynamo 

Car 
pacity. 

tors. 

Haverhill, 

2.1501 

3,500 

^ 

2,450 

« 

2.450 

Huntington,  . 

125 

80 

- 

45 

- 

45 

Hyde  Park,    . 

1,614 

3,400 

- 

830 

1.775 

2,605 

Lawrence, 

4,634 

5.165 « 

3,175 

6,216  J  « 

- 

6,216i 

Lee.      ...         . 

350 

300 

145 

410 

~ 

410 

Lenox,  .... 

-4 

- 

_ 

Leominster,   . 

900 

1.375 

- 

1.075 

- 

1,075 

Loveland,  W.  0.  (Aahby), 

60 

68* 

60 

30 

^ 

30 

LoweU, 

4,128 

7,783 

3,950 

1,450, 

5,400 

Ludlow  Mfg.  Associates, . 

- 

- 

214 

150 

- 

150 

Lynn 

3,100 

8,300 

- 

5.150 

62 

5.212 

Maiden. 

1,910 

4.539  • 

_ 

3,650' 

_ 

3,650 

Manchester,  . 
Marlborough, 

_4 

— 

_ 

— 

_ 

— 

835 

1.761* 

• 

1,100 

_ 

_ 

Middleton,     . 

_4 

— 

— 

— 

. 

— 

MUford, 

_» 

150 

- 

350 

_ 

350 

MiU  RiverCWilliamsburg), 

-4 

- 

- 

- 

- 

Montague,     . 

- 

4010 

20 

40 

- 

40 

Nashua  River  (East  Pep- 

pereU),       . 
New  Bedford, 

1.500 

250 

— 

110 

— 

110 

2,172 

3,80011 

- 

3,165 

262 

3,427 

Newburyport, 

600 

925 

- 

555 

- 

555 

NUes  Estete  (Boston),     . 

400 

156 

— 

90 

— 

90 

North  Adams, 

1.560 

4,625 1« 

- 

2,112 

250 

2,362 

Northampton, 

600 

1.525 

- 

1.075 

120 

1,195 

North  Dana, 

150 

85 

74A 

120 

— 

120 

Norton, 

_i» 

- 

60 

- 

60 

Pittsfield,       . 

2.090 

3,0001* 

_ 

1,920 

300 

2,220 

Plymouth,     . 

550 

1,000 

- 

720 

- 

720 

Quincy, 

1.000 

1,690 

- 

1.250 

- 

1,250 

Randolph,     . 

250 

570 

- 

470 

- 

470 

Salem,  .... 

2.750 

3,535 

_ 

2.400 

200 

2,600 

Shelbume  Falls,      . 

125 

1151* 

— 

90 

— 

90 

South  Hadley  Falls, 

_1S 

100 

- 

250 

- 

250 

Spencer, 

150 

100 

— 

90 

— 

90 

Steam  and  Power  (Boston), 

377 

330 

- 

200 

- 

200 

Stockbridge,  . 

_« 

- 

- 

- 

- 

- 

Suburban  (Revere), 
Sunderland,  . 

1.208 

-4 

2,050 

4015 

1.400 
35i» 

1,400 
35 

Turner,   G.   H.  (Charle- 

mont). 

- 

- 

100 

35i 

- 

S5h 

Tyngsborough, 

-M 

— 

- 

- 

- 

>  200  horse*power  not  in  use. 

*  125  boise  power  not  in  use. 
s  210  kilowatts  not  in  use. 

*  All  current  purohased. 

■  Includes  pwoline  engine,  18  horse-power. 

*  376  horse-power  not  in  use. 
Y  260  kilowatts  not  in  use. 

*  256  horse-power  not  in  use. 


*  Steam  purchased  from  street  railway. 
1*  Gasoline  engine. 

11  Includes  gas  engine,  500  horse-power. 
>)  1,625  horse-power  not  in  use. 
1*  Steam  and  water-power  leased. 
1  *  Includes  petroleum  engines,  450  hone-power. 
!•  Not  in  use. 

!•  Power  supplied  by  A.  A.  FJlSl.^^^l^ 
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Table  3.  - 

-  Capacity  of  Boilers,  etc.  - 

-  Concluded. 

Dtnamo  Capacxtt  ih 

Total 

Total 

Total 

1. 

rated 
Horse- 

rated 

lated 

Dsmamos 

COMPANY. 

Horse- 

Hone- 

other 

Power 
Genera- 
tors. 

Total 

power 
(BoUon). 

(Knflfri^). 

(Water- 
wheelB). 

than 
Power 
Genera- 

Dynamo 
parity. 

tors. 

Union  (Franklin),  . 
United  (Springfield), 

350 

225 

. 

181 

^ 

181 

7.700 

12.570 

2.835 

12.390 

1.9901 

14.380 

Vineyard  Lighting  (Oak 

Bluffs).       . 

450 

980 « 

- 

597  » 

137 

734 

Ware,    .... 

250 

350 

^ 

250 

_ 

250 

Webeter. 

600 

325 

2,010A 

1.110 

- 

1.110 

Westborough, 

200 

195 

150 

- 

150 

Weston, 

-4 

600 

— 

535 

— 

535 

Weymouth,    , 

800 

1.950 

450* 

1.375 

- 

1,375 

Williarastown, 

-6 

— 

— 

— 

— 

— 

Winchendon, 

-6 

-. 

350 

120 

— 

120 

Worcester.     . 

6.600 

14,900 

9.960 

500 

10,460 

Worcester  Suburban. 

676 

956 

— 

1.050 

555 

1,605 

i  Not  in  use. 

s  460  hone-power  not  in  use. 

s  300  kilowatts  not  in  use. 


*  Steam  supplied  by  Weston  Water  Co. 
»  Leased. 

*  All  current  purchased. 
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Table  4.  —  Line  Statistics. 

The  following  table  shows  the  total  length  of  wire;  the  length  of .  underground 
conduit,  the  length  of  wire  in  the  same;  the  number  of  poles  set  and  the  length  of 
streets  with  overhead  wires  of  each  company,  on  June  30,  last:  — 


Company. 

1^ 

II 

"sl 

1^ 

'J 

III 

Abington  and  Rockland,     . 

1^72,483 

9,000 

9,000 

4.103 

660 

673,576 

Adams,     .... 

401,447 

— 

— 

505 

204 

101,400 

Adams.  U.  S.  (Townsend),  . 

119,383 

— 

. 

287 

10 

33,968 

American    Woolen     (May- 

nard),    .... 

379.^2 

- 

- 

588 

72 

101,287 

Amesbury, 

429,901 

— 

— 

1.367 

30 

159,740 

Amherst,  .... 

954.775 

- 

- 

1.943 

196 

213,616 

Athol,       .... 

1,177.122 

— 

— 

1.669 

81 

280,660 

Attleborough,    . 

991,606 

- 

- 

1.465 

92 

249,890 

Ayer.        .... 

163.909 

- 

" 

393 

9 

45,550 

Ballou,  G.  M.  (Shirley),      . 

73,300 

_ 

175 

3 

33,250 

Beverly 

1,721.222 

2,055 

4,110 

3.387 

407,806 

Blackstone, 

267.122 

— 

— 

468 

17 

73,460 

Block  Plant  (Boston), 

45»233 

— 

— 

Bridges,  J.  B.  &  Co.  (South 

Deerfield).      . 

82,930 

- 

- 

141 

6 

23,000 

Buzsards  Bay  (Falmouth), . 

280.055 

- 

- 

551 

34 

78,444 

Cambridge, 
Central  Mass.,  . 

3,679.857 

47,797 

252,065 

3.307 

336 

308.984 

189,125 

- 

- 

257 

2 

35,291 

1.035.808 

— 

— 

2,246 

53 

276,347 

Charlestown,     . 

284.325 

8,735 

71,300 

489 

71 

37,670 

Chester,    .... 

41,840 

— 

— 

58 

5 

13.000 

Citizens'  (Nantucket), 

211.675 

- 

- 

746 

74.600 

Clinton,    .... 

690,280 

- 

- 

1.505 

36 

187,500 

Colrain,    .... 

31,880 

- 

- 

»326 

16,500 

Deerfield  River  (Conway), . 

127,040 

- 

- 

131 

149 

20,535 

Easthamipton,    . 

367,831 

_ 

__ 

784 

122 

76,862 

Edison  (Boston), 

38,964,744 

1.508,827 

9.516,461 

40,338 

4^724 

6.096.761 

Edison  (Brockton),    . 

3,519,817 

151,140 

119,354 

6,877 

690 

1,110.000 

FaU  River, 

3,070.805 

101J80 

784,305 

4,161 

221 

496.100 

Fitchburg, 

1.259.924 

43,585 

286,465 

2,504 

266 

269,962 

Foxborough, 

210,927 

— 

— 

338 

21 

49,754 

Franklin  (Turners  Falls),    . 

364.931 

- 

« 1.326 

568 

200 

63,166 

Gardner,  .... 

772,498 

_ 

_ 

980 

361 

108,663 

Gloucester, 

1.373.300 

16,100 

16,100 

4,167 

312 

865,000 

Great  Barrington, 

843.378 

— 

— 

1,030 

306 

203.064 

Greenfield. 

1.682.077 

- 

- 

2.882 

226 

426.016 

HaverhiU, 

1,461,778 

16,648 

169,495 

1,:260 

63 

310,829 

Huntington, 

17.710 

245 

245 

90 

1 

8,457 

Hyde  Park, 

900,202 

1,465 

112 

151.083 

Lawrence, 

3,776.608 

21,198 

99,567 

6.279 

179 

679.816 

Lee 

490,^40 
65.765 

— 

— 

938 

60 

122.356 

Lenox,      .... 

64,859 

65.765 

Leominster, 

806,712 

" 

_ 

1,386 

60 

210.471 

^  Not  owned  by  the  company. 


>  Pick  proof  armored  cable. 
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Table  4.  - 

-  Line  Statistics  — 

-  CJoncluded. 

•s 

^6 

|.9b 

"sl 

h 

III 

COUPANT. 

il 

ill 

1^ 
il 

1 

^ 

s 

z 

S5 

Loveland,  W.  O.  (Ashby),     . 

58,110 

_ 

_ 

176 

58.080 

LoweU 

3,385,657 

32,384 

293,690 

3,397 

60 

732.068 

Ludlow  Mfg.  Associates, 

14U910 

- 

- 

331 

112 

65.210 

Lynn,          .... 

5,196.424 

130,770 

908.969 

8,065 

87 

887.150 

Maiden 

6,560,638 

33,903 

_ 

8,941 

33 

1.113.145 

Manchester, 

90,302 

75.364 

89,552 

7 

65 

750 

Marlborough, 

2,180,058 

- 

- 

3,944 

175 

323,222 

Middleton, 

33,600 

— 

— 

83 

4 

10.375 

Milford.      .... 

382.589 

- 

- 

661 

21 

81.800 

MiU  River  (Williamsburg),  . 

153,329 

- 

- 

253 

15 

32,700 

Montague, 

50.059 

- 

- 

99 

13 

16.946 

Nashua  River  (E.  Pepperell), 

42.320 

- 

-. 

30 

25,000 

New  Bedford.      . 

1,441.792 

42,992 

195,284 

1,752 

328 

236.846 

Newburyport, 

369,200 

- 

- 

853 

199,760 

Niles  Estate  (Boston), 

3,088 

- 

- 

- 

- 

- 

North  Adams,     . 

963,280 

200 

200 

985 

364 

160,600 

Northampton,     . 

821,395 

- 

- 

1,671 

177 

198.617 

North  Dana, 

59,600 

— 

— 

128 

1  — 

Norton,      .... 

78,400 

- 

- 

202 

13 

33.250 

Pittsfield 

2.100.346 

4.567 

26,049 

3,644 

748 

410,120 

Plymouth, 

785.228 

- 

- 

1.478 

56 

258.560 

Quincy,       .... 

1,928,000 

- 

- 

3,029 

201 

460.000 

Randolph, 

244.476 

- 

- 

745 

100.400 

Salem,         .... 

1,456,775 

16,539 

_ 

2.678 

308 

277.150 

Shelbume  Falls, 

302,100 

— 

— 

571 

1 

83.250 

South  Hadley  Falls,     . 

171,774 

- 

- 

686 

25 

97,312 

Spencer,      .... 

133,870 

- 

- 

593 

15 

66,500 

Steam  and  Power  (Boston),  . 

— 

— 

— 

— 

Stockbridge, 

353,248 

37,010 

61,071 

501 

315 

61.811 

Suburban  (Revere),      . 

2,201,881 

6,670 

6,691 

2.534 

350 

312,285 

Sunderland, 

107,806 

- 

- 

273 

33 

36,960 

Turner,  G.  H.  (Charlemont), 

20,040 

_ 

_ 

41 

10,810 

Tyngsborough,    . 

98^20 

- 

- 

273 

32.000 

Union  (Franklin), 
United  (Springfield),    . 

359.657 

— 

_ 

832 

226 

112,000 

3,740.443 

392,415 

1,803,935 

3,420 

395 

331,758 

Vineyard  Lighting  (Oak 

Bluffs) 

293.522 

- 

- 

788 

111 

114.975 

Ware,          .... 

316,676 

_ 

_ 

562 

171 

59.044 

Webster,     . 

2.135,329 

— 

— 

3,377 

174 

336.150 

Westborough, 

284,102 

- 

- 

698 

34 

74,640 

Weston,      . 

902,195 

— 

— 

1,723 

206 

215,000 

Weymouth, 

1,183,775 

- 

- 

1,790 

174 

317.464 

Williamstown, 

212,460 

— 

— 

303 

56 

49.140 

Winchendon. 

332,105 

1.446 

2,652 

706 

104 

93.4S4 

Worcester, 

4.704,921 

376,457 

3,560,194 

4,825 

1.669 

222,377 

Worcester  Subur 

3an,  . 

2,305,639 

- 

- 

3,802 

485 

607,039 

»  Not  given. 
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Table  6.  —  Fuel  Statistics. 

The  following  table  shows  the  quantities  of  coal  and  other  materials  used  by  the 
several  companies  during  the  year  of  the  returns:  — 


COMPANT. 


Coal  used 
(Tons). 


Screen- 
ings 
(Tons). 


Wood 
(Cords). 


Coke 
(Tons). 


Number 

of 

Carbons 

used. 


Abington  and  Rockland,  . 

Adams,  .... 

Adams,  U.  S.  (Townsend), 

American  Woolen  (Maynard), 

Amesbury, 

Amherst, 

Athol,     . 

AtUeborough, 

Ayer,      . 

Ballou,  G.  M.  (Shirley), 
Beverly, 
Blackstone,     . 
Block  Plant  (Boston), 
Bridges  J.B.&  Co.(So.Deerfield) 
Bussards  Bay  (Falmouth) , 

Cambridge, 

Cape  Li^t  (Provincetown), 

Central  Mass., 

Charlestown,  . 

Chester, . 

Citizens'  (Nantucket), 

Clinton, 

Colrain, 

Deerfield  River  (Conway), 

Easthampton, 
Edison  (Boston), 
Edison  (Brockton), 

Fall  River,      . 
Fitchburg, 
Fozborough,    . 
Fiunklin  (Turners  Falls), 

Gardner, 
Gloucester, 
Great  Bamngton, 
Greenfield, 

Haverhill, 
Huntington,    . 
Hyde  Park,     . 

Lawrence, 

Lee, 

Lenox,    . 

Leominster,     . 

Loveland,  W.  O.  (Ashby), 


3 
i_ 

1,316 
251^ 
« 1,830 

4,765 
541 

»102 
3,218 


»181i 


711 
15 

258 


1,6341  J    1,20U 
464A 


12.292;' 


684 


.586 
1,393 


470 
124,724 
12,191A 

7,726 
•4,420 
837tV 


2,627 

21 

1,194 

5.992^ 

9,612 

2.794f^ 

898,% 

i_ 

2,616 


I 


230i»o 
804t^ 


162 


111? 


703  § 


"1^733 


>»105 


1,230 
2.751 


1,276 
1,800 
1^151 
3,606 


6,500 
923 
408 


26,974 

8,537 
392 

1,000 
3,726 


1,550 

412,910 

47,100 

26,032 
12,675 

900 

126 
5,100 

100 
1,451 

28,648 

65 

33,786 

158,051 


1,065 


>  Current  bought. 

*  Also  367  oords  sawdust  and  shavinss. 

*  Steam  supplied  from  mill  boilers. 

*  Also  waste  wood,  sawdust  and  shavings 

valued  at  t622.80. 

*  Also  waste  wood. 

*  24.478  gaUons  fuel  oil. 


'  3.856  gallons  gasoline. 

•  1,678  gallons  gasoline. 

*  Also  11.469  gallons  water  gas  tar. 

10  67.321  gallons  fuel  oil. 

11  Water  power  leased. 

i>  Also  730%o  tons  ooke  dust. 

1' Also  633  gallons  gasoline.  ""oOolp 
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Table  6.  —  Fuel  StaUstics  —  Concluded. 


COMPANY/ 


Coal  used 
(Tona). 


Screen- 
ings 
(Tona). 


Wood 

(Corda). 


Coke 

(Tons). 


Number 

of 

Carbons 

used. 


Lowell,  . 

Ludlow  Mfg.  Associates, 

Lynn,     . 

Maiden, 

Manchester,    . 

Marlborough, 

Middleton,      . 

Milford, 

Mill  River  (Williamsburg), 

Montague, 


Nashua  River  (E.  Pepperell), 

New  Bedford, 

Newburyport, 

Niles  Estate  (Boston), 

North  Adams, 

Northampton,, 

North  Dana,  .     t;  y 

Norton,  .         .   t*; 

Pittsfield, 
Plymouth, 

Quincy, 

Randolph, 

Salem,    . 
Shelbume  Falls, 
South  Hadley  Falls, 
Spencer^ 
Stockbndge,    . 
Suburban  (Revere), 
Sunderland,    . 

Tmner,  G.  H.  (Charlemont), 
Tyngsborough, 

Union  (Franklin).  . 
United  (Springfield), 
Uxbridge  and  Northbridge, 

Vineyard  Lighting  (Oak  Bluffs), 


Ware,     . 
Webster, 
Westborough, 
Weston, 
Weymouth,     . 
WiUiamstown, 
Winchendon,  . 
Worcester, 
Worcester  Suburban, 


13,466 
6,997 
273A 


1  — 
6,183 

\  ^- 

•  10,t02>o 


2,2  WJ 

2,9ftv 

1,095 

6,926 
'26 

386 

3,758 

18,928 
»•  2,250 

646 

1,031 
2,992 


3,618 


15,149 
2,983 


55 
1,132 


99A 


If 

3,997 


1,055 
65 


139 


40 


35,732 

41,946 

21.425 

708 

975 


17,195 
4.800 

10,266 
5.077 


16,760 
550 

8,249 


25,014 

671 
11.800 


68.534 

210 

3.475 

11,260 

609 

1,210 

593 

366 

39.909 


>  Steam  supplied  from  mill  boilers. 

*  Current  bought. 

*  Water  power  only. 

*  Aleo  295  barrels  of  tar. 


•  Also  29.177  gallons  fuel  oU. 


'  For  two  months  only;  current  then  purohaaed. 

•  Water  power  laaaed. 

*  No  record. 

^*  For  six  months. 

u  Current  purohaaed  for  dx  montha;   plant  now 
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Table  7.  —  Electric  Current  generated  and  epld. 

The  f<^owing  table  shows  the  total  kilowatt  hours  senerated,  the  kilowatt  hours  generated 
for  street  lights  and  the  kilowatt  hours  sold  to  commercial  customers  and  others,  as  taken  from 
the  returns  of  the  several  oomjianies  for  the  year  ending  June  30, 1911 :  — 


CouFAirr. 


Total 
K.  W.  H. 

gen- 
erated. 


K.W.H. 
gen- 
erated 
for 

IJghts. 


K.W.H. 

sold 
to  Com- 
mercial 
Lighting 

Cus- 
tomers. 


K.W.H. 

sold 
to  Power 

Cus- 
tomers. 


K.W.H. 
sold 

to  Street 
Rail- 
ways. 


K.W.H. 

sold 
toother 
Com- 
panies. 


Abington  A  Rockland, 

Adams, 

Adams.  U.  S.  (Townsendl. 

American  Woolen  (Maynard), 

Amesbury, 

Amherst,   . 

Athol, 

Attleborough,    . 

Ayer, 


Ballou.  G.  M.  (Shirley), 

Beverly,     . 

Blackstone, 

Bk>ck  Plant  (Boston), 

Bridges,  J.  B.,  A  Co.  (South 

Deerfield).      . 
Bustards  Bay  (Fklmouth), 

Cambridge, 

Gape  Light  (Pxovincetown), 

Central  Mass.,  . 

Charlestown,     . 

Cheater, 

Citisens*  (Nantucket), 

Clinton, 

Colrain, 


Deerfield  River  (Conway), 
Douglas,    . 


Easthampton,  . 
Edison  (Boston), 
Edison  (Brockton),  . 

Fall  River, 

Fitchburg, 

Foxborough, 

Franklin  (Turners  Falls) 

Gardner,    . 

Gloucester, 

Great  Barrington,     . 

Greenfield, 

Haverhill, .      - . 
Huntington, 
Hyde  Park,       . 

Lawrenoe, . 
Iiee, 


Lenor, 

Leominster. 

Loveland,  W.  O.  (Ashby), 

LoweU,       . 

Ludlow  Mfg.  Associates, 

Lynn, 


Maiden,     . 
Manchester. 
Marlborough, 
Middleton, 
Milford,     . 


1,984,800 
422,216 

1. 

119,838 
948,494 
672.250 
1,111,108 
2,902,660 
130,800 

40,410 

1.758.014 

93.060 

672,380 

28.460 
61,121 

9,686,726 
1- 

2,997,162 

1  _ 

1. 

70,000 

607.918 

18,419 

*  100,570 
•26,620 

1,540,911 

131,988.004 

9,400,686 

6,764,466 

3,912.187 

186.397 

319.810 

2,037,148 

1,377.022 

683.412 

6.926.885 

4,171.250 
1- 

4.607.880 

6,219.983 

196.217 

fi|8,662 

1,197,470 

1- 

16,029,646 

186,421 

10,614,920 

6,906,900 
227,711 

2,313,860 

69 

326,440 


144,346 

152,149 

1  - 

18.868 
85.020 
62,224 
144,126 
188,785 
17.677 

15,740 
679.588 
49.408 


4.918 
10,271 

1,302.628 

98.686 
1  _ 
1. 

29,200 
214.347 


1. 
6,387 

61,680 

16,806,640 

921,499 

1,276,678 
771.000 
20.596 
73.960 

244.660 
259.970 
46,840 
160.176 

176.230 

1- 

162.505 

1,186.463 
18,819 

206,420 
i_ 

1,867.121 

60,665 

1,817,620 

1,316,300 

208,422 

89,411 


374,104 

191.624 

4.866 

87,987 
115,884 
186,253 
248,619 
439,475 

62,112 

18,629 
646,138 

22.031 
286,372 

18.961 


1,768,685 

21,219 

179,276 

306.254 

10,566 

35,380 

135,676 

12,762 


8,356 

47,906 
49.939,974 
2,966.773 

1,716,^63 

693,175 

49,934 

80,805 

365,943 
447,639 
167.582 
414,651 

949,563 

8,605 

239,087 

1,494,194 

119,427 

98,662 

216.266 

6.566 

2,229.826 

38,631 

2,911,906 

1,419.483 

148,439 

471,251 

59 

127,725 


862.646 
24.940 

790 

627,411 

81,329 

310.668 

1,619,926 

1,679 


123,391 

34,356 

130 

4,427,846 

97 
275,704 


65,602 
1,005 


2,336 

1,100.736 
16.9lS3,634 
1.333,675 

1.230.960 

1,386,846 

68,975 

46,009 

830.054 

128.174 

190.214 

1.295.222 

1,866.309 

36,050 

1,224.068 

687,121 

7,218.038 

6.501 

8,658,061 

1,326,851 

5,914 

883,262 

26,446 


261,224 


2.476,737 


7.177,652 


2,980,660 
3.892,712 

367,200 


84.260 

27,i70 

227,689 

266.817 


5,900 
2.654,897 
1,034.300 


505.000 

54.010 

134,500 

98.974 
149.232 

67.890 


269,623 
126,663 
176,500 


^  No  record.  *  Estimated.  >  For  six  months  only. 
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Table  7.  — Electric  Current  generated  and  sold  —  Concluded. 


COMPAKT. 


Total 
K.  W.  H. 

gen- 
orated. 


K.  W.  H. 
gen- 
erated 

for 
Street 
Lights. 


K.  W.  H. 

sold 
to  Com- 
mercial 
Lighting 

Cue- 
tomere. 


K.W.H. 

sold 
to  Power 

Cus- 
tomers. 


K.  W.  H. 

sold 
to  Street 

Rail- 
ways. 


K.  W.  H. 

sold 

to  Other 

Com- 


Millbury 

MiU  River  (Williamsburg), 
Montague, 

Nashua  River  (E.  Pepperell), 
New  Bedford,    .        .        . 
Newburyport,  . 
Nties  Estate  (Boston),      . 
North  Adams,  . 
Northampton,  . 
North  Dana,     . 
Norton,      .... 


PIttsfield,  . 
Plymouth, 

Quincy, 


Randolph, 

Salem,        .... 
Shelbume  Falls, 
South  Hadley  Falls, 
Spencer,     .... 
Steam  and  Power  (Boston), 
Stookbridge, 
Suburban  (Revere), . 
Sunderland, 

Turner,  G.  H.  (Charlemont), 
Tyngsborough,  . 

Union  (Franklin),     . 
Upton, 


United  (Springfield)' 
Uzbridge  and  Northbridge, 

Vineyard  Lighting  (Oak  BlufiTs), 


Ware, 

Webster,     . 
Westborough, 
Weston,      . 
Weymouth, 
Wiliiamstown, 
Winchendon, 
Worcester, . 
Worcester  Suburban, 


»  74,287 
110.480 


s  - 

2.977,383 

947.027 

187,888 

3^074.594 

1,604.030 

3  - 

6,000 

3,888,960 
1,320,090 

2,115,967 

293.138 

4,791,398 
131,418 

t  - 

48,398 

98.974 

2.594,739 

41,635 


1- 

419.411 

1  12,677 

19.033.612 

1  1.037,254 

149.383 

•    267,100 

2,249,629 

•72.688 

323,045 

1.168.062 

279,712 

216.029 

9.884.252 

1.120.988 


12,748 
19,548 


11.148 
511.566 
233.134 

347.801 
278.245 


529,055 
67.840 

510.559 

37,690 

695.060 
35.228 

35.577 

15,438 

503.990 

1,600 

4,415 

40,571 

7,314 

2,057,043 

30.254 

28,833 

111.625 
446.979 
12.416 
78.183 
71,158 
56.944 
47.600 
1.354,800 
77.715 


19,010 

22,465 

8,397 

t- 
1.420,527 
162.334 
101,707 
773,542 
550.554 

t- 

5,000 

993.431 
406,520 

480,457 

157,309 

941,974 
41,435 

9,698 

36.125 

1,212.632 

4,128 


6.101 

68.727 

2.809 

4.049.406 

69,365 

76,091 

88.153 
338.697 

26.042 
103.726 
188.646 
147,181 
137.645 
3.181.793 
145.029 


17,471 
55.100 

25.808 
579,002 
406,300 

1,443,655 
393,568 

600 

1,429,759 
566,160 

310.054 

51,618 

2,024.076 
10,683 


14,807 
163,348 


146,496 

330 

4,998.037 

250,167 

1,575 

1,565 
636.304 

4.970 

4,260 
298,714 

3,845 

3,139,556 
291,178 


379,900 
19,800 


236,690 
368.800 


2,46S 


709.552 
110,480 


28.460 


185,963 


432,067 


^  For  six  months  only. 


•  No  record. 


>  For  five  months  only. 
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Table  8.  —  Amount  of  Eledrie  Cwrerit  sold  to  Other  Companies  and 
MimieipaHties  for  Years  ending  June  SO,  1910  and  1911. 


Number 

Number 

Amount 

Sold  by  — 

Sold  to  — 

of 
K.W.H. 

of 
K.W.H. 

re- 
reoeived 

1»M. 

19U. 

1911. 

Amhorat,        .       .        .        ( 

Amherst  Power, 

37,000 

42.600 

1745.50 

41,060 

41,660 

1,666.40 

Amherst  Fbwer.     .               | 

Amherst 

405,800 

501.100 

5,913.70 

- 

1,474,664 

14,746.64 

Ayw 

Town  of  Groton, 

11,840 

27,870 

1,656.30 

BerkBhiie 

PittsfieW, 

129,600 

115.600 

1,502.80 

Bererly 

Manchester,       .... 

193,600 

227,689 

10,247.01 

Boston   A    Northern    Street 

Railway,     .... 
Brodkton  ft  Plsrmouth  Street 

Haverhill 

. 

38,866 

11.66 

Ridlw.y 

Plymouth 

483,601 

12,180 

304.48 

Ounbridce,    ... 

Ediaon  (Boston), 
Town  of  Belmont.      . 

1,292 
236,387 

266,817 

11,022^39 

Oonway  Street  Railway. 

Deerfield  River, 

63,600 

100.570 

1,399.92 

Fitohburs,         .... 

- 

505.000 

5,290.00 

Gardner 

1,071.934 

2,087,148 

28,151.86 

Marlboroufh,     .... 

1.791,400 

2,313.850 

25,098.75 

Woroester. 

- 

8.792 

439.60 

Town  of  West  Boylston,    . 

-. 

31.680 

792.00 

Dalton  Power, 

PitUfield.  .        .        .        .        . 

77,046 

78,800 

1,303.94 

Danyers,  town  of,  . 

Middleton 

- 

59 

3.54 

Easthampton, 

Amherst  Power, 

_ 

5,900 

59.00 

Cambridge 

1,608 

4,069 

217.98 

Charlestown 

1,352,618 

1,483,538 

36,962.82 

Chelsea, 

162,200 

Edison  (Boston),    . 

Ledngton,          .... 
Newton, 

85,360 
294,310 

: 

: 

Union  ^Vanklin),     . 

443,200 

540 
664,950 

95.48 
13,844.90 

Town  of  Welleeley,    . 

456.390 

501.810 

13,970.90 

Edison  (Broekton),                | 

Abington  ft  Rockland,      . 
Bridgewater,      .... 

681.050 
53.500 

1,934,300 

25,858.81 

Fitohburc,     .... 
Franklin  (Turners  Falls),      . 

Conneotiout  River,    . 

_ 

505,000 

5,290.00 

MiUers  Falls  Water  Supply  Dis- 
trict,        

Town  of  Ashburnham, 

48.820 
60.582 

54.010 
61,200 

1,625.70 
2,448.00 

Gardner.        .        .       .        { 

Town  of  Templeton, 

62.404 

73,300 

2.932.01 

Oreat  Barrington, . 

Stookbridge,      .... 

79,108 

98.973 

2,969.21 

Greenfield,     .        .       . 

Shelburne  Falls, 

Turners  Falls,    .... 

"" 

117,743 
16,400 

3,532.28 
328.00 

Haverhill,      .... 

Town  of  Groveland,  . 

77,057 

67.890 

2.376.15 

HoverhiU  ft  Southern  New 

Hampshire  Street  RaUway, 

Amesbury,         .... 
Abington  ft  Rockland,      . 
Hingham,  town  of,    . 

34.181 

26,142 

914.97 

Hull,  town  of,        .       .        1 

11.260 
730 

909 

136734 

Ipswich,  town  of ,  . 

Town  of  Rowley, 

_ 

18,450 

1.107.0Q 

I4^M { 

Suburban  (Revere),  . 

864,916 

244,028 

7,388.10 

TownofMarbleheed,        .        . 

- 

25.600 

1,408.00 

f 

Edison  (Boston). 

530 

12,507 

62.00 

Maiden 

Suburban  (Revere),  . 
Town  of  Wakefield,   . 

172,782 

114.156 

2,359.00 

I 

4.420 

- 

- 

Mansfield,  town  of,        .       . 

Fozborough,       .... 

1.404 

5.295 

583.01 

f 

Conneotiout  River,    . 

154.407 

9,280 

372.09 

ICarlborouch,                        { 

Westborough 

Town  of  Shrewsbury, 

60.630 

72,686 

1,817.16 

I 

62,630 

84.639 

4,231.95 

Milfoid  ft   Uzbridge   Street 

^^Railway.     .... 

Milford 

307.500 

326.440 

11,625.37 

Millbury,        .... 

Woroester  Suburban, 

4,539 

2.468 

123.42 

Monument  Mills,  . 

Great  Barrington, 

79.103 

98.974 

2,474.34 

North  Adams,                       { 

Adams 

-1 
.1 

422,216 
279.712 

7,759.87 
5,034.79 

1  No  record. 
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Table  S,— Amount  of  Electric  Current  sold  to  Other  Companies,  etc. 

—  Concluded. 


Sold  by  — 


Sold  to  — 


Number 

of 
K.  W.  H. 

mo. 


Number 

of 

K.W.H. 

IfU. 


Amount 

re- 
ceived. 
IfU. 


Northampton, 
Reading,  town  of,  . 


Salem,    . 
Shelbume  Falls, 
Sunderland,   . 

Turners  Falls, 


Uzbridce  &  Northbridge, 

Weetinghouae. 

Weymouth.     .... 

Whitney,  B.  B.  &  Son, 

Woonsocket  Electric,  | 

Worcester  Consolidated  Street 
Railway 


Mill  River  (Williamsburg), 

Town  of  Wakefield,    . 

Town  of  Peabody,     . 
Ck>lrain.      .... 
J.  B.  Bndges  &  Co.  (South  Deer- 
field), 


Franklin,    . 

Greenfield, 

Douglas, 

Millbury.    . 

Upton, 

Worcester  Suburban, 

Lenox, 

Town  of  Hingham, 

Winchendon, 

Blackstone, 

Union  (Franklin),     . 

Worcester,  . 


124,900 
71,344 
74,834 


23,796 

276,170 

1,795,145 

41,908 
155,977 

11,393 
118,234 

86,615 
353,974 
181,000 

83,370 
242,211 

39,106 


110.480 
106.863 


13.644 

28,460 
31^.810 

l,7£MM30 
2ti,iJ20 
74,387 

7]jm 

ijfi  rt52 

^7 1 : 196 

93,060 
419.104 


11.657.20 
2.610.42 


545.76 

1.849.90 
5.327.88 
13,502.15 
1,048.01 
2,550.68 
502.87 
2,620.59 
9,865.20 
14.368.57 

5.798.12 
7.984.99 
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APPEISDIX  F. 


MUNICIPAL  PLANT  STATIS- 
TICS. 


Table  1.  —  Descripiian  of  Steam  and  Electric  EquipmerU. 

The  following  table  of  data  from  the  several  retuma  is  descriptive  of  the  gener> 
ating  equipment  at  the  stations  in  the  municipalities  named  on  June  30, 1911:  — 


- 

Enozneb. 

Dtnaiios. 

No. 

Total 
Rated 
H.P. 

No. 

Total 
Rated 
H.P. 

No. 

Total 

K.W. 

Capacity. 

Ashbumham,  ^ 

^ 

_ 

. 

_ 

Bdmont.  ^ 

- 

- 

- 

- 

- 

_ 

Bramtree, 

3 

376 

3 

.626 

3 

615 

Chicopee, 

4 

540 

2 

750 

6 

1,115 

Concord, 

3 

270 

3 

926 

3 

608 

Danvers, 

3 

376 

6 

1,285 

7 

1,116 

Groton.  ^ 

- 

- 

- 

- 

- 

- 

Groveland,  ^ 

- 

- 

- 

- 

- 

- 

Hingham,  ^ 

- 

- 

- 

- 

- 

- 

Holyoke, 

14 

6,000 

3 

7,996  • 

6 

6,800 

Hudson,  . 

3 

330 

3 

685 

3 

460 

Hull,        . 

3 

600 

4 

896 

4 

915 

Ipswich,  . 

3 

286 

3 

660 

3 

430 

Mansfield, 

- 

- 

3 

466 

3 

340 

Marblehead,     . 

4 

620 

4 

700 

4 

600 

Merrimao, 

- 

- 

2 

272 

2 

195 

Middleborough, 

2 

145 

I* 

160 

2 

350 

Millers  Falls,    . 

- 

- 

1* 

62 

1* 

65 

North  Attleborough, 

3 

760 

4 

862 

6» 

730  « 

Norwood,  1 

- 

- 

- 

- 

- 

Peabody, 

3 

400 

3 

1,360 

3 

975 

Reading, 

3 

375 

3 

630 

3 

500 

Rowley, » 

- 

- 

- 

- 

- 

Shrewsbury,*   . 

- 

- 

- 

- 

- 

- 

Taunton, 

4 

1.200 

3 

3,660 

5' 

2,380 

Templeton, »     . 

- 

- 

- 

- 

- 

- 

Wakefield, 

2 

250 

2 

250 

2 

180 

WeUesley.* 

- 

- 

- 

- 

- 

— 

West  Boylston, » 

- 

- 

- 

- 

- 

- 

Westfield, 

3 

400 

3 

1,486 

4 

1,230 

^  No  generating  equipment;  all  current  purofaaeed. 
>  Alao  4  water  wheeto  1,120  H.  P. 
*  Also  2  water  wfaesb  126  H.  P.  and  3  gaa  engines 
278  H.P. 


*  Not  in  use;  current  purobaeed. 

*  Includes  1  fsnerator  not  in  use. 

*  120  K.  W.  not  in  use. 

'  Also  2  power  generators  162  K.W. 
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Table  2.  —  Street  Linet  Equipment. 

The  followiog  data  bam  the  several  returns  are  deaoiiptiye  of  the  outside  eleo- 
trio  coDstruotion  on  June  30, 1911,  in  each  of  the  municipalitiee. 


Tnta! 

Number 

Number 

Length  of 

MUIOCIPALITT. 

Length  of  Wire 
(Feet). 

of  Folee 
set  in 

of  Fbles 

set 

Streets  with 
Overhead 

Streets. 

Elsewhere. 

Wires  (Feet). 

ABhbumham,  .... 

76,300 

356 

12 

68.000 

Belmont, 

520,160 

1.218 

81 

136.987 

Braintree, 

696,258 

1.540 

44 

150.000 

Chicopee, 

717.436 

686 

135 

«i 

Concord, 

1.027,233 

1.801 

8 

243,770 

Danvers, 

614.779 

1.035 

72 

209,740 

Groton,  . 

208.560 

566 

4 

69,000 

Groveland, 

235.580 

376 

10 

78,810 

Hingham, 

920.428 

1.649 

9 

185.298 

Holyoke, 

1,284.545 

2,212 

201 

213.595 

Hudson, 

523,650 

798 

29 

127.300 

HuU.       . 

707.276 

1.348 

47 

127.471 

Ipswich, 

452.765 

970 

22 

117,693 

Mansfield, 

322.125 

400 

- 

112,900 

Marblehead,    . 

639.604 

1.135 

69 

171.000 

Merrimao, 

216.160 

416 

- 

48,960 

Middleborough, 

310.634 

132 

12 

118,300 

Millers  Falls,  . 

85.750 

259 

_ 

-i 

North  Attleborough, 

750.065 

1.399 

84 

132.200 

Norwood, 

629.661 

1.507 

25 

176.390 

Peabody, 

1.061,200 

945 

185 

200.640 

Reading, 

814,756 

1.930 

70 

209,477 

Bowley, 

119.867 

318 

- 

34,943 

Shrewsbniy,    . 

431.760 

1.200 

50 

110,880 

Taunton, 

1.135,500 

1.959 

25 

449,300 

Templeton, 

286.003 

735 

14 

78,272 

Wakefield,       . 

581.657 

1.011 

- 

181,551 

WeUesley, 

810,100 

570 

27 

199,250 

West  Boylston, 

253.440 

624 

11 

73.360 

Westfield,        .... 

321,220 

749 

68 

112,079 

^  Unknown. 


»  No  record. 
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Table  3.  —  Electric  Fud  Statistics. 

The  following  table  shows  the  kind  and  quantity  of  fuel  and  number  of  carbons 
used  during  the  year  ending  June  30, 1911,  as  shown  by  the  several  returns:  — 


Cool  CTona). 

poi"wtnim8 
(Tom). 

Number 
of  Owbona 

UMd. 

Ashbumham, 

.1 

_ 

Behnont,  . 

-I 

- 

400 

Braintree, 

462.0 

883.0 

2.021 

Chicopee, 

4,563.0 

- 

8.410 

Concord,  . 

1.678.0 

- 

- 

Danvers,  . 

1.679.0 

226.0 

4.626 

Groton,     . 

-1 

- 

- 

Groveland, 

-1 

- 

- 

Hingham, 

-1 

- 

231 

Holyoke,  . 

13,616. 0« 

- 

26.000 

Hudson,    . 

1,110.0 

- 

680 

Hull, 

1.149.  i 

279.0 

- 

Ipswich,    . 

1,100.0 

- 

- 

Mansaeld, 

-1 

- 

- 

MarUehead,      . 

1.886.0 

- 

2.829 

Merrimac, 

666.0 

234.0 

- 

Middleborough, 

610.  i 

- 

1.120 

MiUers  Falls,     . 

-1 

- 

50 

North  AtUeborough, 

1,608.! 

- 

- 

Norwood, 

_i 

- 

396 

Peabody,  . 

2.667.0 

- 

10.000 

Reading,  . 

1,210.0 

360.0 

6.690 

Rowley,    . 

-.1 

- 

- 

Shrewsbury, 

_i 

- 

- 

Taunton,  . 

4,196.0 

- 

12.000 

Templeton, 

_i 

- 

31 

Wakefield, 

606.0* 

- 

1.477 

WeUesley, 

_i 

- 

7 

West  Boylston, 

_i 

- 

- 

Westfield, 

• 

3,094. }» 

lO.OOO 

1  Current  boucht. 
*  Also  used  water  power  and  7,450 
bushela  ooke. 


*  61,604  saUons  fuel  oil. 
«  AIbo  61U  tone  ooke. 
'  Also  96  tons  breeie. 
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Table  4.  —  Ekdric  Cwrreni  generated  and  sold. 

The  following  table  shows  the  total  kilowatt  hours  generated,  the  kilowatt  hours 
generated  for  street  lights  and  the  kilowatt  hours  sold  to  oommercial  oustomers,  as 
taken  from  the  returns  of  the  several  plants  for  the  year  ending  June  30,  1911:  — 


Total 

K.  W.  HOUTB 

cenerated. 

K.  W.  Hours 

MUNXCBPAllTT. 

Generated  for 
Street  Lights. 

sold  to 
Commercial 
Cuatomers. 

Ashbumham, 

61,200 

6,380 

34,613 

Belmont,  . 

263,304 

73,020 

116,671 

Braintree, 

467.430 

167.550 

226,042 

Chicopee, 

1,320,160 

342,394 

805,804 

Concord,  . 

585,470 

152.886 

306,338 

Danvers,  . 

872,433 

170,515 

436,068 

Groton,     . 

27,870 

14.983 

8.929 

67,890 

38.463 

27,456 

Hingham, 

372.105 

87.706 

161,237 

Holyoke,  . 

10,130.470 

925,500 

7,893,270 

Hudson,    . 

513,603 

68,793 

316.726 

Hull, 

380,609 

41,308 

217,856 

Ipswich, 

.1 

- 

- 

Mansfield, 

468,900 

97,569 

202,246 

Marblehead,      . 

875.040 

423,056 

289,464 

Menimac, 

216.310 

37,590 

153,737 

Middleborough, 

315,189 

36,055 

168,086 

Mfllers  Falls,     . 

54.010 

7.328 

26,547 

North  AtUeborough, 

397,100 

94,040 

248.069 

Norwood, 

664.950 

63,768 

482.475 

Peabody,  . 

1.017.910 

318,700 

548,722 

Reading,  . 

727,405 

238.235 

329,256 

Rowley,    . 

18,450 

8.586 

6,466 

Shrewsbury, 

84.639 

23,650 

29.124 

Taunton,  . 

2,821.700 

662.188 

1.489,466 

Templeton, 

73,300 

19,783 

36,189 

Wakefield, 

270,432 

88.113 

121,099 

Wellesley. 

501.810 

149,580 

231,826 

West  Boylston, 

31.680 

14.291 

6,949 

Westfield, 

943.400 

306,300 

438,926 

No  record. 
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Tablb  7. —  Gas  Plant  StaiUUca. 

The  following  tables  exhibit  data  of  interest  concerning  these  plants  and  their 
operations:  — 

For  the  Year  ending  June  SO,  1911. 


Holyoke. 


Middle- 
borough. 


Wakefield. 


W«etfieid. 


Daily  capacity  of  works  (feet), 

Greatest  output  (feet). 

Date  of  same,     . 

Least  output  (feet),     . 

Date  of  same,     . 

Gas  made  (feet),  year  ending  June 
30,  1911 

Gas  made  (feet),  year  ending  June 
30.  1910,  .         .         .         . 

Gas  sold  by  meter  (feet),  year  end- 
ing June  30,  1911,    . 

Gas  sold  by  meter  (feet),  year  end- 
ing June  30,  1910,    . 

Gas  supplied  to  public  buildings 
(feet),  year  ending  June  30, 
1911,      .... 

Gas  sold  to  other  plants  June 
Wlirfeet).     ... 

Gas  sola  to  other  plants  June  30, 
1910  (feet) 

Gas  used  at  works  and  offices  (feet) , 
year  ending  June  30,  1911, 

Gas  unaccounted  for  (feet),  year 
ending  June  30,  1911. 

Percentage  unaccounted  for,  1911, 

Percentage  unaccounted  for,  1910, 

Total  sales  of  gas  1910-11  (feet). 

Increase  over  1909-10  (per  cent) 

Gas  sold  per  mile  of  main  (feet) , 

Gas  unaccounted  for  per  mile  of 
main  (feet),     .  .  .  . 

Number  of  consumers  per  mile  of 
main. 

Gas  sold  per  consumer  (feet) , 

Gas  materials  used. 

Fuel  used, 


1,700.000 
796,592 
Dec.  24 
383,118 

March  26 

198,104.800 
191,875.000 
176,242,600 
171,710,300 

1,218,200 


1,108,700 

19,533,671 

9.86 

9.08 

177,510,600 

2.46 

3,526,488 

388,063 

221.7 
15,795 


24.000 
7,000 

Dec.  24 
3,000 

April  9 

1,305,000 

1.299,080 

905,600 

848,200 

10,800 


35,000 

353,600 
27.10 
30.50 

916,400 
4.98 

287,038 

110,766 

47.9 
5;919 


350,000 

161.200 

Dee.  30 

59,400 

June  5 

40,717,000 

36,508,000 

23,839,800 

21,970,900 

224,000 
7,292,700 
6,657,900 

147,400 

9,215,500 

22.63 

20.63 

31,356,500 

8.60 

1,059,776 

311,462 

49.2 
16,374 


-7 


135.000 
160,400 
Dec.  24 
67,500 
July  10 

36396,400 

31,096,500 

33,059,107 

29,883.400 

231,400 


204,800 

2,799,293 

7.59 

3.73 

33,800,507 

12.58 

1,591,967 

131,494 

93.4 
16,919 


1  Oil.  477.733  galloas;  benaol.  33,210  gallons.         »  Gas  ooal.  7.850  tons;  ooke.  276,640  bushels; 
*  Fuel  oil.  38.648  gallons.  tar  2,300  gaUons. 

<  Fuel  oil,  49,008  gaUonB.  •  Coal,  48  tons. 

«  Cannd.  51f  tons;  benzol.  2.206  gallons.  '  Gas  ooal,  3.108  tona;  ooke,  931  tons. 

•  Gas  ooal,  3,546.6  tona;  ooke,  1,256|  tone. 
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Table  8.  —  Street  Mains,  —  Meters, 
Sired,  Mains.  —  Lenoih  in  Feet,  of  Each  Site,  Juni  90, 1911. 


Holyoke. 


Middle- 
borough. 


Wakefield. 


WeBtfield. 


One  inch,  . 

One  and  one-quarter  inch, 

One  and  one-half  inch, 

Two  inch,  . 

Two  and  one-half  inch. 

Three  inch. 

Four  inch. 

Six  inch,    . 

"Eight  inch, 

Ten  inch,  . 

Twelve  inch. 

Fifteen  inch. 

Sixteen  inch. 

Total  length. 

Length  in  miles  and  feet, 

Increase  during  year,  . 


{mi^ea 
feet, 


1,441 

4,401 

2,343 

9)335 

380 

70.269 

82,200 

50.888 

26.976 

10,475 

440 

6,578 

265.776 

50 

1.776 

8,738 


195 

50 

375 

1,726 

13,685 
826 


16.857 

3 

1,017 


8/616 
6,^7 
25,173 
31.457 
338 
25.508 
24.215 
12.556 

2,600 


156,224  ^ 
29 
3,104 
1.070 


475 

913 

5.645 

68,444 

25,011 

7.140 

3.053 

1,722 


112,403 

21 

1.523 

3.284 


Meters.  • 

—  Number  of  Each, 

June  SO,  1911. 

Two  light,           .         .         .         . 

_ 

. 

11 

_ 

Three  light. 

10,675 

106 

1,^45 

1.817 

Five  light. 
Ten  light,  . 

157 

25 

163 

115 

171 

12 

14 

29 

Twenty  light,      . 
Thirty  light.       . 

65 
35 

6 
2 

10 
3 

12 
6 

Thirty-five  light. 
Forty-five  light. 

23 

— 

1 
1 

3 

Fifty  light. 

2 

2 

4 

2 

Sixty  light. 
Eighty  light,       . 
One  hundred  light. 

10 
5 

— 

1 

2 
2 

6 

_ 

1 

— 

.One  hundred  and  fifty  light. 

3 

- 

1 

~ 

Two  hundred  light,     . 
Three  hundred  light,   . 

5 

— 

— 

— 

1 

- 

1 

— 

Total  number  in  use  June  30, 1911, 

11.158 

153 

1,456 

1,988 

Increase  during  year,  . 

819 

4* 

98 

138 

1  Inolttdee  19.604  feet  three-quarter-inch  main. 


'  Deoreaee. 
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APPENDIX   H.- SPECIAL   REPORTS   TO   THE 
LEGISLATURE. 


In  Boabd  of  Gab  and  Elbctbic  Light  CoionasiONERs, 
Boston,  Jan.  17,  1910. 

To  the  Honorable  Senate  and  House  of  Representatives  in  General 

Court  assemhlecL 

At  the  legislative  session  of  1910  the  following  resolve  was 
adopted :  — 

Chaftbb  55. 

Resolve  to  provide  itob  ak  Investigation  and  Bepobt  relative  to 
THE  Transmission  of  ELEOTBiciTr  for  Light,  Heat  or  Power. 
Resolved,  That  the  board  of  gas  and  electric  light  comznissionerB  is 
hereby  directed  to  investigate  the  circumstances  affecting  the  trans- 
mission of  electricity  for  light,  heat  and  power  upon,  along,  across 
and  under  the  public  ways,  and  across  any  waters  within  the  com- 
monwealth, and  upon  private  land,  and  especially  with  respect  to  tiie 
transmission  of  electricity  in  bulk,  and  to  such  lines  as  must  pass 
through  two  or  more  cities  or  towns  in  order  to  connect  a  source  of 
supply  with  a  suitable  market  for  the  electricity  generated;  to  ex- 
amine the  laws  relative  to  the  location,  construction,  maintenance  and 
use  of  lines  for  the  transmission  of  electricity  and  the  authority  of 
the  local  officials  and  of  said  board  with  respect  thereto;  and  to  report 
to  the  next  general  court  the  result  of  its  investigation  and  examina- 
tion, with  such  recommendations  as  it  may  deem  advisable.  [Ap-- 
proved  April  5,  1910, 

Pursuant  to  this  resolve  the  Board  has  made  the  investigation 
directed,  and  in  connection  therewith  has  given  six  public  hear- 
ings to  all  persons  interested.  Due  notice  of  these  hearings  was 
given  to  the  persons  who  introduced  Senate  bills  Nos.  214,  215 
and  216  of  1910,  to  the  mayor  or  selectmen  of  all  municipalities 
in  which  electric  light  companies  are  engaged  in  business,  to  all 
electric  light  and  power  companies,  and  to  certain  business  and 
other  associations  who  have  been  accustomed  to  interest  them- 
selves in  such  questions. 

As  the  result  of  its  investigation  the  Board  respectfully  submits 
its  report  as  follows :  — 
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Scope  of  Inquiry. 
At  the  hearings  given  by  the  Board  fonr  subjects  were  chiefly 
discussed:  (1)  the  expediency  of  granting  the  right  of  eminent 
domain  for  the  location  of  tran&onission  lines;  (2)  an  appeal  in 
the  event  of  a  refusal  of  a  location  in  the  public  ways  by  the  au- 
thorities of  a  city  or  town  through  which  a  transmission  line  must 
of  necessity  pass;  (3)  certain  changes  in  and  additions  to  the  ex- 
isting law  relative  to  locating  electric  lines  in  public  ways;  and  (4) 
the  proper  regulation  of  high-tension  lines  which  must  pass  through 
several  cities  or  towns  from  the  source  of  supply  to  the  market 
for  the  electricity.  The  first  subject  involves  an  extension  of  the 
exercise  of  eminent  domain  never  before  granted  in  this  Com- 
monwealth. The  second  subject  was  introduced  by  the  electric 
light  companies  in  lieu  of  a  grant  of  the  right  of  eminent  domain. 
The  third  subject  concerns  a  number  of  questions  and  doubts 
which  have  arisen  over  the  proper  interpretation  of  the  provisions 
of  the  existing  law  and  from  the  absence  of  any  provisions  covering 
certain  circumstances  not  contemplated  when  the  present  law  was 
enacted.  The  fourth  subject  deals  with  certain  phases  of  elec- 
trical transmission  which  have  only  developed  in  the  experience 
of  the  past  few  years.  Eepresentatives  of  the  New  England  Tele- 
phone and  Telegraph  Company  participated  in  the  hearings  on 
account  of  the  interest  of  that  company,  direct  or  indirect,  in  the 
several  subjects  discussed. 

Development  of  Electrical  Distribution. 

The  use  of  electricity  for  illumination  was  introduced  about 
1880,  and  the  first  company  to  engage  in  supplying  electricity  for 
the  purpose  in  this  State  was  organized  in  that  year.  At  the 
outset  street  lighting  was  the  chief  object  of  the  companies  organ- 
ized. With  the  knowledge  of  the  art  then  existing,  it  was  not 
thought  practicable  to  distribute  electricity  at  any  considerable 
distance  from  the  generating  station,  and  the  early  operations  of 
the  companies  were  confined  to  relatively  small  areas,  rarely  reach- 
ing beyond  the  bounds  of  the  cities  or  towns  in  which  their  gener- 
ating stations  were  located,  and  usually  restricted  to  the  thickly 
settled  portions  of  such  cities  and  towns;  but  within  these  limited 
areas  the  use  of  electricity  was  rapidly  extended  to  residence  and 
other  forms  of  commercial  lighting. 

The  remarkable  progress  made  within  the  past  twenty  years  in 
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the  knowledge  of  electrical  phenom^a,  in  the  improvement  of 
machinery  and  appliances  for  the  production  and  distribution  of 
electricity,  and  in  its  adaptation  to  traction  and  mechanical  pur- 
poses is  well  known.  Two  features  bear  directly  on  the  subject 
of  this  inquiry,  namely,  the  greatly  increased  eflBciency  and  econ- 
omy of  production  and  distribution  and  the  greater  areas  over 
which  it  has  become  practicable  to  distribute  from  a  generating 
station.  In  the  earlier  years  owners  of  electric  light  plants  were 
embarrassed  by  the  brief  use  made  of  their  investment  for  the 
production  of  electricity  for  lighting.  Other  uses  for  electricity 
to  help  the  station  load  were  sought  out  and  encouraged,  and 
experience  taught  the  companies  that  a  great  diversity  in  the  pur- 
poses for  which  electricity  is  required  in  the  area  supplied  by  any 
generating  station  means  an  increased  output  for  the  same  invest- 
ment, and,  in  <;onsequence,  decreased  cost  per  unit.  The  effect  has 
been  a  marked  decrease  in  the  number  of  generating  stations  rela- 
tive to  areas  supplied,  an  increase  in  the  physical  and  legal  con- 
solidation of  many  of  the  companies  and  a  rapid  development  in 
the  use  of  electricity  for  power.  In  1888,  66  electric  light  com- 
panies, each  with  its  own  generating  station,  were  engaged  in 
supplying  electricity  in  64  cities  and  towns.  Now,  about  120 
companies,  municipal  plants  and  individuals  are  distributing  elec- 
tricity in  over  215  cities  and  towns,  but  from  less  than  100  gener- 
ating stations.  Not  only  have  the  areas  feasible  for  local  distri- 
bution been  extended,  but  by  transmission  lines  reaching  from  a 
generating  station  to  outlying  transformer  stations  it  has  become 
possible  and  commercially  desirable  to  supply  from  one  central 
station  many  distinct  areas  for  local  distribution,  each  formerly 
served  by  its  own  generating  station. 

In  the  development  of  the  electric  supply  business  in  this  State 
but  little  use  has  hitherto  been  made  of  water  powers.  This  is 
no  doubt  due  to  the  fact  that  water  powers  situated  within  or 
easily  accessible  to  areas  to  be  supplied  were  already  appropriated 
to  manufacturing  purposes.  In  other  parts  of  the  country,  how- 
ever, the  existence  of  large  water  powers  not  available  for  manu- 
facturing purposes,  and  the  comparatively  recent  discovery  that 
this  power  can  be  electrically  transmitted  at  high  tension  for  long 
distances  with  relatively  little  loss  and  at  reasonable  cost,  have 
made  accessible  to  industrial  centers  sources  of  power  not  pre- 
viously considered.  The  hydro-electric  generating  stations  at 
Niagara  Palls,  furnishing  electricity  not  merely  in  the  vicinity  but 
as  far  as  Syracuse  (165  miles  away),  and  on  the  Pacific  coast. 

Digitized  by  VjOOQ IC 


1912.]  PUBLIC  DOCUMENT  — No.  35.  317o 

t 

with  a  transmission  circuit  in  one  instance  232  miles  long,  are 
notable  instances.  A  similar  movement  in  this  State  to  dispose  of 
the  surplus  power  at  Turners  Palls  and  Holyoke  on  the  Con- 
necticut River  by  electrical  transmission  found  expression  in  the 
following  special  acts :  — 

Acts  of  1903,  chapter  350,  An  Act  to  authorize  the  Holyoke  Water 
Power  Company  to  manufacture,  sell  and  distribute  electricity  for 
power  pm'poses. 

Acts  of  1904,  chapter  340,  An  Act  to  extend  the  corporate  powers 
of  the  Turner  Falls  Company. 

Acta  of  1909,  chapter  152,  An  Act  to  extend  the  authority  of  the 
Holyoke  Water  Power  Company  to  manufacture,  sell  and  distribute 
electricity  for  power  purposes. 

But  no  attempt  to  utilize  water  powers  by  electrical  transmission 
was  made  in  this  State  on  any  extended  scale  until  1907.  In  that 
year  the  Connecticut  Biver  Power  Company  (now  Amherst  Power 
Company)  was  organized,  and  built  a  high-tension  transmission 
line  between  the  Turners  Falls  Company's  power  station  and 
Amherst.  This  has  since  been  extended  to  Easthampton,  and  the 
Amherst  Power  Company  is  supplying  the  Amherst  and  Easthamp- 
ton gas  companies,  although  tiie  last  named  hal  recently  built  a 
new  and  greatly  enlarged  steam  generating  plant.  Its  transmission 
line  is  about  28  miles  long,  chiefly  over  a  private  right  of  way,  and 
supported  in  part  by  poles  and  in  part  by  steel  towers.  It  is  now 
operated  at  23,000  volts,  but  is  constructed  for  operation  at  66,000 
volts. 

In  the  same  year  a  dam  was  begun  at  Vernon  on  the  Connecticut 
Siver,  just  north  of  the  Massachusetts  line,  with  the  avowed  object 
of  generating  electricity,  chiefly  to  be  transmitted  to  and  sold  in 
the  industrial  centers  of  Worcester  County.  In  1908  the  Legis- 
lature authorized  the  same  interests,  as  part  of  this  project,  to  con- 
struct another  dam  across  the  Connecticut  Biver,  south  of  the  State 
line,  at  the  French  King  Bapids  (Acts  of  1908,  chapter  680,  An 
Act  to  incorporate  the  French  Bang  Bapids  Power  Company). 
This  last  dam  has  not  been  constructed,  but  the  persons  interested 
organized,  under  the  general  law  in  1908,  the  Connecticut  Biver 
Transmission  Company,  for  the  distribution  of  the  electricity  gen- 
erated at  the  Vernon  dam.  This  company  has  erected  and  is  now 
operating  at  66,000  volts  a  transmission  line  supported  by  steel 
towers  and  built  over  a  private  right  of  way  from  the  New  Hamp- 
shire line  to  Gardner,  Fitchburg,  Clinton,  Marlborough  and  Worces- 
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ter^  about  55  miles  in  alL  It  is  selling  electricity  to  the  electric 
light  companies  in  Gardner,  Fitchburg  and  Marlborough,  and  to 
a  few  other  large  users  of  power  in  the  several  places  named. 

In  the  utilization  of  electricity  for  the  operation  of  street  rail- 
ways there  has  been  a  somewhat  similar  development.  Tweniy 
years  ago  such  railways  were  purely  local  in  their  character.  The 
power  stations  for  the  operation  of  their  cars  were  conveniently 
located  to  supply  directly  their  trolley  wires,  or  else  by  short  lines 
of  feed  wires  stretched  along  the  trolley  poles.  KTow  the  street 
railways  have  been  grouped  into  relatively  few  large  systems. 
Economy  of  operation  is  tending  to  centralize  the  power  stations, 
to  locate  them  as  favorably  as  possible  with  respect  to  the  supply 
of  fuel,  and  to  transmit  the  electricity  necessary  to  operate  the  cars 
longer  distances  and  at  higher  voltages,  and  often  quite  independ- 
ently of  the  location  of  the  tracks.  One  company  has  a  power 
station  at  Quincy  Point,  and  transmits  the  electricity  there  gen- 
erated at  high  tension  over  a  private  right  of  way  as  far  as  Fall 
Eiver. 

In  1909,  by  chapter  359,  the  Legislature  authorized  the  expendi- 
ture of  $5,000  for  the  determination  of  the  amount  of  water  power 
available  on  the  streams  of  the  Commonwealth,  and  for  investigat- 
ing the  best  methods  of  utilizing  the  same,  and  empowered  the 
Governor  to  make  a  contract  therefor  with  the  director  of  the 
United  States  Geological  Survey.  This  contract  was  made,  a  pre- 
liminary report  submitted  last  year  and  the  final  report  is  now  due. 

Existing  Law. 

The  public  ways  oflfer  the  most  practicable  and  in  many  instances 
the  only  possible  means  of  distributing  electricity,  not  only  to 
street  lights  but  to  private  consumers.  As  early  as  1849  telegraph 
companies  were  authorized  to  construct  their  lines  in  public  ways 
under  substantially  the  same  provisions  still  retained  in  the  general 
law.  In  1883  these  provisions,  so  far  as  applicable,  were  extended 
"to  lines  for  the  transmission  of  electricity  for  the  purpose  of 
lighting.'*  In  1895  all  provisions  of  law  relating  to  the  construc- 
tion and  regulation  of  electric  light  lines  were  made  to  apply  to 
lines  for  the  transmission  of  electricity  for  heat  or  power.  In  1908 
the  Legislature,  anticipating  the  advent  of  the  electric  power  com- 
panies already  noted,  passed  an  act  (chapter  617)  to  regulate  the 
entry  of  such  companies  into  cities  or  towns  already  supplied  by 
electric  light  companies. 

The  provisions  of  the  general  law  now  in  force  relating  to  the 
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traiiBiniBsion  of  electricity  for  light,  heat  and  power  fall  into  four 
general  groups,  namely:  — 

(1)  Locations  for  lines  for  such  transmission,  other  than  lines 
of  electric  street  railways,  in  the  public  ways.* 

(2)  Locations  for  the  poles  and  wires  of  street  railways  and 
electric  railroads  in  public  ways.' 

(3)  Sestrictions  upon  the  entry  of  a  second  company  into  cities 
or  towns  in  which  a  company,  person  or  corporation  is  already 
engaged  in  the  manufacture  and  sale  of  electric  light.* 

(4)  Regulations  concerning  the  erection  and  maintenance  of 
electric  lines  and  the  protection  of  the  public  therefrom.^ 

These  various  provisions  are  in  substance  as  follows,  viz. :  — 
(1)  Section  1  of  chapter  122  of  the  Bevised  Laws  reads:  — 

A  company  which  is  incorporated  .  .  •  for  the  transmission  of  elec- 
tricity for  lighting,  heating  or  power,  except  lines  for  heat  or  power 
by  a  street  railway  company,  may,  under  the  provisions  of  the  fol- 
lowing sections,  construct  lines  for  such  transmission  upon  and  along 
the  public  ways  and  across  any  waters  within  the  commonwealth,  by 
the  erection  of  the  poles,  piers,  abutments  and  other  fixtures,  except 
bridges,  which  may  be  necessary  to  sustain  the  wires  of  its  lines;  but 
shall  not  incommode  the  public  use  of  public  ways  nor  endanger  or 
intermpt  navigation. 

Section  26  of  the  same  chapter  provides  that  — 

owners  and  associations  engaged  in  the  business  specified  in  section 
one  of  this  chapter,  although  not  incorporated,  shall  be  subject  to 
the  provisions  of  this  chapter,  as  far  as  they  are  applicable. 

Section  2  of  the  same  diapter  provides  that  — 

the  mayor  and  aldermen  of  a  city  or  the  selectmen  of  a  town  through 
which  the  lines  of  a  company  are  to  pass  shall  give  the  company  a 
writing  specifying  where  the  poles  may  be  located,  the  kind  of  poles 
and  the  height  at  which,  and  the  places  where,  the  wires  may  run. 

The  section  further  provides  that,  after  the  erection  of  the  lines 
and  after  giving  the  company  an  opportunity  to  be  heard,  the  same 
officials  ''may  direct  any  alteration  in  the  location  or  erection  of 

>  Ravind  Laws,  o.  26,  ||  63,  63;  e.  34,  |  31;  o.  47,  |  21;  e.  48.  |  86;  o.  121,  ||  17. 18.  23;  o.  122, 
i«  1.  2,  8. 4,  6,  26;  Aeta  of  1203,  o.  237;  Aeto  of  1906,  o.  117. 

«  Aota  of  1906,  o.  463,  Part  m..  ||  1.  7;  Acta  of  1906,  o.  616,  |  8. 

•  R«v»Bd  Laws.  o.  121.  ||  26,  27;  Acts  of  1906,  o.  617. 

«  RaWsed  Laws,  e.  26,  ||  64,  56;  e.  26.  |  6;  e.  121.  «|  19,  21,  23;  e.  122, 1 16  to  |  23  (both  indu- 
siTa),  and  1 26  to  1 30  (both  inoluaiva).  ^  j 
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the  poles,  piers  or  abutments  and  in  the  height  of  the  wires/^  By 
amendments  enacted  in  1903  (chapter  237)  and  1906  (chapter 
117)  these  provisions  have  been  amplified,  requiring  a  petition  in 
writing  for  an  original  location,  and  a  public  hearing  thereon  after 
written  notice  "  to  the  owners  of  real  estate  along  the  way  or  parts 
of  ways  upon  which  it  is  proposed  to  construct  said  line/'  It  is 
provided  tiiat  the  clerk  of  the  city  or  the  selectmen  '^  shall  endorse 
upon  the  order  or  specification  of  locations  granted,  his  or  their 
certificate  that  notices  were  sent  and  a  hearing  held  as  herein  pro- 
vided, and  no  such  order  or  specification  shall  be  valid  without  such 
certificate,^'  and  such  certificates,  as  well  as  the  specifications  and 
decisions,  "  shall  be  recorded  in  the  records  of  the  city  or  town/' 
It  is  also  provided  that  an  alteration  of  location  may  be  granted 
without  hearing  or  notice,  "and  no  permit  shall  be  required  for 
renewing,  repairing  or  replacing  poles,  piers,  abutments  or  other 
fixtures  once  erected  under  the  provisions  of  law/' 

Sections  3,  4  and  5  of  the  same  chapter  permit  an  owner  of  land 
abutting  on  a  public  way  along  which  an  electric  light,  heating 
or  power  line  is  constructed,  whose  property  is  injured  thereby, 
to  have  his  damages  assessed. 

In  section  52  of  diapter  25  of  the  Bevised  Laws  it  is  provided 
that  — 

the  selectmen  may,  upon  terms  and  conditions  prescribed  by  them, 
and  subject  to  the  provisions  of  chapter  one  hundred  and  twenty-two, 
so  far  as  applicable,  authorize  a  person  to  construct  lines  for  private 
use  upon,  along  and  under  the  public  ways  of  the  town  for  the  trans- 
mission, by  electricity,  of  light,  or  of  heat  or  power,  except  such  as 
is  used  by  street  railway  companies  or  for  the  transmission,  by  elec- 
tricity or  otherwise,  of  intelligence  by  telegraph  or  telephone. 

The  mayor  and  aldermen  of  a  city  have  a  similar  power  (see 
Bevised  Laws,  chapter  26,  section  2) ;  but  upon  construction  of 
such  a  line  the  poles  and  structures  thereof  within  the  limits  of 
the  public  ways  become  the  property  of  the  town  or  city,  as  the 
case  may  be. 

In  section  17  of  chapter  121  of  the  Bevised  Laws  it  is  provided 
that  a  gas  company,  authorized  under  section  14  of  that  chapter 
to  engage  in  the  electric  business,  — 

shall  not  erect  or  maintain  any  poles  for  the  support  of  wires,  nor 
erect  or  maintain  any  wires  in,  through  or  over  any  streets  or  high- 
ways, nor  dig  up  any  streets  or  highways  for  the  purpose  of  laying 
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said  wires  undergroundy  until  it  has,  upon  petition  in  writing,  obtained 
the  consent  in  writing  of  the  mayor  and  aldermen  of  cities  or  the  select- 
men of  towns  in  which  said  streets  are  located. 

This  section  is  made  applicable  to  electric  light  and  power  com- 
panies by  section  23  of  the  same  chapter. 
Under  section  21  of  chapter  47  of  the  Revised  Laws  — 

No  state  highway  shall  be  dug  up  for  laying  or  placing  .  .  .  poles, 
wires  or  railways  or  for  other  purposes,  .  .  .  without  the  written  per- 
mit of  the  highway  commission,  and  then  only  in  accordance  with  the 
regulations  of  said  commission. 

Provision  is  made  in  section  86  of  chapter  48  of  the  Eevised 
Laws  whereby  cities  or  towns  accepting  the  same  may,  in  laying 
out  a  public  way,  reserve  spaces  for  electric  wires.  There  is  no 
restriction  save  by  inference,  however,  whereby  electric  wires  in  a 
way  so  laid  out  must  be  confined  to  such  reserved  space. 

There  is  no  e3q)re8S  provision  of  the  general  law  whereby  a 
location  for  electric  lines  once  granted  may  be  revoked,  save  that 
section  31  of  chapter  34  of  the  Eevised  Laws  is  as  follows,  viz. :  — 

No  city  or  town  having  within  its  limits  the  main  gas  works  or  the 
central  lighting  station,  or  the  major  portion  of  the  wires,  poles,  con- 
duits or  pipes  used  in  connection  with  any  such  works  or  plants,  shall, 
except  for  a  violation  of  the  terms  or  conditions  upon  which  the  same 
were  granted  or  for  a  violation  of  law  respecting  the  exercise  thereof, 
revoke  any  rights  granted  to  any  person  or  corporation  engaged  in 
the  business  of  manufacturing  or  distributing  gas  or  electricity  for 
lighting  purposes,  after  the  introduction  of  the  first  vote  authorizing 
the  establishment  of  a  municipal  lighting  plant  in  a  city  council  under 
the  provisions  of  section  two  or  after  the  calling  of  a  town  meeting 
under  a  warrant  including  an  article  on  the  passage  of  such  vote, 
until  the  proceedings  so  begun  have  been  finally  determined  by  grant- 
ing or  denying  authority  to  establish  such  plant.  After  the  passage 
and  ratification  of  both  votes  required  by  sections  two  or  three,  no 
city  or  town,  except  as  hereinbefore  provided,  shall  revoke  any  rights, 
locations  or  licenses  granted  to  any  such  person  or  corporation. 

Locations  for  underground  conduits  for  electric  lines  in  public 
ways  are  not  provided  for  unless  such  provisions  can  be  implied 
from  sections  17  and  23  of  chapter  121  of  the  Eevised  Laws,  al- 
ready mentioned.  In  the  cities  or  towns  in  which  there  is  any 
substantial  amount  of  underground  construction  there  are  special 
laws  relating  thereto. 
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Boston:  Acts  of  1894,  chapter  454;  Acts  of  1898,  chapter  249;  Acts  of 

1908,  chapter  347. 
Springfield:  Acts  of  1900,  chapter  276;  Acts  of  1901,  chapter  181; 

Acts  of  1900,  chapter  72. 
Worcester:  Acts  of  1902,  chapter  372. 
Somerville:  Acts  of  1905,  chapter  278. 

Pittsfield:  Acts  of  1906,  chapter  131;  Acts  of  1910,  chapter  318. 
Haverhill:  Acts  of  1906,  chapter  391. 
Brockton:  Acts  of  1907,  chapter  325. 
Salem:  Acts  of  1910,  chapter  448. 

There  is  also  no  provision  relative  to  joint  locations  for  poles 
or  to  the  attachment  of  wires  of  one  company  to  the  poles  of 
another  company. 

The  court  has  held  that  section  1  of  chapter  122  applies  to 
domestic  and  not  to  foreign  corporations,  and  that  a  city  or  town 
may  be  indicted  for  suffering  a  public  way  to  be  obstructed  by  a 
pole  erected  by  a  foreign  corporation.^  But  an  electric  line  con- 
structed in  exact  conformity  with  a  location  duly  granted  there- 
for does  not  constitute  a  defect  or  want  of  repair  for  which  the  city 
is  liable.*  The  words  *'upon  and  along  the  public  ways*'  in  sec- 
tion 1  include  crossing  a  public  way  with  wires,"  and  the  word 
^'  shall "  in  section  2  has  been  construed  as  equivalent  to  *'  may,** 
at  least  with  respect  to  electric  light  wires.*  AVhile  there  is  an 
absence  of  any  express  provision  in  the  general  law  for  locations 
for  underground  conduits,  yet  if  such  are  now  permitted,  they 
apparently  can  be  granted  only  upon  a  petition  in  writing,  notice 
to  abutting  landowners,  a  public  hearing  and  a  record  of  the  loca- 
tion granted,  as  required  in  section  2  (as  amended)  of  chapter 
122  of  the  Revised  Laws.*  Provision  is  made,  as  already  noted, 
for  damages  to  abutting  landowners  upon  a  public  way  along  which 
an  electric  line  is  constructed,  but  such  line  does  not  constitute  an 
additional  servitude  ®  even  though  the  city  or  town  through  which 
it  passes  or  the  owner  of  the  fee  in  the  way  is  not  supplied  or  in  any 
way  benefited  by  it.*^     , 

There  is  no  express  provision  of  law  relating  to  street  struc- 
tures of  municipal  lighting  plants,  but  in  section  30  of  chapter 
34  ojf  the  Revised  Laws  it  is  provided  that  —   . 

>  Commonwealth  r.  Boston,  97  Mass.  555. 
«  Young  r.  Yarmouth,  9  Gray,  386. 

•  Banks  v.  Highland  St.  Ry.  Co..  136  Mass.  485. 

•  Suburban  Light  &  Power  Co.  r.  Aldermen  of  Boston,  153  Mass.  200. 

>  Metropolitan  Home  Telephone  Co.  «.  Emerson,  202  Mass.  402. 

•  N.  E.  Tel.  dc  Tel.  Co.  v.  Boston  Terminal  Co.,  182  Mass.  397. 
'  Cheney  v.  Barker,  198  Mass.  356. 
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All  general  laws,  and  all  ordinances  or  by-laws  of  any  city  or  town 
acting  under  the  provisions  of  this  chapter,  relative  to  the  manufac- 
ture, use  or  distribution  of  gas  or  electricity,  or  to  the  quality  thereof, 
or  to  the  plant  or  the  applicances  therefor,  shall  apply  to  such  city  or 
town,  in  the  same  manner  as  to  persons,  so  far  as  applicable  and  con- 
sistent with  the  provisions  of  this  chapter. 

(2)  In  Acts  of  1906,  chapter  463,  Part  III,  section  1,  it  is  pro- 
vided :  — 

"  Street  railway  "  or  "  railway  "  means  a  railroad  or  railway,  includ- 
ing poles,  wires  or  other  appliances  and  equipment  connected  there- 
with, of  the  class  operated  by  motive  power  other  than  steam,  and 
usually  constructed  upon  the  public  ways  and  places. 

and 

"Location",  as  applied  to  a  street  railway,  means  the  grant  to  a 
street  railway  company  of  the  right  to  construct,  maintain  and  operate 
a  street  railway  in  a  public  way  or  place. 

By  section  7,  upon  petition  for  a  "  location,^'  the  board  of  alder- 
men of  a  city  or  selectmen  of  a  town  — 

may  grant  said  location,  or  any  portion  thereof,  and  may  prescribe 
how  the  tracks  shall  be  laid,  and  the  kind  of  rails,  poles,  wires  and 
other  appliances  which  shall  be  used. 

The  same  language  is  used  in  section  8  of  chapter  516  of  the 
Acts  of  1906,  relative  to  locations  of  electric  railroads  longitudinally 
upon  public  ways.  There  are  further  provisions  for  connecting 
locations,  and  for  the  extension,  alteration  and  revocation  of  exist- 
ing locations  of  street  railways.  There  is,  however,  no  other  ex- 
press authority  for  the  location  in  public  ways  of  the  feed  wires  of 
a  street  railway  or  electric  railroad,  and  poles  to  support  them, 
especially  in  ways  in  which  the  railway  itself  is  not  constructed. 

(3)  By  the  provisions  of  sections  26  and  27  of  chapter  121  of 
the  Bevised  Laws,  — 

in  a  city  or  town  in  which  a  company,  corporation  or  person  is  en- 
gaged in  the  manufacture  or  sale  of  electric  light  no  other  person, 
firm  or  corporation  shall  lay,  erect,  maintain  or  use,  over  or  under 
the  streets,  lanes  and  highways  of  such  city  or  town,  any  wires  for  the 
transmission  of  electricity  for  light,  heat  or  power,  except  wires  used 
for  heat  or  power  by  street  railway  companies,  without  the  consent 
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of  the  mayor  and  aldermen  of  such  city  or  selectmen  of  such  town 
granted  after  notice  to  all  parties  interested  and  a  public  hearing. 

An  appeal  from  the  decision  of  the  mayor  and  aldermen  or  select- 
men may  be  taken  to  this  Board  within  thirty  days  thereafter  by 
any  corporation,  company  or  person  aggrieved,  and  the  Board's 
decision  thereon  is  final. 

By  the  Acts  of  1908,  chapter  617,  if  the  company  applying  under 
section  26,  quoted  above,  is  — 

incorporated  or  authorized  to  distribute  and  sell  electricity  exclusively 
for  power, 

the  mayor  and  aldermen  or  selectmen,  in  giving  to  such  company 
their  consent,  — 

may,  in  addition  to  the  provisions  of  law  governing  such  companies, 
impose  such  other  terms,  limitations  and  restrictions  as  the  public 
interest  may,  in  their  judgment,  require,  and  upon  an  appeal  there- 
from, pursuant  to  section  twenty-seven  of  said  chapter,  the  board  of 
gas  and  electric  light  conmiissioners  may,  in  addition  to  its  present 
authority  under  said  section,  affirm,  amend,  alter  or  add  to  the  terms, 
limitations  and  restrictions  so  imposed  as  the  public  interest  may  in 
hs  judgment  require. 

The  consent  of  the  local  authorities  required  by  these  sections 
is  independent  of  and  in  addition  to  the  requirements  of  section 
2  of  chapter  122  of  the  Eevised  Laws,  relative  to  locations  for  poles 
and  wires.  In  passing  upon  sections  26  and  27  of  chapter  121  of 
the  Eevised  Laws  the  court  has  said  that  these  provisions  are  of 
themselves  sufficient  to  show  that  the  Legislature  did  not  intend 
to  leave  the  business  of  manufacturing  and  selling  electric  light 
to  be  carried  on  in  the  same  municipality  by  as  many  companies 
and  persons  as  may  be  minded  to  put  wires  in  the  streets  and  try 
their  luck.^  By  means  of  them  the  local  authorities  in  the  first 
instance  and  this  Board  on  appeal  may  exclude  or  admit  compe- 
tition, and  in  the  sale  of  electricity  for  power  only  may  permit  a 
limited  competition  if  deemed  expedient. 

(4)  By  section  54  of  chapter  25  of  the  Eevised  Laws  select- 
men— 

may  establish  reasonable  regulations  for  the  erection  and  maintenance 
of  all  lines  .  .  .  for  the  transmission  by  electricity  of  light,  or  of  heat 

1  Attomey-Q«nera]  v.  Walworth,  157  Mass.  80. 
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or  power  except  such  as  is  used  by  street  railway  companies,  by  every 
person  having  authority  to  place  poles,  wires,  stractures  and  other 
appliances  for  any  purpose  in  or  under  public  ways  or  places,  includ- 
ing all  lines  owned  or  used  by  said  towns. 

In  a  city  such  regulations  are  established  by  ordinance  (Ee vised 
Laws,  chapter  26,  section  6).  Under  section  55  of  chapter  25  it 
is  provided  that  in  case  lines  are  constructed  or  maintained  in  vio- 
lation of  snch  regulations,  after  written  notice  from  the  cities  or 
towns,  the  courts  may  enjoin  the  further  progress  of  the  work  or 
order  the  removal  or  alteration  of  the  line  at  the  expense  of  the 
owners,  constructors  or  users.  If  a  line  is  owned  or  used  by  a  city 
or  town,  like  action  may  be  taken  upon  complaint  of  a  person 
injured. 

In  section  19  of  chapter  121  of  the  Revised  Laws  — 

the  mayor  and  aldermen  of  cities  and  the  selectmen  of  towns,  respec- 
tively, may  regulate,  restrict  and  control  all  acts  of  said  company 
which  may  in  any  manner  affect  the  health,  safety,  convenience  or 
property  of  the  inhabitants  of  their  respective  cities  or  towns. 

This  section,  while  primarily  applying  to  gas  companies  author- 
ized to  do  an  electric  business,  is  also  made  to  apply  to  electric 
light  and  power  companies  by  section  23  of  the  same  chapter. 

In  sections  16  to  23  and  26  to  30,  both  inclusive,  of  chapter 
122  of  the  Revised  Laws,  there  are  various  specific  regulations 
with  respect  to  lines  of  wires  over  or  under  streets  or  buildings. 
These  concern  the  strength,  support,  insulation  and  tagging  of 
wires,  the  removal  of  abandoned  wires,  the  attachment  to  wires 
entering  buildings,  other  than  wires  designed  to  carry  an  electric 
light,  heat  or  power  current,  of  appliances  sufficient  to  arrest  a 
current  of  such  intensity  or  volnme  as  to  be  capable  of  injuring 
electrical  instruments  or  of  causing  fire,  and  the  insulation  and 
marking  of  poles,  cross  arms  and  fixtures.  An  inspector  of  wires 
must  be  appointed  in  cities,  and  may  be  appointed  in  towns,  with 
the  duty  of  supervising  the  wires  and  of  seeing  that  all  laws  and 
regulations  relating  to  wires  are  strictly  enforced.  There  are  also 
provisions  for  the  protection  of  private  property  against  the  en- 
croachment of  companies  or  persons  maintaining  wires,  for  punish- 
ing unlawful  and  intentional  injuries  to  wires  and  the  poles 
supporting  them,  and  for  the  cutting,  disconnecting  or  removing 
wires  in  order  to  move  a  building  or  for  any  other  necessaiy 
purpose. 
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Local  Distribution. 

The  laws  authorizing  the  construction  of  electric  lines  in  public 
ways,  which  were  first  enacted  in  the  infancy  of  the  art  of  teleg- 
raphy, long  before  telephones  and  electric  lights  were  thought 
of,  have  adapted  themselves  so  well  to  the  phenomenal  develop- 
ment of  telephonic  communication  and  the  use  of  electricily  for 
light  and  power  that  they  are  today  open  to  little  serious  criti- 
cism save  in  matters  of  detail.  Some  questions  have  arisen,  as 
to  the  proper  interpretation  of  the  existing  law,  and  the  general 
law  contains  no  definite  provision  for  locations  for  underground 
conduits.  The  electric  light  companies  have,  according  to  their 
returns,  at  least  40  per  cent,  of  their  total  plant  investment  in  their 
distribution  lines  in  the  public  ways,  and  over  half  of  this  distri- 
bution is  now  in  underground  construction.  It  is  proper  and  just 
that  the  respective  rights  of  the  public  and  of  the  companies  in 
regard  to  so  important  a  matter  should  be  clearly  known  and  de- 
fined. 

Section  1  of  chapter  122  of  the  Revised  Laws  is  the  general 
authority  for  the  construction  of  lines  **upon  and  along  ^'  public 
ways.  To  add  to  its  definiteness  it  is  believed  that  it  should  be 
made  to  apply  expressly  to  lines  '*  under  and  across  *^  public  ways, 
and  also  not  merely  to  the  poles  and  other  fixtures  supportiBg 
wires  transmitting  electricity,  but  to  such  other  poles,  etc.,  as  may 
be  necessary  to  protect  them.  A  street  railway  compan/a  lines 
for  heat  or  power  are  expressly  excepted,  as  already  noted.  This 
exception  was  first  introduced  in  Acts  of  1895,  chapter  350,  making 
all  provisions  of  law  relating  to  telegraphy  telephone  and  electric 
light  lines  applicable  to  lines  for  the  transmission  of  electricity 
for  heat  or  power.  Unless  such  street  railway  lines  may  be  con- 
strued as  fairly  included  in  the  definitipn  of  a  "street  railway,^^ 
already  quoted,  tmd  in  any  event  if  constructed  in  ways  other 
than  those  in  which  the  company's  tracks  are  laid,  there  seems  to 
be  no  power  granted  by  general  law  to  authorize  their  constructicai. 
The  Board  believes  that  this  cannot  have  been  the  intention  of 
the  Legislature,  and  that  to  cure  this  doubt  the  words  "except 
lines  for  heat  or  power  by  a  street  railway  company**  should  be 
stricken  out,  and  the  general  authority  granted  by  the  section 
extended  to  street  railway  and  electric  railroad  companies.  In 
order,  however,  that  there  may  be  no  interference  with  the  location 
of  street  railways  And  electric  railroads  under  the  acts  applicable 
thereto,  there  should  be  in  section  2  an  express  reservation  that  the 
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procedure  specified  therein  shall  not  apply  to  the  poles^  urires^  etc., 
of  such  companies  included  in  the  grant  of  locations  under  the 
street  railway  and  electric  railroad  acts. 

Section  2  of  the  same  chapter^  in  its  present  ainended  f  orm^  seems 
to  confound  the  written  authorization  for  the  line  with  the  pro- 
cedure by  which  such  authorization  is  granted.  It  appeared  at  the 
hearings  that  a  considerable  divergence  of  opinion  existed  as  to 
what  is  the  original  record  of  the  grant  of  a  location,  and  as  to  the 
duties  of  the  public  ofBcials  having  to  do  with  such  grant.  •  It  seems 
clear  to  the  Board  that  the  mayor  and  aldermen  or  selectmen  must 
act  in  considering  the  grant  of  a  location  by  vote,  and  that  the 
original  record  of  that  vote,  if  the  location  is  granted,  should  be 
found  in  the  public  records  of  the  city  or  town  rather  than  in  a 
writing  delivered  to  the  company  to  which  the  grant  is  made.  The 
Board  has  felt  hesitation  in  recommending  the  abandonment  of 
language  which  has  been  in  use  for  over  sixty  years,  but  after  some 
unsatisfactory  attempts  to  retain  the  language  in  question,  it  has 
reached  the  conclusion  that  the  section  should  be  rewritten,  with  a 
view  not  to  a  change  of  substance  but  to  a  clear  and  logical  state^ 
ment  of  the  respective  duties  of  the  company  and  of  the  local 
authorities  with  respect  to  a  location  asked  for. 

In  redrafting  the  section  the  Board  also  believes  that  several 
features  not  now  expressly  provided  for  should  be  covered.  It 
should  apply  to  undergroimd  conduits  and  to  wires  crossing  public 
ways  but  not  supported  by  poles  or  other  structures  erected  therein. 
The  writing  prescribed  in  the  present  law  specified  "  the  kind  of 
poles  and  the  height  at  which,  and  the  places  where  the  wires  may 
run.''  The  preceding  section  expressly  contemplates  that  wires 
may  be  supported  by  structures  other  than  poles,  and  there  seems 
no  reason  why  the  mayor  and  aldermen  or  selectmen  should  not  be 
clearly  authorized  to  specify  the  kind  of  street  structures  to  be 
used,  even  if  poles  are  not  proposed,  and  if  the  height  at  which 
the  wires  may  run  is  important  enough  for  express  mention,  the 
number  of  wires  or  cables  seems  equally  important.  It  may  per* 
haps  be  fairly  urged  that  house  connections  and  connections  be- 
tween conduits  and  distributing  poles  are  incident  to  the  original 
location  of  the  line,  but,  on  the  other  hand,  there  seems  no  sound 
reason  for  not  making  this  absolutely  clear. 

In  flie  desire  to  reduce  to  a  minimum  the  unsightliness  of  over- 
head street  structures  of  wire-using  companies  there  has  been  a 
constant  pressure  upon  the  companies  to  combine  their  lines  on 
one  set  of  poles  wherever  practicable.    At  the  hearings  it  was 
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urged  in  behalf  of  one  of  the  towns  that  express  authority  to  compel 
this  to  be  done  should  be  given  the  mayor  and  aldermen  or  select- 
men. There  is,  however,  a  serious  legal  difficulty  in  an  attempt 
to  compel  a  company  involuntarily  to  permit  the  use  of  its  prop- 
erty by  another.  There  is  also  an  even  more  important  con- 
sideration that  the  combination  of  high  and  low  tension  wires  on 
the  same  poles,  however  well  the  lines  may  be  constructed,  tends 
to  increase  the  danger  to  life  and  property.  One  common  cause 
of  the  electric  accidents  reported  to  the  Board  is  that  telephone 
and  fire  alarm  linemen  come  into  contact  with  highly  charged 
electric  wires.  Some  distressing  accidents  have  also  been  reported 
to  persons  in  houses,  unconscious  of  danger,  by  the  contact  of 
telephone  wires  with  electric  light  wires  in  the  street.  It  may  not 
be  practicable  or  wholly  desirable  to  attempt  to  eliminate  tiiis 
danger  by  not  permitting  such  a  combination  of  high  and  low 
tension  wires  on  the  same  poles.  It  is  the  opinion  of  the  Board, 
however,  that  the  matter  may  better  be  left  to  be  worked  out 
between  the  local  authorities  and  the  companies  themselves,  as  at 
present,  but  that  express  provision  should  be  given  for  authorizing 
attachments  and  joint  locations. 

Something  was  said  at  the  hearings  relative  to  requiring  joint 
occupation  of  conduits,  and  also  to  the  compulsory  use  of  publicly 
owned  conduits.  The  legal  difficulties  already  noted  apply  to  the 
first  proposition.  With  the  exception  of  one  city,  there  is  no  gen- 
eral demand  by  the  mimicipalities  interested,  so  far  as  the  Board  i3 
aware,  for  authority  to  construct  such  conduits  at  the  public  ex- 
pense. It  may  be  conceded  that  the  varied  ownership  and  crowded 
state  of  underground  structures  in  the  streets  of  our  large  cities, 
and  the  manifest  tendency  to  simplicity  and  ultimate  economy  of 
capital  in  case  suitable  conduits  are  built  and  cared  for  by  a  single 
owner,  makes  the  question  of  importance.  Yet,  in  the  absence  of 
any  general  demand  for  such  legislation,  the  Board  has  not  believed 
it  necessary  at  this  time  to  enter  into  a  serious  consideration  of  the 
expediency  of  such  an  undertaking  by  cities  and  towns. 

The  Board  was  urged  to  recommend  that  the  mayor  and  alder- 
men or  selectmen  be  given  express  authority  to  impose  terms,  con- 
ditions, restrictions  and  obligations  upon  grants  of  location.  It  is  a 
common  practice  to  do  this,  although  the  law  is  silent,  and  the 
mayor  and  aldermen  or  selectmen  exercise  but  a  delegated  authority 
with  respect  to  it.  Perhaps  as  common  a  feature  as  any  is  the  re- 
quirement that  the  companies  shall  reserve  a  certain  portion  of  their 
poles  or  of  the  ducts  of  their  conduits  for  the  fire  and  police  alarm 
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or  even  electric  light  wires  of  the  city  or  town.  The  question  of 
the  right  to  impose  such  terms  without  compensation,  and,  for  that 
matter,  to  impose  any  terms  whatever,  is  now  pending  before  the 
full  bench  of  the  Supreme  Court,  and  the  Board  believes  that  it  is 
wise  to  await  the  court's  decision  before  making  any  specific  recom- 
mendation with  respect  to  this  matter. 

In  the  course  of  its  investigation  the  Board  was  satisfied  that 
there  have  been  so  serious  and  wide  diflEerences  of  opinion  and  of 
practice  with  respect  to  the  granting  of  locations  for  electric  lines 
as  to  throw  grave  doubts  on  the  validity  of  many  locations  granted, 
accepted  and  used  in  good  faith  on  both  sides.  This  is  not  a  desir- 
able situation  if  it  can  be  cured  with  justice  to  the  interests  both 
of  the  public  and  of  the  companies.  A  similar  situation  with  re- 
spect to  the  location  of  street  railways  was  cured  by  an  enabling  act 
in  1898.  The  Board  believes  that  a  similar  act  should  be  passed 
with  respect  to  electric  lines  in  public  ways,  but  that  any  company 
desiring  to  avail  itself  of  the  benefit  of  such  an  act  should  furnish 
a  complete  and  accurate  public  record  of  all  locations  affected  by 
it.  The  Board  is  also  satisfied  that  provision  may  and  should  be 
made  for  future  undergrounding  of  wires  by  a  general  act  rather 
than  by  special  law  for  each  city  or  town  interested. 

Section  17  of  the  same  chapter  provides  for  the  tagging  or  mark- 
ing of  wires.  A  distinction  is  made  as  between  cities  and  towns, 
the  reason  for  which  is  not  apparent,  and  in  cities  every  wire  is  re- 
quired to  be  tagged,  although  no  other  wires  belonging  to  different 
owners  are  attached  to  the  same  pole,  cross  arm  or  fixture.  It  is 
important  that  the  ownership  of  poles,  wires  and  other  structures 
connected  with  electric  lines  shall  be  plainly  designated  and  readily 
ascertainable ;  but  it  does  not  seem  necessary  that  the  tags  or  marks 
shall  be  attached  to  individual  wires  or  cables,  unless  the  wires  or 
cables  of  different  owners  are  grouped  on  the  same  pole  or  other  fix- 
ture. With  these  considerations  in  view,  the  Board  recommends  a 
redrafting  of  this  section  and  a  slight  amendment  of  section  23, 
permitting  the  marking  of  poles  by  initials,  and  not  requiring  the 
marking  by  the  names  of  the  owners,  as  at  present.  In  view  of 
the  fact  that  the  practice  of  supporting  lines  operated  at  high  volt- 
ages by  steel  towers  and  similar  structures  is  increasing,  it  also 
recommends  that  section  20,  relative  to  the  insulation  of  poles,  be 
amended  by  giving  public  warning  of  the  danger  of  contact  with 
such  structures. 

It  was  urged  at  the  hearings  that  the  wires  of  street  railways 
should  be  exempted  from  the  operation  of  section  28  of  the  same 
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chapter,  relative  to  cutting  wires  in  order  to  move  buildings  through 
the  public  streets.  The  Board,  however,  believes  that  this  exemp- 
tion should  not  be  granted.  On  the  other  hand,  this  section,  as  it 
now  reads,  authorizes  the  person  desiring  to  move  the  building  to 
cut,  disconnect  or  remove  wires  after  a  certain  notice  to  the  com- 
panies interested.  The  actual  exercise  of  such  authority  might  be 
accompanied  by  great  danger  to  life  and  property  and  to  the  seri- 
ous inconvenience  of  the  public.  The  Board  therefore  recommends 
a  redraft  of  this  section,  giving  the  public  authorities  the  right  to 
cut,  disconnect  or  remove  wires  in  case  of  the  neglect  or  refusal  of 
the  company  to  act  after  proper  notice. 

High-tension  Transmission. 

In  an  earlier  part  of  this  report  the  Board  has  endeavored  to 
describe  briefly  the  present  tendencies  with  respect  to  the  dis- 
tribution of  electricity  by  electric  light  companies.  An  essential 
feature  of  the  centralizing  of  generating  stations  and  the  widening 
of  the  areas  supplied  therefrom  is  the  ability  to  transmit  elec- 
tricity economically  to  outlying  substations  which  become  centers 
of  local  areas  of  supply.  This  has  been  accomplished  by  the  intro- 
duction of  trunk  lines  operated  at  voltages  far  higher  than  for  the 
ordinary  distribution  of  electricity,  whether  for  use  as  light  or 
power.  Such  trunk  lines  have  been  constructed  for  the  most  part 
over  or  under  public  ways,  and  under  such  regulations  as  are  con- 
tained in  the  general  law  or  have  been  imposed  by  the  authorities 
of  the  cities  or  towns  in  which  they  are  located. 

Some  concern  has  been  expressed  as  to  the  expediency  of  per- 
mitting such  high  voltages  in  the  public  streets.  It  should  be 
borne  in  mind  that  the  voltage  at  which  the  ordinary  distribution 
lines  have  for  a  considerable  period  been  operated  is  easily  fatal 
to  persons  coming  in  contact  with  them.  The  increase  in  voltage 
increases  danger  to  life,  not  in  being  proportionately  more  fatal, 
but  in  being  more  diflScult  to  control.  It  is  fair  to  add  that,  from 
reports  of  accidents  caused  by  electricity  made  to  this  Board,  there 
is  no  apparent  increase  in  such  accidents  due  to  the  increasingly 
common  use  of  the  higher  voltages.  Without  undertaking  to  insist 
upon  an  exact  limit,  the  Board  is  of  the  opinion  that  overhead 
lines  operated  at  very  high  voltages  should,  so  far  as  practicable, 
be  kept  off  the  streets. 

As  already  noted,  the  Legislature  up  to  the  present  time,  with 
the  exception  of  such  general  provisions  with  respect  to  the  sup- 
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port,  insulation,  etc.,  of  wires  as  are  contiiuied  in  chapter  122»  has 
left  to  the  local  authorities  the  duty  of  imposing  snch  reasonable 
r^nlations  upon  electric  lines  as  tiiey  may  deem  necessary.  Xo 
8n£5cient  reason  was  urged  before  the  Board  for  disturbing  this  local 
control  where  one  community  only  is  concerned.  As  already  de- 
scribed, at  the  present  time  the  areas  supplied  by  the  different  gen- 
erating stations  hare  litUe  relation  to  municipal  lines,  and  in  many 
instances  communities  are  dependent  for  their  supply  on  trans- 
mission lines  which  do  in  fact,  and  must  of  necessity,  pass  through 
otiier  cities  or  towns.  Any  considerable  variance  in  the  r^^ations 
affecting  such  interurban  lines,  even  though  apparently  reasonable 
in  itself,  is  likely  to  prove  a  serious  embarrassment  to  their  econom- 
ical and  efficient  operation.  For  this  reason,  and  with  a  view  to 
assist  in  harmonizing  local  action  in  such  cases,  the  Board  recom- 
mends that,  following  the  analogy  of  requiring  town  by-laws  to  be 
approved  by  the  Attorney-General,  regulations  adopted  by  local 
.authorities  affecting  interurban  electric  lines  shall  be  approved 
by  the  Board  before  taking  effect. 

A  similar  opportunity  for  conflict  between  the  interests  of  dif- 
ferent communities  may  arise  with  respect  to  high-tension  trans- 
mission lines  whidi  must  of  necessity  pass  across  or  through  one 
or  more  cities  or  towns  to  reach  their  destination.  Such  lines, 
even  if  built  on  private  rights  of  way,  cannot  extend  far  without 
crossing  public  ways,  for  which  locations  from  the  local  authorities 
are  necessary.  If  such  a  line  is  plainly  in  the  interest  of  the  public 
in  several  communities,  its  construction  should  not  be  defeated 
or  seriously  hampered  at  the  will  of  a  single  city  or  town.  The 
Legislature  has  already  met  a  similar  situation  respecting  street 
railways  by  authorizing  the  Railroad  Commission  to  grant  a  con- 
necting location  in  the  event  of  a  refusal  or  failure  of  local  authori- 
ties to  grant  the  same.  Existing  conditions  seem  to  make  it  de- 
sirable that  similar  authority  with  respect  to  electric  lines  be  given 
to  this  Board. 

Eminent  Domain. 
One  of  the  bills  pending  in  the  Senate  in  the  session  of  1910 
which  gave  rise  to  this  resolve  sought  the  power  of  eminent  do- 
main for  private  rights  of  way  for  transmission  lines.  It  was  sup- 
ported before  the  legislative  committee  by  the  interests  owning 
the  Connecticut  Eiver  Transmission  Company  and  the  Amherst 
Power  Company.  The  same  interests,  at  the  hearings  under  this 
resolve,  urged  the  Board  to  recommend  legislation  of  this  char- 
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acter.  The  electric  light  and  street  railway  companies  also  seemed 
to  favor  such  legislation  at  the  outset,  but  before  the  hearings 
closed  the  electric  light  companies  withdrew  their  support  and  the 
Connecticut  Hiver  Transmission  Company  appeared  indifferent 
with  regard  to  the  matter.  The  Board  was  of  the  opinion,  however, 
that  the  merits  of  this  important  question  are  not  to  be  determined 
merely  because  certain  special  interests  may  be  disposed  to  be  sat- 
isfied with  present  conditions,  and  that  the  public,  for  whose  use 
alone  this  right  can  be  invoked,  may  take  a  different  view. 

It  is  plain  that  the  two  principal  high-tension  transmission  lines 
in  this  State,  already  mentioned,  have  been  constructed  without  &e 
exercise  of  eminent  domain  in  obtaining  their  rights  of  way.  It  did 
not  appear  that  any  considerable  deviation  in  route  or  excess  cost 
had  been  occasioned  because  of  lack  of  this  power.  It  is  fair  to 
say  that  some  of  the  most  important  hydro-electric  developments 
in  the  country,  with  extensive  transmission  lines  built  over  private 
rights  of  way,  have  been  made  in  States  in  which  the  right  to  the 
exercise  of  eminent  domain  has  not  been  given.  Even  where  the 
right  has  been  granted,  for  example,  in  the  Niagara  Palls  develop- 
ment, both  in  New  York  and  Ontario,  the  Board  is  informed  that 
it  has  rarely  been  used  in  obtaining  rights  of  way.  It  may  there- 
fore be  urged  that  the  grant  of  this  right  should  wait  until  the 
necessity  for  its  exercise  is  demonstrated  by  experience,  and  not 
given  so  long  as  the  desired  results  can  be  otherwise  attained. 

On  the  other  hand,  there  is  good  reason  to  believe  that  what  has 
already  taken  place  in  this  State  is  but  the  forerunner  of  far  more 
important  developments.  It  is  known  that  there  are  many  water 
powers  heretofore  unused  because  inaccessible,  and  their  capacity 
and  location  will  probably  receive  more  public  attention  when  the 
final  report  of  the  director  of  the  United  States  Geological  Survey 
is  available.  There  are  also  water  powers  of  greater  capacity  in 
neighboring  States  of  New  England  not  yet  utilized,  and  it  was 
stated  at  the  hearings  that  within  feasible  transmission  distance 
of  Massachusetts  cities  and  towns  there  is  at  least  300,000  unde- 
veloped hydro-electric  horse  power.  To  utilize  this  energy  now 
going  to  waste,  and  to  make  it  serve  the  convenience  and  necessi- 
ties of  the  people  and  increase  the  productive  capacity  of  the  State, 
is,  in  the  opinion  of  the  Board,  a  problem  of  the  greatest  public 
importance,  to  the  solution  of  which  the  Commonwealth  may  well 
lend  the  aid  of  its  sovereign  power,  if  this  can  be  done  with  due 
regard  to  individual  and  community  rights. 
Private  property  cannot  be  lawfully  taken  save  for  a  public  use, 
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and  a  use  is  not  necessarily  public  simply  because  the  Legislature 
declares  it  to  be  so.  The  Amherst  Power  and  Connecticut  River 
Transmission  companies^  whose  lines  have  been  described,  were  or- 
ganized for  the  transmission  of  electricity  for  sale  as  power  merely. 
This  was  apparently  due  to  a  desire  to  avoid  being  deemed  and  dealt 
with  as  public-service  corporations,  with  the  duty  of  serving  all 
within  reasonable  reach  of  their  lines  at  reasonable  rates  and  with- 
out discrimination.  If  transmission  lines  are  to  be  built  for  the 
sole  purpose  of  delivering  electrical  energy  for  the  production  of 
mechanical  power  directly  available  only  to  the  few  who  may  be 
engaged  in  some  manufacturing  or  mechanical  pursuit,  it  is  at  least 
doubtful  whether  in  law  this  is  a  public  use.  Even  if  sound  in  law, 
the  Board  believes  that  to  base  upon  this  the  exercise  of  eminent 
domain  would  neither  be  expedient  nor  justifiable. 

On  the  other  hand,  if  a  transmission  line  is  to  be  built  to  serve 
the  public  convenience  by  furnishing  electricity  to  electric  light 
companies  or  municipal  plants  for  general  distribution,  or  for  dis- 
tribution by  the  company  owning  and  operating  the  transmission 
line,  under  the  same  obligations  as  now  exist  with  respect  to  elec- 
tric light  companies,  this  is  plainly  a  public  use  in  aid  of  which 
the  right  of  eminent  domain  may  lawfully  be  granted,  and  the 
question  then  becomes  solely  one  of  expediency. 

Hostility  to  condemning  land  for  any  purpose  is  instinctive, 
but  private  rights  must  often  yield  where  a  definite  public  interest 
cannot  otherwise  be  adequately  served.  The  Board  has  already 
placed  on  record  its  belief  in  the  importance  to  the  State  of  encour- 
aging the  introduction  of  cheap  power.  The  investigation  imder 
this  resolve  has  strengthened  its  conviction  that  a  substantial 
public  convenience  may  be  served  by  long-distance  high-tension 
transmission  lines,  and  that  more  of  them  are  likely  to  be  built  in 
the  near  future.  It  is  also  convinced  that  such  transmission  lines 
must  be  operated  at  such  high  voltages  and  supported  by  structures 
of  such  character  as  to  make  inexpedient  their  erection  along  public 
ways.  In  its  study  of  the  problem  the  Board  has  been  impressed 
with  the  great  practical  difficulty  of  framing  a  bill  which  shall  at 
the  same  time  be  constitutional  and  workable.  Any  authority  to 
condemn  private  rights  of  way  must  be  granted  under  adequate 
safeguards  for  the  protection  of  the  rights  of  the  communities  and 
individuals  over  whose  territory  such  lines  must  pass,  and  the  pub- 
lic character  of  the  imdertaking  should  be  clearly  established  as  a 
condition  precedent  to  any  exercise  of  the  right.  The  time  may  not 
be  distant  when  the  proper  development  of  electrical  distribution 
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will  require  the  exercise  of  eminent  domain^  but  after  careful  con- 
sideration the  Board  is  not  satisfied  that  the  need  is  so  urgent  as  to 
justify  it  in  proposing  a  bill  for  that  purpose  at  the  present  time. 
It  therefore  recommends  that  such  legislation  be  postponed  until 
experience  more  clearly  demonstrates  the  need  to  exercise  tiie  right 
and  discloses  the  character  and  extent  of  the  public  interest  in- 
volved. 

Conclusion. 
The  Board^s  recommendations  for  legislative  action  are  embodied 
in  the  accompanying  three  drafts  of  bills,  marked  appendices  A, 
B  and  C,  respectively,  and  may  be  briefly  summarized  as  follows, 
viz.:  — 

1.  To  amend  section  1  of  chapter  122  of  the  Revised  Laws,  with 
a  view  to  making  it  apply,  beyond  question,  to  electric  lines  across 
and  under  public  ways,  and  also  to  the  lines  of  street  railways  and 
electric  railroads.     (See  Appendix  A,  section  1.) 

2.  To  amend  section  2  of  the  same  chapter,  with  a  view  to  a 
clear,  orderly  and  easily  followed  procedure  with  respect  to  the 
location  of  electric  lines  in  public  ways,  and  to  increasing  its  scope 
to  cover  present  practice  and  conditions.  (See  Appendix  A,  sec- 
tion 2.) 

3.  To  amend  sections  17  and  2^3  of  the  same  chapter,  relative 
to  marking  poles,  wires,  etc.,  with  a  view  to  making  their  opera- 
tion more  comprehensive  and  at  the  same  time  not  unreasonably 
burdensome  to  the  companies.    (See  Appendix  A,  sections  3  and  5.) 

4.  To  amend  section  20  of  the  same  chapter,  relative  to  the 
insulation  of  poles,  by  requiring  poles  or  structures  other  than  wood 
supporting  lines  operated  at  voltages  in  excess  of  2,000  volts  to 
be  marked  as  "  dangerous.'*    (See  Appendix  A,  section  4.) 

5.  To  provide  that  regulations  affecting  the  operation  of  inter- 
urban  electric  lines  shall  be  approved  by  the  Board  before  taking 
effect.    (See  Appendix  A,  section  6.) 

6.  To  provide  that  the  Board  may  grant  a  location  for  a  line 
for  the  transmission  of  electrical  energy,  which  must  pass  through 
one  or  more  cities  or  towns  to  connect  its  proposed  termini,  in  case 
of  the  refusal  or  neglect  of  the  mayor  and  aldermen  or  selectmen 
of  a  city  or  town  through  which  said  line  is  to  pass  to  grant  a 
location  therefor.     (See  Appendix  A,  section  7.) 

7.  To  provide  for  the  confirmation  of  locations  for  electric  lines 
in  public  ways  which  have  been  expressly  granted  by  the  proper 
authorities  and  are  in  actual  use  by  the  grantees  thereof.  (See 
Appendix  B.) 
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8.  To  provide  for  the  establishment  of  underground  districts  and 
for  requiring  the  placing  of  all  wires  in  the  public  ways  of  such 
districts  underground.    {See  Appendix  C.) 

FORREST   E.   BARKER, 
MORRIS  SCHAFF, 
ALOXZO  R.  WEED, 
Gas  and  Electric  Light  Commissioners. 


Appendix  A. 
Ak  Act  relative  to  the  Transmission  of  Electricitt. 

Section  1.  Section  one  of  chapter  one  hundred  and  twenty-two  of 
the  Revised  Laws  is  hereby  amended  so  as  to  read  as  follows :  —  Sec* 
tion  1,  A  company  which  is  incorporated  for  the  transmission  of 
intelligence  by  electricity,  or  by  telephone  whether  by  electricity  or 
otherwise,  <Mr  for  the  transmission  of  electricity  for  lighting,  heating 
or  power,  or  for  the  constraction  and  operation  of  a  street  railway  or 
electrio  railroad,  may,  under  the  provisions  of  the  following  sections, 
construct  lines  for  such  transmission  upon,  along,  under  and  across 
the  public  ways  and  across  and  under  any  waters  within  the  common- 
wealth, by  the  erection  or  construction  of  the  poles,  piers,  abutments, 
conduits  and  other  fixtures,  except  bridges,  which  may  be  necessary 
to  sustain  and  protect  the  wires  of  its  lines;  but  shall  not  inconunode 
the  public  use  of  public  ways,  nor  endanger  or  interrupt  navigation. 

Section  2.  Section  two  of  chapter  one  hundred  and  twenty-two  of 
the  Revised  Laws,  as  amended  by  chapter  two  hundred  and  thirty- 
seven  of  the  Acts  of  the  year  nineteen  hundred  and  three  and  chapter 
one  hundred  and  seventeen  of  the  acts  of  the  year  nineteen  hundred 
and  six,  is  hereby  amended  so  as  to  read  as  follows:  —  Section  2,  A 
company  desiring  to  construct  a  line  for  such  transmission  upon,  along, 
under  or  across  a  public  way  shall  in  writing  petition  the  mayor  and 
aldermen  of  the  city  or  the  selectmen  of  the  town  in  which  it  is  pro- 
posed to  construct  in  or  across  said  way  the  wires,  poles,  piers,  abut- 
ments, conduits  and  other  fixtures  necessary  therefor.  A  public  hear- 
ing shall  be  held  on  such  petition,  and  written  notice  of  the  time  and 
place  at  which  such  hearing  will  be  held  shall  be  mailed  at  least  three 
days  prior  thereto  by  the  clerk  of  such  city  or  the  selectmen  of  such 
town  to  all  owners  of  real  estate  abutting  upon  that  portion  of  the 
way  upon,  along,  across  or  under  which  such  line  is  to  be  constructed, 
as  determined  by  the  last  preceding  assessment  for  taxation.  After 
the  public  hearing  aforesaid,  the  mayor  and  aldermen  or  the  select- 
men may  by  order  grant  to  the  petitioner  a  location  for  such  line, 
and  shall  specify  therein  where  the  poles,  piers,  abutments,  conduits 
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and  other  fixtures  may  be  placed  and  the  kind  of  poles,  piers,  abut- 
ments, conduits  or  other  fixtures  which  may  be  used,  the  number  of 
cables  which  may  be  attached  thereto  and  the  height  at  which  the  wires 
or  cables  attached  thereto  may  run. 

After  the  erection  or  construction  of  such  line  the  mayor  and  alder- 
men or  selectmen  may,  after  giving  the  company  or  its  agents  an  op- 
portunity to  be  heard,  or  upon  petition  of  the  company  without  notice 
or  hearing  by  order  direct  any  alteration  in  the  location  of  the  poles, 
piers,  abutments  or  conduits,  and  in  the  number  and  height  of  the 
wires  or  cables;  but  no  such  order  shall  be  required  for  renewing, 
repairing  or  replacing  wires,  cables,  poles,  piers,  abutments,  conduits 
or  other  fixtures  once  erected  or  constructed  under  the  provisions  of 
law,  or  for  making  house  connections  or  connections  between  duly 
located  conduits  and  distributing  poles.  The  mayor  and  aldermen  or 
selectmen  may,  upon  petition  in  writing  by  two  or  more  companies 
subject  to  the  provisions  of  this  chapter,  without  notice  or  hearing, 
by  order  authorize  any  such  company  to  attach  its  wires  and  fixtures 
to  existing  poles,  piers  or  abutments  of  either  or  any  of  the  other 
petitioners,  or  to  maintain  its  wire?  or  cables  in  the  conduits  of  either 
or  any  of  said  other  petitioners.  The  mayor  and  aldermen  or  selectmen 
may,  upon  petition  in  writing  by  two  or  more  companies  subject  to  the 
provisions  of  this  chapter,  and  after  notice  to  abutting  landowners  and 
a  hearing  as  hereinbefore  provided,  by  order  grant  to  said  companies 
joint  or  identical  locations  for  the  erection  or  construction  of  poles, 
piers,  abutments,  conduits  or  other  fixtures  to  be  owned  and  used  in 
common  by  them. 

The  order  granting  a  location,  an  alteration  thereof  or  an  attach- 
ment such  as  are  hereinbefore  described,  shall  be  recorded  by  the 
clerk  of  the  city  or  of  the  town  in  books  kept  exclusively  for  the  pur- 
pose, and  the  clerk  of  the  city  or  the  chairman  of  the  selectmen  shall 
certify  on  said  record  that  the  order  was  adopted  after  due  notice 
and  a  public  hearing  as  hereinbefore  prescribed,  and  no  such  order 
shall  be  valid  without  such  certificate.  The  company  or  companies  in 
whose  favor  the  grant  of  location  is  made  shall  pay  for  such  record 
the  same  fees  as  are  allowed  for  the  entering  and  recording  of  deeds 
by  registers  of  deeds,  and  shall  be  entitled  to  attested  copies  of  said 
orders  and  certificates  upon  payment  of  the  same  fees  as  are  allowed 
registers  of  deeds  for  copies.  But  nothing  contained  in  this  section, 
save  the  provision  with  respect  to  the  attachment  of  wires  to  existing 
poles,  piers  and  abutments,  shall  be  held  to  apply  to  the  poles,  wires 
and  other  appliances  and  equipment  which  a  street  railway  or  electrie 
railroad  by  a  grant  of  location  under  the  provisions  of  chapters  four 
hundred  and  sixty-three  and  five  hundred  and  sixteen  of  the  acts  of 
the  year  nineteen  hundred  and  ten,  and  all  acts  in  amendment  thereof 
and  in  addition  thereto,  is  authorized  to  construct,  maintain  and 
operate  in  a  public  way. 
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SxonoN  3.  Section  seventeen  of  chapter  one  hundred  and  twenty- 
two  of  the  Revised  Laws  is  hereby  amended  so  as  to  read  as  follows :  — 
Section  17.  Such  person  or  corporation  shall  plainly  mark  each  pole, 
pier,  abutment  or  other  fixture  supporting  wires  or  cables  containing 
wires  over  streets  or  buildings  with  the  name  or  initials  of  the  owner 
or  user  of  such  pole,  pier,  abutment  or  other  fixture.  Wherever  cross 
arms  or  other  appliances  for  the  support  of  wires  or  cables  belong- 
ing to  different  owners  are  attached  to  the  same  pole,  pier,  abutment 
or  other  fixture,  each  such  cross  arm  or  other  appliance  shall  be 
plainly  tagged  or  marked  with  the  name  or  initials  of  the  owner 
thereof.  Wherever  wires  or  cables  belonging  to  different  owners  are 
attached  to  the  same  cross  arm  or  other  appliances  for  the  support 
of  wires  or  cables,  each  wire  or  cable  shall  be  ta^ed  or  marked  with 
the  name  or  initials  of  the  owner  at  or  near  its  point  of  attachment 
to  such  cross  arm  or  other  appliance.  No  such  tag  or  mark  shall  be 
required  for  the  wires,  poles,  piers,  abutments  and  other  fixtures  of  a 
street  railway  company,  except  for  its  feed  wires  supported  by  poles 
carrying  wires  or  cables  belonging  to  another  owner,  and  for  its 
poles  supporting  wires  or  cables  belonging  to  another  owner,  and  for 
poles  belonging  jointly  to  the  street  railway  company  and  another 
owner. 

Section  4.  Section  twenty  of  chapter  pne  hundred  and  twenty-two 
of  the  Revised  Laws  is  hereby  amended  so  as  to  read  as  follows:  — 
Section  20.  Poles  and  other  structures  which  are  used  to  support  lines 
for  the  transmission  of  electricity  shall  be  insulated  in  such  manner 
as  to  protect  employees  and  other  persons  from  accidents.  If  such 
poles  and  other  structures  are  of  any  materials  except  wood  and  sup- 
port lines  are  operated  at  a  voltage  in  excess  of  two  thousand  volts, 
they  shall  be  plainly  and  conspicuously  marked,  ''Danger.  High- 
tension  Electric  Line."  The  officer  and  inspector  of  wires  appointed 
under  the  authority  of  section  eighteen  or  the  commissioner  of  wires 
of  the  city  of  Boston  shall  enforce  the  provisions  of  this  section,  and 
he  shall  be  the  sole  judge  of  what  constitutes  a  proper  insulation  and 
marking. 

Section  5.  Section  twenty-three  of  chapter  one  hundred  and  twenty- 
two  of  the  Revised  Laws  is  hereby  amended  so  as  to  read  as  follows: 
—  Section  23,  A  corporati(Hi  or  person  maintaining  or  operating 
telephone,  telegraph  or  other  electric  wires  shall,  at  all  places  where 
such  wires  are  affixed  by  any  pole,  structure  or  fixture  to  the  property 
of  another,  mark  such  pole,  structure  or  fixture  in  a  clear,  durable  and 
legible  manner  with  the  name  or  initials  of  the  corporation  or  person 
maintaining  or  operating  such  wires,  and  any  corporation  or  person 
who  fails  to  comply  with  the  provisions  of  this  section  shall  be  pun- 
ished by  a  fine  of  not  more  than  one  hundred  dollars. 

Section  6.  Section  twenty-eight  of  chapter  one  hundred  and  twenty- 
two  of  the  Revised  Laws  is  hereby  amended  so  as  to  read  as  ^IpW^qIp 
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—  Section  28.  Whenever,  in  order  to  move  a  building  or  for  any  nec- 
essary purpose,  a  person  desires  that  the  wires  of  any  such  company 
be  cut,  disconnected  or  removed,  the  company  shall  forthwith  cut,  dis- 
connect or  remove  the  same,  if  the  person  desiring  the  same  to  be  done 
has  first  left  a  written  statement,  signed  by  him,  of  the  time  wh«i, 
and  the  place,  described  by  reference  to  the  crossings  of  streets  or 
highways,  where  he  wishes  to  remove  said  wires,  at  the  ofQce  of  the 
company  in  the  town  in  which  such  place  is  situated,  twenty-four 
hours  before  the  time  so  stated,  or,  if  there  is  no  such  office,  if  he 
has  deposited  such  statement  in  the  post  office,  properly  prepaid,  and 
directed  to  the  company  at  its  office  nearest  to  said  place,  three  days 
before  the  time  mentioned  in  said  statement.  If  the  company  neglects 
or  refuses  to  cut,  disconnect  or  remove  wii'es  as  hereinbefore  provided, 
the  inspector  of  wires,  or  the  selectmen  of  a  town  where  there  is  no 
inspector  of  wires,  may  cause  the  same  to  be  cut,  disconnected  or  re- 
moved, and  the  city  or  town  may  recover  of  the  company  in  an  action 
of  contract  the  expenses  of  so  doing. 

Section  7.  No  ordinance,  regulation  or  by-law  of  a  city  or  town,  or 
regulation  imposed  in  a  grant  of  location  affecting  the  erection,  main- 
tenance or  operation  of  a  line  for  the  transmission  of  electricity  for 
light,  heat  or  power  extending  or  intended  to  extend  from  some  point 
in  one  city  or  town  through,  or  to  some  point  in,  another  city  or  town, 
shall  take  effect  until  the  same  shall  have  been  approved  by  the  board 
of  gas  and  electric  light  commissioners. 

Section  8.  A  company,  subject  to  the  provisions  of  chapter  one 
hundred  and  twenty-two  of  the  Revised  Laws,  desiring  to  construct  a 
line  for  the  transmission  of  electricity  which  will  of  necessity  pass 
through  one  or  more  cities  or  towns  to  connect  the  proposed  termini 
of  such  line,  whose  petition  for  the  location  necessary  for  such  line 
has  been  refused  or  has  not  been  granted  within  three  months  of  the 
filing  thereof  by  the  mayor  and  aldermen  of  a  city  or  the  selectmen  of 
a  town  through  which  said  company  intends  to  construct  such  line  for 
the  purpose  aforesaid,  may  apply  to  the  board  of  gas  and  electric 
light  commissioners  for  such  location.  The  board  shall  give  a  public 
hearing  upon  said  application  after  notice  to  the  mayor  and  aldermen 
of  the  city  or  the  selectmen  of  the  town  refusing  or  neglecting  to 
grant  such  location,  and  to  all  persons  owning  real  estate  abutting 
upon  any  way  in  said  city  or  town  in  which  such  location  is  asked 
for,  as  determined  by  the  last  assessment  for  taxation.  If  it  shall 
appear  at  said  hearing  that  the  company  has  already  been  granted 
and  has  accepted  a  location  for  such  line  in  two  cities,  or  two  towns* 
or  a  city  and  town,  adjoining  the  city  or  town  because  of  the  refusal 
or  neglect  of  whose  mayor  and  aldermen  or  selectmen  to  grant  a 
location  therefor  the  application  is  made,  and  if  in  the  judgment  of  the 
board  the  location  is  necessary  for  the  public  convenience  and  will  be 
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in  the  public  interest,  the  board  may  by  order  grant  a  location  for 
snch  line  in  the  city  or  town  with  respect  to  which  the  application  is 
made,  and  shall  have  and  exercise  relative  thereto  the  same  powers  and 
authority  conferred  by  section  two  of  this  act  upon  the  mayor  and 
aldermen  or  selectmen.  The  board  shall  cause  an  attested  copy  of  its 
order  with  the  certificate  of  its  clerk  endorsed  thereon  that  the  order 
was  adopted  after  due  notice  and  a  public  hearing  as  hereinbefore  pre- 
scribed, to  be  forwarded  to  the  clerk  of  the  city  or  of  the  town,  as 
the  case  may  be,  and  the  clerk  of  the  city  or  of  the  town  shall  record 
the  same  and  shall  furnish  attested  copies  thereof  upon  the  terms  and 
in  the  manner  provided  in  section  two  of  this  act. 
Section  9.    This  act  shall  take  effect  upon  its  passage. 

Appendix  B. 

An  Act  to  oonpibm  the  Locations  of  Electric  Lines. 

Section  1.  All  locations  for  the  poles,  piers,  abutments,  conduits 
and  other  fixtures  necessary  to  sustain  and  protect  the  wires  of  the 
lines  of  any  of  the  companies  mentioned  in  section  one  of  chapter  one 
hundred  and  twenty-two  of  the  Revised  Laws,  and  of  any  unincorpo- 
rated owners  and  associations  subject  to  the  provisions  of  said  chap- 
ter, heretofore  granted  by  the  mayor  and  aldermen  of  a  city  or  the 
selectmen  of  a  town  and  now  in  actual  use  by  the  respective  com- 
panies, owners  or  associations  to  which  the  same  were  granted,  and 
all  alterations  of  such  locations,  shall  upon  compliance  with  the  pro- 
visions of  section  two  of  this  act  be  ratified  and  confirmed  subject  to 
all  lawful  terms,  obligations,  restrictions,  limitations,  regulations  and 
conditions  set  forth  in  said  grants  and  to  all  laws  now  or  hereafter 
in  force  applicable  thereto.  Nothing  herein  contained  and  no  act  done 
hereunder  shall  be  held  to  make  lawful  any  of  the  structures  herein- 
before named  for  which  an  express  grant  of  location  has  not  been  made 
by  the  mayor  and  aldermen  or  selectmen,  as  the  case  may  be,  and  which 
has  not  been  erected,  constructed  and  maintained  in  accordance  with 
the  requirements  of  said  grant. 

Section  2.  Any  company,  owner  or  association  desiring  to  avail 
itself  of  the  provisions  of  this  act  shall,  on  or  before  the  first  day  of 
January,  nineteen  hundred  and  twelve,  file  with  the  city  or  town  clerk, 
as  the  case  may  be,  to  be  recorded  and  kept  with  the  records  of  origi- 
nal locations  for  poles  and  wires,  a  map  or  maps  showing  in  detail  the 
location  and  nature  of  the  structures  claimed  to  be  within  the  provi- 
sions of  section  one,  together  with  a  memorandum  of  the  respective 
dates  of  the  several  grants  of  locations  therefor. 

Section  3.    This  act  shall  take  effect  upon  its  passage. 
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Appendix  C. 

An  Act  to  provide  fob  placinq  Wires  X7in)EBGRonin)  ik  Cebtaik 
Cities  and  Towns. 

Section  1,  In  a  city  or  town  containing  not  less  than  twenty-five 
thousand  inhabitants  the  mayor  and  aldermen  or  the  selectmen  may, 
subject  to  the  provisions  of  this  act,  cause  to  be  removed  from  the 
streets  of  such  city  or  town,  within  a  district  to  be  established  as  here- 
inafter prescribed,  all  wires,  cables  and  conductors  in  or  above  such 
streets  and  all  poles  and  other  structures  in  said  streets  used  for  the 
support  of  the  same,  except  such  wires,  cables,  conductors,  poles  and 
structures  as  are  hereinafter  specifically  excepted. 

Section  2.  The  mayor  and  aldermen  of  a  city  or  the  selectmen  of  a 
town,  who  desire  to  avail  themselves  of  the  provisions  of  this  act,  may, 
after  notice  to  all  owners  or  users  of  overhead  wires,  cables  and  con- 
ductors and  of  poles  and  other  structures  used  for  the  support  thereof 
to  be  affected,  and  a  public  hearing,  and  subject  to  the  consent  of  such 
owners  and  users,  establish  a  district  to  which  this  act  shaD  apply 
and  determine  the  annual  expenditure  to  be  made  by  such  owners 
and  users  for  the  purposes  of  this  act.  If  within  thirty  days  after 
the  adoption  of  the  order  establif^hing  such  district  all  of  the  owners 
or  users  of  said  wires,  cables,  conductors,  poles  and  structures  affected 
thereby  shall  not  consent  in  writing  to  the  establishment  of  such  dis- 
trict, the  mayor  and  aldermen  or  the  selectmen  may  appeal  to  the 
board  of  gas  and  electric  light  commissioners,  who  may  thereupon, 
after  notice  to  all  parties  interested  and  a  public  hearing,  establish 
a  district  within  such  city  or  town  to  which  this  act  shall  apply,  and 
determine  the  annual  expenditure  to  be  made  by  such  owners  or  users 
for  the  purposes  of  this  act,  and  its  decision  relative  thereto  shall  be 
final. 

Section  3.  All  wires,  cables,  conductors,  poles  and  structures  afore- 
said within  the  district  established  under  the  provisions  of  the  pre- 
ceding section,  other  than  such  as  are  hereinafter  specifically  ex- 
cepted, shall  be  removed  or  placed  underground  within  the  five  calendar 
years  next  following  the  establishment  of  such  district:  provided,  that 
such  locations  for  underground  conduits  and  other  structures  as  are 
necessary  are  granted  in  due  season  so  that  the  work  may  be  com- 
pleted within  the  time  prescribed;  and  provided^  further,  that  the 
mayor  and  aldermen  or  the  selectmen  may  consent  to  such  extension 
or  extensions  of  time  for  doing  the  proportions  of  the  work  required 
to  be  done  under  the  following  section  as  they  may  deem  reasonable. 
No  locations  for  underground  conduits  and  other  structures  granted 
pending  an  appeal  under  section  two  of  this  act  shall  be  revoked  by 
the  mayor  and  aldermen  or  selectmen  during  said  five-year  period  with- 
out the  consent  in  writing  of  the  board  of  gas  and  electric  light  corn- 
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missioneiB.  If,  after  said  district  is  established,  an  owner  or  user  of 
overhead  wires,  cables,  conductors,  poles  or  structures  required  to  be 
removed  or  placed  underground  under  the  provisions  of  this  section 
is  aggrieved  by  the  locations  granted  by  the  mayor  and  aldennen  or 
selectmen  for  the  necessary  conduits  and  other  underground  structures 
therefor,  such  owner  or  user  may  within  thirty  days  after  such  grant 
of  location  appeal  therefrom  to  the  board  of  gas  and  electric  light 
commissioners  who,  after  notice  to  the  mayor  and  aldermen  or  select- 
men and  a  public  hearing,  may  afObm,  amend,  alter  or  add  to  such 
grant  of  location  and  the  terms  imposed  thereon. 

Section  4.  Every  owner  or  user  of  overhead  wires,  cables  or  con- 
ductors, and  of  poles  and  other  structures  for  the  support  thereof,  in 
a  district  estahlished  as  hereinbefore  prescribed,  shall  in  each  of  the 
said  five  calendar  years  next  following  the  establishment  thereof  ecm- 
struct  not  less  than  one-fifth  of  the  total  amount  of  underground 
conduits,  ducts  and  manholes  which  it  is  to  construct  in  said  district 
pursuant  to  the  requirements  of  this  act:  provided,  however,  that  no 
owner  or  user  of  such  wires,  cables,  conductors,  poles  and  structures 
shall  be  required  to  expend  in  any  one  year  for  the  purposes  afore- 
said more  than  such  amount  as  shall  be  prescribed  by  the  mayor  and 
aldermen  or  selectmen,  or  board  of  gas  and  electric  light  commissioners, 
as  the  case  may  be,  in  the  decision  establishing  such  district  as  herein- 
before provided. 

Section  5.  No  person,  firm  or  corporation  shall  place  any  poles  or 
other  structures  for  the  support  of  any  wires,  cables  or  conductors, 
except  those  hereinafter  specifically  excepted,  in  those  parts  of  the 
streets  included  in  a  district  established  under  section  two  from  which 
the  overhead  wires,  cables  and  conductors  shall  have  been  removed 
pursuant  to  this  act,  except  temporarily  and  in  emergencies,  with  the 
permission  of  the  inspector  of  wires.  If,  after  the  expiration  of  the 
time  herein  prescribed  for  the  removal  of  all  the  wires,  cables,  conduc- 
tors, poles  and  structures  in  such  district,  there  shall  remain  in  any 
of  the  streets  or  parts  of  streets  thereof  any  wires,  cables,  conductors, 
poles  or  structures  which  are  by  this  act  required  to  be  removed,  the 
inspector  of  wires  shall  cause  the  same  to  be  removed,  and  the  city  or 
town  may  collect  from  the  owners  or  users  thereof,  by  an  action  at 
law,  any  expense  involved  in  such  removal. 

Section  6.  This  act  shall  not  apply  to  long-distance  telephone  wires, 
posts  for  the  support  of  lamps  exclusively  or  to  poles  used  exclusively 
for  local  distribution  from  underground  wires,  cables  or  conductors, 
or  to  street  railway  trolley,  guard  and  span  wires  or  to  poles  for  the 
support  of  the  same;  nor  shall  it  affect  or  revoke  any  rights  granted 
to  any  person,  firm  or  corporation,  prior  to  the  establishment  of  a 
district  as  hereinbefore  provided,  to  place  or  maintain  any  conduits, 
pipes,  wires,  cables  or  conductors  underground;  but  any  such  conduits, 
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pipes,  wires,  cables  or  condnetors  laid  thereafter  in  pursaance  of 
any  such  grant  shall  be  laid  subject  to  the  provisions  of  this  act  so 
far  as  they  are  not  inconsistent  with  the  terms  of  such  grant  For 
the  purpose  of  this  act  no  wire  shall  be  deemed  to  be  a  long-distanee 
telephone  wire  which  does  not  extend  at  least  twenty-five  miles  from 
some  central  office. 

Section  7.  A  district  established  under  any  special  law  or  under 
section  two  hereof  may  be  enlarged  or  an  additional  district  or  dis- 
tricts established  from  time  to  time  upon  the  same  proceedings  being 
had  with  respect  thereto  as  are  set  forth  in  section  two  hereof,  and 
such  enlarged  or  additional  district  or  districts  shall  be  subject  to  the 
other  provisions  of  this  act 

Section  8.  The  supreme  judicial  court  or  the  superior  court,  or 
any  justice  thereof,  shall,  on  petition  of  the  inspector  of  wires,  or  of 
any  person,  firm  or  corporation  afi^ected  by  the  provisions  of  this 
act,  have  jurisdiction  in  equity  to  enforce  the  provisions  of  this  act, 
or  of  any  order  of  the  mayor  and  aldermen,  selectmen  or  board  of  g^ 
and  electric  light  commissioners  issued  pursuant  thereto,  and  to  com- 
pel compliance  therewith. 

Section  9.    This  act  shall  take  effect  upon  its  passage. 


FRENCH  KING  RAPIDS  POWER  COMPANY. 

In  Board  of  Gas  akd  Elbgtbic  Light  Commisbionebs, 
Boston,  Maich  24,  1911. 
To  the  Honorable  the  Senate, 

We  have  the  honor  to  acknowledge  receipt  of  the  following  order 
and  to  submit  our  reply  thereto :  — 

Ordered,  That  the  Board  of  Ghis  and  Electric  Light  Commissioners 
is  hereby  requested  to  inform  the  Senate,  at  as  early  a  date  as  practi- 
cable, (1)  what  progress  has  been  made  by  the  French  King  Rapids 
Power  Company  in  the  construction  of  the  dam  and  other  structures 
which  said  company  was  authorized  to  construct  by  chapter  580  of  the 
Acts  of  190S;  (2)  when,  in  the  opinion  of  the  Board,  said  company 
will  begin  to  generate  and  distribute  electricity;  (3)  whether  or  not 
in  the  opinion  of  the  Boards  said  company  is  preparing  to  carry  out 
the  purposes  for  which  it  was  incorporated  with  reasonable  diligence. 

By  the  provisions  of  chapter  580  of  the  Acts  of  1908  (approved 
June  3,  1908),  Philip  Young,  Henry  I.  Harriman,  Joseph  0.  Proc- 
tor and  their  associates  were  authorized  to  organize  a  corporation 
under  the  provisions  of  chapter  110  of  the  Revised  Laws,  under 
the  name  of  French  King  Rapids  Power  Company.     Among  the 
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purposes  mentioned  in  the  act  is  the  power  to  construct,  maintain 
and  use  a  dam  across  the  Connecticut  Eiver  between  the  towns  of 
Gill  and  Northfield,  or  Erving,  with  the  necessary  power  houses, 
wings,  retaining  walls,  canals  and  appurtenances,  to  convert  the 
power  generated  at  said  dam  into  electricity,  and  to  transmit,  sell 
and  distribute  the  same  in  said-  towns  and  in  any  cities  and  towns 
in  the  county  of  Worcester.  Before  construction  of  the  dam  is 
begun  the  company  is  required  to  obtain  the  approval  of  the  Har- 
bor and  Land  Commissioners.  Unless  the  dam  is  built  within  five 
years  after  the  passage  of  the  act,  the  right  to  build  the  same  ceases. 
The  right  to  distribute  and  sell  electricity  ceaaes  at  the  end  of  ten 
years  from  the  passage  of  the  act  in  any  city  or  town,  except  Gill 
and  Northfidd,  in  which  it  shall  not  have  entered  upon  the  supply 
and  sale  of  electricity  for  power. 

In  response  to  the  Board^s  request  the  company  has  submitted 
for  examination  its  records  and  books  of  account,  certain  deeds  and 
engineering  sketches,  with  a  statement  in  writing  relative  to  its 
history,  condition  and  purposes. 

On  Feb.  10,  1909,  the  three  incorporators  named  in  said  act  or- 
ganized, under  the  provisions  of  chapter  110  of  the  Revised  Lawe, 
the  French  King  Eapids  Power  Company,  with  an  authorized  capi- 
tal stock  of  $5,000,  and  a  certificate  of  incorporation  therefor  was 
duly  issued  by  the  Secretary  of  the  Commonwealth  on  Feb.  11, 
1909.  On  Feb.  11,  1909,  the  capital  stock  was  paid  in  in  cash,  and 
was  thereupon  invested,  $5  in  the  organization  fee  and  $4,995  in  . 
the  purchase  of  two  parcels  of  land,  one  in  Gill  and  one  in  North- 
field  ;  and  the  certificate  of  the  payment  of  its  capital  stock  required 
by  law  was  filed  with  the  Secretary  of  the  Commonwealth  on  Feb. 
12,  1911.  So  fari  as  the  company's  records  disclose,  no  further 
action  has  been  taken  by  the  stockholders  or  directors  relative  to 
the  construction  of  the  dam  or  to  the  generation  and  distribution 
of  electricity.  The  company  has  not  yet  requested  the  Harbor  and 
Land  Commissioners  to  approve  said  dam,  as  required  by  said  act. 

The  capital  stock  of  the  company,  except  such  shares  as  are  re- 
quired to  qualify  its  three  directors,  is  owned  by  the  Massachusetts 
Company,  a  corporation  organized  Dec.  17,  1908,  under  the  Busi- 
ness Corporation  Law.  This  latter  company  also  o^vns  the  stock  of 
the  Connecticut  River  Transmission  Company,  a  corporation  organ- 
ized under  the  provisions  of  chapter  110  of  the  Revised  Laws.  The 
stock  of  the  Massachusetts  company  is  owned  by  the  Connecticut 
River  Power  Company  of  Maine,  a  corporation  organized  under 
the  laws  of  the  State  of  Maine.    This  Maine  corporation  also  owns 
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the  stock  of  the  Connecticut  Biver  Power  Company  of  New  Hamp- 
shire. The  charter  of  this  New  Hampshire  corporation  may  be 
found  in  the  laws  of  that  State  for  1903,  chapter  306  (amended 
in  1907  by  chapter  244,  and  in  1909  by  chapter  326).  It  is  given 
the  right  of  flowage  in  the  State  of  New  Hampshire,  if  it  shall 
procure  and  exercise  the  right  to  construct  a  dam  across  the  Con- 
necticut River  at  any  point  in  this  Commonwealth,  subject  to  cer- 
tain conditions  and  limitations  set  forth  or  referred  to  in  said 
New  Hampshire  acts,  and  to  the  further  condition  that  it  shall  first 
build  a  dam  across  the  Connecticut  River  under  its  New  Hamp- 
shire charter  opposite  the  town  of  Vernon  and  north  of  the  moutii 
of  the  Ashuelot  River. 

The  Connecticut  River  Power  Company  of  New  Hampshire  be- 
gan the  construction  of  a  dam  across  the  Connecticut  River  opposite 
the  town  of  Vernon  and  north  of  the  mouth  of  the  Ashuelot  River 
in  1907.  Its  dam  and  power  house  were  completed  and  it  began  the 
generation  and  delivery  of  electricity  therefrom  in  December,  1909. 
In  the  years  1908  and  1909  the  Connecticut  River  Transmission 
Company,  for  the  purpose  of  distributing  and  selling  electricity  to 
be  generated  at  the  Vernon  dam,  erected  and  is  now  operating  a 
high-tension  transmission  line  from  the  New  Hampshire  boundary 
into  Gardner,  Fitchburg,  Clinton,  Marlborough  and  Worcester.  It 
is  selling  electricity  to  the  electric  light  companies  in  Gardner, 
Fitchburg  and  Marlborough,  and  to  certain  large  power  users  in 
the  several  municipalities  reached  by  its  lines. 

The  president  of  the  French  King  Rapids  Power  Company  in- 
forms the  Board  that  the  two  parcels  of  land  already  acquired  con- 
trol the  site  of  the  dam  which  his  company  proposes  to  erect.  He 
also  states  that  the  proposed  dam  will  back  the  water  into  New 
Hampshire,  and  that  before  that  could  be  done  it  was  necessary 
to  secure  the  authority  from  the  State  of  New  Hampshire,  given 
by  the  acts  above  referred  to,  which  he  claims  are  sufficient  for 
this  purpose.  He  also  states  that,  by  arrangement  with  the  Chase- 
Harriman  Construction  Company,  surveys  and  soundings  have  been 
made,  that  the  necessary  data  for  the  preparation  of  plans  and  the 
construction  of  the  dam  and  power  house  at  French  King  Rapids 
are  available,  and  that  his  company  expects  to  begin  construction 
this  summer.  He  also  states  that  the  charter  of  the  French  King 
Rapids  Power  Company  was  not  obtained  merely  for  the  purpose 
of  holding  it,  but  that  it  did  not  seem  wise  to  those  controlling  it 
and  the  development  at  Vernon,  to  construct  a  dam  at  the  French 
King  Rapids  until  the  undertaking  at  Vernon  was  in  successful  op- 
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eration.    The  tracingB,  based  on  the  surreyB  referred  to^  have  been 
exhibited  to  the  Board. 

In  the  foregoing  statement  the  Board  has  endeavored^  from  the 
sources  named,  to  answer  the  first  inquiry  contained  in  said  order. 
With  respect  to  the  second  inquiry,  from  such  information  as  the 
Board  has  relative  to  similar  undertakings,  in  its  opinion  the  com- 
pany will  not  be  in  position  to  generate  and  distribute  in  less  than 
a  year  and  a  half  after  the  construction  of  its  dam  is  begun.  With 
respect  to  the  third  inquiry  the  Board  is  in  doubt  as  to  the  mean- 
ing of  the  words  *'  reasonable  diligence/'  but  in  its  opinion,  if  the 
company  shall  begin  construction  of  the  dam  early  in  the  coming 
summer  it  will  be  able  to  carry  out  the  purposes  for  which  it  was 
incorporated  within  the  five-year  limit  named  in  its  charter. 

FORREST  E.  BARKER, 
MORRIS  SCHAFP, 
ALONZO  R.  WEED, 
Gaa  and  Electric  Light  Commisnonera. 
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APPENDIX  L- COURT  DECISION. 


QUfr  (SottttttotanraUlY  of  JiUumrlptarttflL 

SUPREME  JUDICIAL  COURT. 

Postal  Telegraph  Cable  Company  of  Massachusetts 

v. 
City  of  Chicopee. 

207  Mass,  341. 

SufEolk.     Nov.  28,  1910  — Jan.  4,  1911. 

Present:   Knowlton,    C.J.,    Morton,   Hammond,   Loring   and 

Sheldon,  JJ. 

Telegraph  Company.  Wires.  Constitutional  Law,  Interstate  Com- 
merce.  Police  Power.  Municipal  Corporations,  By-Laws  and 
Ordinances.  Way,  Public.  Chicopee.  Equity  Jurisdiction. 
Knowlton,  C.J.  This  is  a  bill  in  equity  ^  to  enjoin  the  defend- 
ant from  maintaining  certain  electric  wires  npon  the  plaintiff's 
telegraph  poles.  In  1891  the  Postal  Telegraph  Cable  Company  of 
New  York  erected  a  telegraph  line  in  the  city  of  Chicopee  from  the 
line  of  the  city  of  Springfield  on  the  sonth,  by  a  somewhat  cir- 
cuitous route,  through  Chicopee  Center  to  Chicopee  Falls,  and 
thence  northwesterly  to  the  line  of  the  city  of  Holyoke,  this  being  a 
part  of  a  telegraphic  system  extending  into  and  through  other 
States,  which  was  used  in  part  in  interstate  commerce.  By  a  series 
of  conveyances  through  different  corporations  this  line  has  passed 
into  the  ownership  of  the  plaintiff,  which  holds  it,  with  all  the 
rights  and  subject  to  all  the  liabilities  of  the  original  owner.  It 
runs  through  public  highways  which  are  post  roads.  The  plaintiff's 
predecessor  in  title  had  a  right  to  construct  and  maintain  such  a 
line,  and  the  plaintiff  has  a  right  to  maintain  it  along  public  high- 
ways, under  the  TJ.  S.  Eev.  Sts.,  sect.  5263.  This  right  also  is  re- 
affirmed and  extended  to  other  classes  of  corporations  by  the  E.  L., 
c.  122,  sect.  1.  But  it  is  subject  to  the  right  of  cities  and  towns  to 
make  any  reasonable  local  regulations  in  regard  to  the  exercise  of  it. 
(E.  L.,  c.  25,  sect.  54 :  c.  26,  sects.  2,  6.)    These  regulations,  under 

1  Bill  filed  June  19, 1008,  and  on  Sept.  11,  1008,  a  substitute  bill  filed  by  leave  of  oourt. 
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the  Constitution  of  the  United  States,  must  be  such  as  do  not  in- 
terfere with  or  regulate  directly  interstate  commerce.  These  propo- 
sitions are  all  well  established  by  decisions  of  the  Supreme  Court  of 
the  United  States. 

On  June  15,  1891,  the  plaintiff's  predecessor  in  title,  acting  in 
accordance  with  the  R.  L.,  c.  122,  sects.  1,  2,  applied  to  the  mayor 
and  aldermen  for  authority  in  writing,  fixing  the  location  of  its 
line  and  establishing  its  rights.  In  July,  1891,  the  city  of  Chicopee 
passed  an  ordinance,  which  is  chapter  17  of  the  ordinances  of  that 
year,  and  which  provided  that  the  mayor  and  aldermen  should  have 
the  exclusive  power  to  license  the  erection  and  maintenance  of  tele- 
graph and  telephone  and  other  lines  of  electric  wires  within  the 
city,  and  that  any  license  granted  pursuant  to  the  ordinance  should 
be  subject  to  the  right  of  the  city,  free  of  charge,  to  place  its  fire- 
alarm  telegraph  or  other  electric  wires  upon  the  poles  or  through 
the  conduit  so  licensed  to  be  maintained,  ^nd  to  the  right  of  the 
city  to  license  the  location  of  lines  by  any  other  person  or  corpora- 
tion upon  said  poles  and  through  said  conduit,  upon  payment  being 
made  of  a  reasonable  compensation,  to  be  determined  by  the  par- 
ties, or,  if  they  fail  to  agree,  to  be  determined  by  the  mayor.  There 
was  also  a  requirement  that  all  parties  licensed  to  erect  poles  and 
fixtures  and  to  maintain  electric  wires  should  give  to  the  city  an 
agreement  in  writing  to  save  it  harmless  from  all  claims  for  dam- 
ages, costs,  expenses,  charges  or  compensation  for  or  on  account  of 
the  erection,  maintenance  or  use  of  such  poles,  fixtures  or  wires.  It 
also  provided  for  the  appointment  and  term  of  oflSce  of  an  inspector 
of  wires,  and  for  many  other  things,  with  a  view  to  the  proper  regu- 
lation of  the  business  of  maintaining  and  using  electric  wires  within 
the  city. 

The  committee  on  highways,  to  whom  was  referred  the  applica- 
tion of  the  Postal  Telegraph  Cable  Company  for  a  permit,  reported 
on  July  6,  1891,  recommending  the  granting  of  the  petition,  with 
certain  modifications,  and  that  the  company  must  agree  to  comply 
with  the  city  ordinance  entitled  "  Electric  Wires.*'  The  ordinance 
was  ordained  at  or  about  the  same  time.  On  the  day  when  the 
report  was  filed  it  was  accepted,  and  the  clerk  was  instructed  to 
notify  the  petitioner  that  the  petition  would  be  granted  upon  com- 
pliance with  the  restrictions  and  agreements  therein  enumerated. 
On  September  7,  two  months  later,  an  order  was  passed  by  the 
mayor  and  aldermen  that  permission  be  given  the  petitioner  to  erect 
its  lines  in  the  specified  streets,  *'  upon  the  following  express  con- 
ditions, a  violation  of  any  of  which  shall,  at  the  election  of  the 
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board  of  aldermen,  operate  as  forfeiture  of  the  permission  and 
rights  herein  granted^  to  wit :  — 

"  1st.  That  said  company  shall  agree  to  comply  with  the  require- 
ments of  chapter  22  of  the  Revised  Ordinances  of  the  city  of  Chic- 
opee. 

'^  2d.  That  said  company  shall  use  the  poles  now  erected  in  said 
city  on  Broadway  from  the  house  of  Charles  T.  Hendrick  to  the 
Overman  Wheel  Company^s  factories.  .  .  . 

"  4th.  That  the  oflScers  and  members  of  the  fire  department  may, 
in  the  event  of  a  fire  and  whenever  in  connection  therewith  fhey 
deem  it  proper,  cut  the  wires  of  said  company,  and  that  if  so  cat 
they  shall  be  repaired  at  the  expense  of  said  company. 

"  6th.  That  said  company  shall,  before  any  work  or  construction 
in  said  streets  or  highways  is  done,  execute  under  seal  a  contract  in 
the  words  following,  all  blanks  being  properly  filled,  and  deliver 
the  same  to  the  city.'*    . 

Then  followed  an  agreement  to  indenmify  the  city  from  loss, 
cost  or  damage  suffered  by  reason  of  the  erection  or  maintenance 
of  the  poles  or  wires.  This  contract  was  signed  by  one  of  the  oflBcers 
of  the  company,  but  was  never  returned  to  the  defendant.  By  a 
clerical  error  the  chapter  of  the  ordinance  was  referred  to  in  this 
order  as  22,  instead  of  17,  the  number  intended.  Chapter  22  is  an 
ordinance  relative  to  public  parks,  and  it  makes  no  reference  to 
locations,  poles  or  wires.  Nearly  all  of  the  line  was  built  after  this 
location  was  granted,  although  about  half  a  mile  of  it  was  con- 
structed before  the  license  was  granted. 

This  was  the  first  location  granted  in  the  city  of  Chicopee  for  the 
erection  and  maintenance  of  electric  wires.  Since  then  the  city  has 
granted  four  locations  to  the  Holyoke  Street  Railway  Company,  one 
location  to  the  United  Electric  Light  Company  of  Springfield,  two 
locations  to  the  J.  Stevens  Arms  and  Tool  Company,  thirty-one 
locations  to  the  New  England  Telephone  and  Telegraph  Company, 
and  one  location  to  the  Postal  Telegraph  Cable  Company  of  New 
York.  There  are  now  10  miles  of  trolley  lines  in  Chicopee,  not 
including  span  wires  and  feed  wires,  about  6  miles  of  municipal 
fire-alarm  lines  averaging  two  wires,  and  about  30  miles  of  poles 
of  the  New  England  Telephone  and  Telegraph  Company,  cariying, 
on  the  average,  a  large  number  of  wires. 

Beginning  more  than  ten  years  ago,  and  ending  before  April, 
1908,  the  city  put  municipal  electric  light  wires  upon  eighty-seven 
of  the  plaintiff's  poles,  making  two  hundred  and  twenty-three 
hitches  in  all  and  put  eight  hitches  in  all  of  municipal  fire-alarm 
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wires  on  the  poles  of  the  plaintiff.  Up  to  the  end  of  that  time  all 
this  was  done  without  objection  of  the  plaintiff  or  its  predecessors 
in  title,  and  without  any  requirement  or  tender  of  payment  for  the 
benefit.  During  this  time  the  general  ofSeers  of  the  plaintiff  and 
its  predecessors  had  no  knowledge  of  this  use  of  the  poles,  although 
the  company's  district  foreman,  whose  duty  it  was  to  report  any- 
thing going  on  along  the  lines  of  interest  to  the  company,  knew  it 
and  reported  it  to  the  circuit  manager  at  Boston.  The  master's 
report  gives  us  the  ordinance  in  full,  together  with  an  elaborate 
statement  of  conditions  as  to  different  lines  of  wires  in  different 
places,  and  other  important  facts,  much  in  detail. 

It  is  obvious  that  in  framing  the  ordinance  the  city  council  at- 
tempted to  make  careful  provision  for  the  protection  of  the  public, 
in  view  of  the  probability  of  a  great  increase  in  the  number  of 
applications  for  authority  to  transmit  electricity  for  various  pur- 
poses through  the  streets.  It  is  ceiiain  that  careful  regulation  of 
the  erection  and  maintenance  of  poles  and  wires  in  the  streets  of 
a  city  is  necessary,  in  the  public  interest.  As  cities  grow  compact, 
and  thb  need  of  using  many  wires  for  the  transmission  of  elec- 
tricity for  many  different  purposes,  on  closely  built  streets,  becomes 
more  urgent,  relief  from  inconvenience  and  danger  can  only  be 
had  by  the  removal  of  overhead  wires  from  the  streets  and  placing 
them  in  conduits  underground.  By  the  running  of  lines  of  wire 
upon  different  sets  of  poles  in  a  crowded  city,  the  difficulty  of  extin- 
guishing fire  and  preventing  a  conflagration  is  often  greatly  in- 
creased, as  well  as  the  danger  and  inconvenience  in  using  the  streets 
in  the  ordinary  way,  and  the  unsightliness  of  numerous  poles  and 
wires.  It  was  therefore  reasonable  and  proper  that  the  ordinance 
shoidd  forbid  the  unnecessary  duplication  of  lines  and  of  poles  in 
public  places.  This  was  done  in  the  requirement  that  licenses  might 
be  granted  by  the  mayor  and  aldermen  to  other  companies  to  use 
the  same  poles  by  making  reasonable  compensation  therefor.  This 
was  nothing  more  than  a  regulation  that,  if  two  or  more  companies 
desired  to  run  two  lines  of  wires  through  a  street,  they  might  be 
required,  if  it  could  be  done  reasonably,  to  put  them  on  the  same 
line  of  poles,  the  two  companies  sharing  the  expense  equitably. 
This  was  entirely  reasonable.  To  the  same  effect  and  for  the  same 
purpose  was  the  provision  in  the  order  granting  the  permit  to  the 
plaintiff's  predecessor,  that  the  company  should  ^^  use  the  poles  now 
erected  in  said  city  on  Broadway  from  the  house  of  Charles  T. 
Hendrick  to  the  Overman  Wheel  Company's  factories."  The  plain- 
tiff has  made  no  objection  to  these  regulations.    The  city's  wires  for 
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a  fire-alarm  telegraph  and  those  for  the  municipal  lighting  which 
was  undertaken  several  years  later  were  also  to  be  provided  for, 
and  if  there  had  been  a  provision  for  pecuniary  compensation  by 
the  city  for  the  benefit  that  it  might  derive  in  this  way,  the  reasons 
already  referred  to  plainly  would  have  been  an  ample  justification 
for  the  requirement  that  the  plaintiffs  predecessor  should  allow  the 
wires  to  be  put  upon  its  poles.  The  reason  for  this  regulation  in 
the  ordinance  plainly  was  to  protect  the  interest  of  the  public. 
That  the  plaintiff  would  be  subjected  to  some  slight  burden  and  in- 
creased expense  in  the  construction  of  its  line,  for  the  protection 
and  convenience  of  the  public  in  the  use  of  the  streets  and  in  the 
preservation  of  their  property,  surely  did  not  deprive  the  mayor 
and  aldermen  of  the  right  to  impose  the  requirement  upon  it  as 
a  regulation.  The  very  idea  of  regulation  involves,  not  only  possi- 
ble restriction  in  the  exercise  of  rights  and  the  use  of  property,  but 
also  possible  expenditure  in  the  public  interest,  to  make  one^s  prop- 
erty available  or  one^s  rights  enjoyable  in  the  best  way.  The  rights 
and  interests  of  the  public  and  the  individual  must  be  considered 
alike  in  making  police  regulations  for  the  common  good.  'Unless 
this  burden  is  excessive,  and  plainly  unreasonable  in  reference  to 
the  benefits  to  be  derived  from  the  imposition  of  it,  the  ordinance  is 
not  invalid  by  reason  of  the  requirement  that  it  makes  of  the 
plaintiff. 

Does  the  fact  Ihat  the  city  derives  a  benefit  from  it,  for  which  it 
makes  no  direct  payment,  change  the  character  of  the  provision? 
In  framing  the  ordinance  the  city  might  well  take  into  account  the 
probable  expense  to  be  incurred  for  the  inspection  of  the  lines  from 
time  to  time,  to  diminish  the  risk  of  accident,  and  the  liability  of 
the  city  for  injuries  suffered  by  travelers  from  an  unsafe  condition 
of  the  poles  or  vrires.  The  mayor  and  aldermen  properly  could  re- 
quire a  pecuniary  payment  by  the  telegraph  company  to  meet  this 
cost  of  inspection,  and  this  risk  of  loss,  to  which  the  city  would  be 
subjected.  This  has  been  directly  decided,  even  when  the  payment 
required  was  in  the  form  of  a  tax,  if  the  amount  was  such  that  it 
did  not  appear  to  be  a  tax  for  revenue,  but  merely  a  compensation 
for  the  reasonably  anticipated  cost  of  protecting  the  public.  (West- 
ern Union  Telegraph  Co.  v.  New  Hope,  187  U.  S.  419 ;  St.  Louis 
V,  Western  Union  Telegraph  Co.,  148  U.  S.  92 ;  Atlantic  &  Pacific 
Telegraph  Co.  v.  Hiiladelphia,  190  U.  S.  160;  Postal  Telegraph 
Cable  Co.  v.  Taylor,  192  U.  S.  64.) 

The  burden  of  expense  put  upon  the  plaintiff  and  its  predecessors 
is  very  small.    The  first  company  was  obliged,  for  its  own  purposes. 
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to  erect  poles  for  its  wires.  The  plaintifif's  lines  in  the  city  of  Chic- 
opee  consist  of  about  two  hundred  and  fifty  poles,  and  five  wires 
upon  one  six-pin  cross  arm,  attached  to  the  top  gain  of  each  of  these 
poles.  The  poles,  as  they  are  described  by  the  master,  would  readily 
carry  many  more  wires  besides  those  belonging  to  the  city,  —  prob- 
ably many  more  than  the  plaintiff  will  ever  have  occasion  to  put 
upon  them.  The  attachment  of  the  city^s  wires  has  increased  the 
expense  to  the  plaintiff  in  only  a  trifling  sura.  Indeed,  it  is  found 
that  this  increased  expense  did  not  attract  the  attention  of  the  gen- 
eral officers  of  the  company  until  more  than  ten  years  after  a  con- 
siderable part  of  it  had  been  incurred,  and  then  only  when  a  letter 
had  been  written  by  the  defendant's  inspector  of  wires,  demanding 
that  a  cross-arm  on  some  of  the  poles  be  lowered  one  gain,  to 
make  a  place  for  the  city's  wires.  The  master  has  found  that  the 
cost  to  the  city  of  the  Inspection  of  the  plaintiff's  poles  and  wires  is 
small.  Probably  it  is  smaller  than  was  expected  when  the  ordi- 
nance was  adopted ;  but  it  is  a  real  and  constant  expense  every  year. 
Very  likely,  in  a  series  of  years  covering  the  life  of  a  line  of  poles, 
this  expense  woidd  be  much  more  than  the  additional  cost  to  the 
plaintiff  of  a  bar  on  the  poles  for  such  wires  as  the  city  would  want 
to  put  there.  We  are  of  the  opinion  that  the  ordinance,  in  the 
parts  in  question,  was  reasonable,  and  proper,  and  so  within  the 
authority  conferred  by  the  E.  L.,  c.  25,  sect.  54,  and  c.  26,  sects. 
2,6. 

The  plaintiff  complains  that,  while  a  part  of  the  defendant's  elec- 
tric lighting  is  done  by  the  direct  system,  carrying  a  very  light 
current  of  electricity,  another  part  of  it  is  done  with  an  alternating 
current  of  high  tension,  and  that  the  proximity  of  wires  carrying 
such  a  current  increased  the  danger  to  persons  making  repairs  upon 
its  lines,  and  is  objectionable  by  reason  of  the  effect  of  induction. 
The  master  has  found  that  there  is  more  danger  and  that  more  care 
is  required  in  making  repairs  where  wires  of  high  tension  are  in 
close  proximity  than  where  there  are  none ;  but  he  also  found  that 
there  had  been  no  injury  to  the  plaintiff's  servants  or  to  its  prop- 
erty from  this  cause.  It  is  obvious  that  this  is  a  matter  simply 
calling  for  proper  care  on  the  part  of  those  who  are  engaged  in  the 
work,  and  that  the  care  must  be  adapted  to  circumstances  of  greater 
danger.  As  bearing  upon  the  questions  involved,  this  does  not  seem 
to  us  a  matter  of  much  importance.  It  relates  simply  to  the  method 
of  doing  work  which  is  done  in  every  city  and  large  town,  and  in 
which  there  is  no  inherent  difficulty,  if  proper  precautions  are  taken. 

The  master  considered  the  subject  of  induction,  and  has  found, 
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in  substance^  that  the  inductive  effect  of  nearby  high-tension  wires 
interferes  with  the  efScient  operation  of  a  telegraph  system^  bnt 
that  the  defendant's  wires  have  had  no  appreciable  effect  upon  the 
plaintiff^s  business  in  this  particular.  In  the  first  place,  for  the 
most  part  these  wires  are  not  charged  with  electricity  in  the  day- 
time. In  the  next  place,  to  produce  any  serious  interference  with 
the  plaintiff's  business  would  require  a  longer  line  of  parallel  high- 
tension  wires  than  exists  in  that  city.  It  was  not  shown  that  there 
had  been  any  specific  instances  of  trouble  on  the  plaintiff's  line 
in  Chicopee,  caused  by  the  proximity  of  high-tension  wires,  or 
that  the  increase  of  voltage  on  its  system  was  due  in  any  degree 
to  inductive  diflBculties  caused  by  the  proximity  of  the  defendant's 
wires.  He  did  find,  however,  that,  by  reason  of  inductive  disturb- 
ances over  its  entire  system,  the  plaintiff  has  been  compelled  to  in- 
crease its  voltage  on  its  system  over  that  which  was  formerly 
sufficient  for  the  operation  of  its  lines.  Of  course  he  found  that 
inductive  disturbance  from  other  lines  did  not  depend  at  all  upon 
the  wires  being  upon  the  same  poles,  except  so  far  as  they  might 
be  in  closer  proximity  than  if  attached  to  an  independent  line  of 
poles.  The  possibility  of  detriment  to  the  plaintiff  from  induction, 
by  reason  of  having  these  wires  on  its  poles  instead  of  upon  inde- 
pendent poles,  seems  to  be  of  little  consequence,  as  against  the 
importance  of  keeping  the  obstructions  in  the  streets  of  the  city  as 
few  as  possible. 

If  these  requirements  of  the  ordinance  were  not  unreasonable  or 
invalid  under  the  statutes  of  this  Commonwealth,  it  follows  almost 
necessarily  that  they  were  not  an  interference  with  interstate 
commerce.  They  were  adopted  in  the  exercise  of  the  police  power, 
in  reference  to  a  local  matter  of  public  importance,  about  which 
Congress  had  taken  no  action.  In  Western  Union  Telegraph  Co. 
V,  Pendleton,  122  U.  S.  347,  369,  it  was  said  that,  within  the  limi- 
tation that  it  does  not  encroach  upon  the  free  exercise  of  the  powers 
vested  in  Congress  by  the  Constitution,  a  State  ''may,  imdoubt- 
edly,  make  all  necessary  provisions  with  respect  to  the  buildings, 
poles  and  wires  of  telegraph  companies  within  its  jurisdiction 
which  the  comfort  and  convenience  of  the  community  may  re- 
quire." A  provision  almost  identical  with  that  in  the  present  case 
was  upheld  in  St.  Louis  v.  Western  Union  Telegraph  Co.,  148 
U.  S.  92,  and  was  assumed  to  be  reasonable  on  the  rehearing  of 
the  case,  in  149  U.  S.  465,  and  in  the  opinion  in  Western  Union 
Telegraph  Co.  t;.  New  Hope,  187  U.  S.  419.  In  the  first  of  these 
cases  an  additional  requirement  of  a  money  payment  by  the  tele- 

Digitized  by  VjOOQ IC 


1912.]  PUBLIC  DOCUMENT  — No.  35.  353a 

graph  company  to  the  city  was  upheld,  on  the  ground  that  it  was 
to  be  treated  as  rent  for  the  '^absolute,  permanent  and  ezclusiye 
appropriation  ^'  of  space  in  the  streets.  Assuming  that  the  statutes 
of  this  Commonwealth  do  not  authorize  a  city  to  claim  rent  of  a 
telegraph  company  for  the  use  of  the  streets  as  property,  the  prin- 
ciples involved  in  other  branches  of  this  decision  and  in  other  de- 
cisions of  the  same  court  seem  to  cover  the  present  case.  It  is 
well  established  that  a  police  regulation  of  a  State,  affecting  inter- 
state commerce  only  indirectly,  in  a  field  which  has  not  been 
occupied  by  congressional  legislation,  is  not  a  regulation  of  such 
commerce  within  the  implied  prohibition  of  the  Constitution  of 
the  United  States.  (Mississippi  Bailroad  Commission  v.  Illinois 
Central  Railroad,  203  U.  S.  335,  346;  Lake  Shore  &  Michigan 
Southern  Railway  v.  Ohio,  173  U.  S.  285,  298.)  All  that  has  been 
done  by  the  defendant  under  this  ordinance  seems  to  have  but  a 
slight  and  incidental  effect  upon  interstate  commerce,  through  the 
imposition  of  a  local  regulation  of  the  use  of  the  streets,  for  the 
purpose,  primarily  and  principally,  of  preventing  the  erection  of 
unnecessary  and  objectionable  poles  to  the  obstruction  of  travel; 
and  secondarily,  to  provide  compensation  for  the  expense  to  the 
city  of  inspecting  the  line  of  telegraph  for  the  protection  of  the 
public. 

If  it  were  held  that  the  ordinance  goes  too  far  in  requiring  the 
plaintiff  to  permit  other  companies,  if  licensed  by  the  city,  to  use 
its  poles  upon  making  compensation,  and  the  city  to  use  them  for 
public  purposes  without  compensation,  it  does  not  follow  that  the 
plaintiff  should  have  an  injunction.  The  vote  of  the  city  upon  the 
report  of  the  committee,  which  was  communicated  to  the  plaintiflPs 
representatives,  referred  to  the  ordinance  as  entitled  "Electric 
Wires.*'  Then  the  formal  order,  which  referred  to  the  ordinance 
by  a  wrong  number,  put  the  plaintiff  on  inquiry  as  to  the  contents 
of  the  ordinance.  It  is  hardly  possible  that  the  plaintiff's  repre- 
sentatives did  not  understand,  in  general,  the  conditions  under 
which  they  were  permitted  to  erect  their  poles.  The  use  of  these 
poles  by  the  city  under  these  circumstances,  for  more  than  ten 
years  without  objection  or  claim  of  compensation,  will  hardly  per- 
mit the  enforcement  of  the  plaintiff's  alleged  equitable  right  against 
the  defendant.  There  is  much  in  the  case  to  support  the  defend- 
ant's argument  that  there  has  been  laches.  If  the  highest  officers 
of  the  company  were  ignorant  of  the  facts,  its  agents,  who  were  in 
charge  of  business  of  this  kind,  knew  all  about  them. 

If  the  existence  of  the  defendant's  wires  upon  the  plaintiff's 
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poles  were  a  technical  invasion  of  the  plaintiffs  right,  we  are  of 
opinion,  upon  the  facts  of  this  case,  that  the  relief  granted  should 
not  be  an  injunction  against  the  continuance  of  the  wires  upon  the 
poles,  thus  compelling  the  erection  of  new  poles  and  the  attachment 
of  the  wires  to  them.  The  master  has  found  that  this  change  could 
not  be  made  without  a  large  expenditure  of  money.  Moreover,  it 
would  involve  a  crowding  of  the  streets  with  poles,  which  the 
mayor  and  aldermen  have  rightly  been  attempting  to  prevent.  It 
appears  that,  at  present,  in  one  or  two  places  there  are  four  or 
five  poles  in  front  of  one  house.  The  master  finds  that,  if  the 
change  were  made  as  the  plaintiff  desires,  there  would  be  at  least 
two  places  where  there  would  be  four  or  five  poles  within  a  dis- 
tance of  75  feet.  It  would  be  more  equitable,  if  the  plaintifPs  right 
were  established,  that  its  relief  should  be  by  compensation  in 
damages. 

But  for  reasons  already  stated,  the  entry  will  be, 

Bill  dismissed. 

G.  P.  Wardner,  for  the  plaintiff. 

L.  White,  for  the  defendant. 
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APPENDIX  J. -NEW  LEGISLATION,  1911. 


ACTS. 

Chapter  10. 

An  let  rdattf«  to  tlM  Abfttamrat  of  BmolDi  In  Boston  and  Vtali^ 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  one  of  chapter  six  hundred  and  fifty-one  of 
the  acts  of  the  year  nineteen  hundred  and  ten  is  hereby  amended  by 
inserting  after  the  word  "  as  *',  in  the  twelfth  line,  the  word :  — 
heretofore,  —  so  that  the  paragraph  hereby  amended  will  read  as 
follows:  — 

'^  Chart ''  means  Bingelmann's  Smoke  Chart  as  heretofore  pub- 
lished and  used  by  the  United  States  Geological  Survey. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ajh 
proved  February  6,  1911. 


Chapter  31. 

An  Aet  rdattfo  to  tho  Xooofwy  of  Dftmagw  f or  Gooaelovt  SnffoclBC  TCOolti^ 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  In  any  action  brought  under  the  provisions  of  sec- 
tion two  of  chapter  one  hundred  and  seventy-one  of  the  Bevised 
Laws,  as  amended  by  section  one  of  chapter  three  hundred  and 
seventy-five  of  the  acts  of  the  year  nineteen  hundred  and  seven, 
damages  may  be  recovered,  under  a  separate  count  at  common  law, 
for  conscious  suffering  resulting  from  the  same  injury;  but  any 
sum  so  recovered  shall  be  held  and  disposed  of  by  the  executor  or 
administrator  as  assets  of  the  estate  of  the  deceased. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved February  15, 1911. 


Chapter  43. 


An  Aet  rdattfo  to  tho  Annoftl  Propontlon  and  Printing  of  »  Utt  of  8t«to  OIBoIaIi  and 
thoir  Employ— ■  with  their  Salariog  or  Componiatlon. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  one  of  chapter  two  hundred  and  sixty-eight 
of  the  acts  of  the  year  nineteen  hundred  and  ten  is  hereby  amended 
by  striking  out  the  words  ^'  the  complete  data  and  facts  called  for 
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by  this  Qjct*%  in  the  last  line,  and  inserting  in  place  thereof  the 
words:  —  a  summary  by  departments^  commissions^  bureaus  and 
boards  of  the  total  number  of  officials  and  employees  employed  in 
or  by  every  such  department,  commission,  bureau  and  board  and 
the  total  amount  paid  for  services  by  every  such  department,  com- 
mission, bureau  and  board  from  the  treasury  of  the  commonwealth, 
and,  respectively,  the  whole  number  of  such  officials  and  employees, 
and  the  whole  amount  paid  for  services  in  a  grand  total;  and  a 
summary  by  every  such  department,  commission,  bureau  and  board 
of  the  total  number  of  such  officials  and  employees  and  the  total 
amount  paid  for  services  for  the  year  nineteen  hundred  and  ten, 
and  for  each  and  every  year  thereafter,  —  so  as  to  read  as  follows: 
—  Section  1,    Every  department,  commission,  bureau  or  board  of 
the  commonwealth,  shall,  on  or  before  the  fifteenth  day  of  July  in 
the  year  nineteen  hundred  and  ten,  and  on  or  before  the  fifteenth 
day  of  July  in  every  year  thereafter,  prepare  and  furnish  to  the 
governor  and  council  lists  of  all  the  officials  and  employees  of  the 
commonwealth  employed  in  or  by  such  department,  commission, 
bureau  or  board  on  the  first  day  of  July  preceding,  for  whose 
services  money  has  been  paid  from  the  treasury  of  the  common- 
wealth.   The  said  lists  shall  be  arranged  by  divisions  of  the  several 
departments,  commissions,  bureaus  or  boards,  when  such  divisions 
exist,  and  shall  give  the  name,  residence,  designation,  rate  of  com- 
pensation and  the  date  of  election  or  appointment  of  every  such 
official  and  employee,  and  any  increase  in  the  rate  of  salary  or 
compensation  for  the   year  preceding;   and   also   the   aggregate 
amount  of  all  money  paid  for  services  or  salaries  to  any  official  or 
employee,  not  otherwise  shown  upon  the  list,  for  the  year  beginning 
witii  tiie  first  day  of  July  in  the  year  preceding  that  in  which  the 
list  is  prepared.    It  shall  be  the  duty  of  the  auditor  of  the  common- 
wealth to  verify  the  said  lists,  the  compensation  and  the  said  ag- 
gregate amounts  from  the  pay  roll.    The  said  lists  and  aggregate 
amounts  shall  be  printed  at  the  expense  of  the  conunonwealth  as  a 
document  of  the  commonwealth,  before  the  first  day  of  October  in 
the  year  in  which  they  are  furnished,  and  the  said  document  shall 
contain  a   summary  by  departments,   commissions,  bureaus  and 
boards  of  the  total  number  of  officials  and  employees  employed  in 
or  by  every  such  department,  commission,  bureau  and  board  and 
the  total  amount  paid  for  services  by  every  such  department,  com- 
mission, bureau  and  board  from  the  treasury  of  ihe  commonwealth, 
and,  respectively,  the  whole  number  of  such  officials  and  employees, 
and  the  whole  amount  paid  for  services  in  a  grand  total ;  and  a  sum- 
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mary  by  every  such  department,  commiBsion,  bureau  and  board  of 
the  total  number  of  such  officials  and  employees  and  the  total 
amount  paid  for  services  for  the  year  nineteen  hundred  and  ten^ 
and  for  each  and  every  year  thererfter. 

Section  2.    This  act  shall  take  effect  upon  its  passage.     [Ap- 
proved February  11, 1911. 


Chapteb  78. 

An  Act  nlMf  to  Toim  Xeattngi  in  the  Town  of  PMkbodj. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  No  aqtion  shall  be  taken  at  any  town  meeting  in  the 
town  of  Peabody  appropriating  or  involving  the  expenditure  of 
money,  the  creating  of  a  debt,  or  the  disposal  of  any  town  properly, 
until  the  proposed  action  has  been  submitted  to  the  finance  com- 
mittee, and  report  made  thereon. 

Section  2.  Whenever  the  warrant  for  any  town  meeting  con- 
tains any  article  or  articles  proposing  the  appropriation  or  expendi- 
ture of  money,  the  creation  of  a  town  debt  or  the  sale  of  any  town 
property,  the  selectmen  shall,  six  days  at  least  before  the  day  named 
in  the  warrant  for  holding  such  town  meeting,  transmit  to  the 
finance  committee  a  copy  of  said  article  or  articles,  and  the  finance 
committee  shall  thereupon  meet  and,  on  the  organization  of  such 
town  meeting,  make  report  thereon  to  the  town. 

Section  3.  Whenever  any  question  is  brought  before  the  town 
meeting  involving  the  raising,  paying  or  appropriating  of  money, 
the  disposal  of  any  property  of  the  town  or  any  interest  therein, 
or  in  any  way  creating  a  town  debt  or  expenditure,  the  vote  upon 
such  question  shall  be  taken  by  ballot,  if,  before  the  main  question 
is  put  to  vote,  ten  legal  voters  shall  so  request;  the  ballot  to  be  pre- 
pared and  voting  booths  used  as  in  the  Australian  ballot  system. 

Section  4.  The  recommendation  of  the  finance  or  other  com- 
mittee upon  any  such  question  shall  be  divided  into  separate  prop- 
ositions whenever  it  seems  to  the  committee  desirable  so  to  do,  and 
the  town  may  still  further  divide  the  propositions  submitted  by  the 
committee.  These  propositions  in  such  form  as  the  town  may 
decide,  shall  be  placed  upon  the  ballot.  One  alternative  proposition 
under  each  division  of  the  subject,  shall,  if  the  town  so  votes,  be 
placed  along  with  that  submitted  by  the  committee. 

Section  6.  The  ballot  as  presented  to  the  voter  shall  have  pro- 
vided a  place  for  voting  Yes  or  No  against  each  appropriation  or 
procedure  under  each  division  of  the  subject. 
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The  order  of  printing  upon  the  ballot  shall  be :  — 

1.  The  proposition  of  the  committee. 

2.  Any  alternative  proposition  which  the  town  has  directed  to  be 
made. 

3.  A  provision  to  negative  any  procedure,  payment  or  appro- 
priation. 

Section  6.  The  preparation  and  printing  of  the  ballot  shall  be 
under  the  direction  of  tlie  town  clerk.  No  proposition  shall  become 
effective  except  by  a  majority  vote. 

Section  7.  When  all  the  articles  in  the  warrant  have  been  con- 
sidered, an  adjournment  shall  be  made  of  at  least  three  days,  and 
at  the  adjourned  meeting  the  first  business  shall  be  to  ballot  upon 
the  articles  that  require  the  ballot.  If  any  item  of  ordinary  ex- 
penditure fails  to  be  provided  for  by  this  ballot^  the  matter  shall 
still  be  before  the  town  for  further  consideration,  and  in  an 
amended  form  may,  on  demand  of  ten  legal  voters,  again  be  sub- 
mitted to  vote  by  ballot.  In  this  c^e  as  before,  adjournment  shall 
be  had  for  at  least  three  days. 

Section  8.  At  the  meeting  designated  for  taking  the  ballot  the 
polls  shall  be  kept  open  for  such  time  as  the  town  may  direct,  but 
not  less  than  four  hours,  two  hours  of  which  shall  be  before  sun- 
down. 

Section  9.  N"o  vote  shall  be  passed  appropriating  or  involving 
the  expenditure  of  money  at  any  town  meeting  other  than  the 
annual  meeting,  unless  there  shall  be  at  least  one  hundred  legal 
voters  present  and  voting  in  favor  of  such  appropriation  or  ex- 
penditure. 

Section  10.  Whenever  any  question  is  brought  before  the  town 
meeting  involving  the  raising,  paying  or  appropriating  of  money, 
the  disposal  of  any  property  of  the  town  or  any  interest  therein, 
or  in  any  way  creating  a  town  debt  or  expenditure  the  vote  upon 
such  question  shall  be  taken  at  said  meeting  by  a  printed  Yes  or  No 
ballot,  the  check  list  being  used,  if  three  or  more  legal  voters  so 
request :  provided,  however,  that  this  method  of  voting  shaU  not  be 
employed  if  ten  or  more  legal  voters  request  that  the  proposition 
be  placed  upon  the  ballot  as  provided  in  sections  two  to  eight,  in- 
clusive, of  this  act. 

Section  11.  No  vote  relative  to  the  raising,  paying  or  appro- 
priating of  money  shall  be  reconsidered  in  town  meeting  by  any  less 
number  of  votes  than  were  present  at  the  former  consideration  of 
the  same.  And  in  order  to  ascertain  the  number  rightly,  the  mod- 
erator shall,  when  any  money  matter  is  first  considered  and  voted 
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upon  in  town  meetings  count  the  number  of  voteB^  and  the  town 
clerk  shall  make  a  proper  minute  or  memorandum  thereof^  and^  as 
soon  as  can  conveniently  be  done^  shall  enter  the  same  in  the  town 
books  for  reference  as  occasion  may  require. 

Sbction  12.    This  act  shall  take  effect  upon  its  passage.    [Ajh 
proved  March  1, 1911. 


Chaptes  108. 

An  AtBt  to  anttiorin  tlie  Town  of  Donvm  to  dlitrilrato  Bloetrieltj  in  tlie  Towns  of 


Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  town  of  Danvers  is  hereby  authorized  to  supply 
electricity  for  its  municipal  use  in  the  towns  of  North  Beading  and 
Middleton^  and  to  sell  and  distribute  electricity  to  the  Middleton 
Electric  light  Company^  to  such  of  the  inhabitants  of  the  town  of 
Middleton  as  are  now  supplied  by  the  town  of  Danvers,  and,  with 
the  consent  of  the  Middleton  Electric  Light  Company,  to  the  town 
of  Middleton  for  municipal  use,  and  to  such  of  the  inhabitants  of 
the  town  of  Middleton  as  may  hereafter  apply  to  the  town  of  Dan- 
vers therefor,  with  the  same  rights  and  privileges  and  subject  to  the 
same  conditions,  limitations  and  obligations  as  it  may  now  or  here- 
after have  or  be  subject  to  with  respect  to  the  sale  and  distribution 
of  electricity  within  its  own  boundaries.  No  contract  to  supply  the 
Middleton  Electric  Light  Company  shall  be  made  for  a  period  of 
more  than  ten  years. 

Section  2.  The  town  of  Danvers  may  construct  and  maintain 
in  the  towns  of  North  Beading  and  Middleton  lines  for  the  trans- 
mission of  electricity  for  the  purposes  mentioned  in  section  one: 
provided,  however,  that  it  shall  obtain  from  the  selectmen  of  the 
towns  of  Middleton  and  North  Beading  locations  for  all  poles,  wires 
and  other  distributing  apparatus  constructed  and  maintained  for 
the  purposes  aforesaid  upon,  along,  under  or  across  any  public  ways 
within  the  said  towns,  in  the  same  manner  and  upon  the  same  terms 
as  are  provided  by  law  for  companies  incorporated  for  the  tranf- 
mission  of  electricity  for  light,  heat  or  power. 

Section  3.  All  acts  of  the  town  of  Danvers  or  its  duly  consti- 
tuted officers  heretofore  done  with  intent  to  exercise  the  authority 
conferred  by  this  act  are  hereby  ratified  and  confirmed. 

Section  4.  If  the  town  of  Middleton  shall  hereafter  establish  an 
electric  lighting  plant,  it  shall,  under  the  provisions  of  sections  ten, 
eleven  and  twelve,  as  amended,  of  chapter  thirty-four  of  the  Bevised 
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Laws  and  of  any  general  laws  hereafter  enacted  relating  to  the  pur- 
chase of  electric  light  plants  by  a  city  or  town,  purchase  the  plant 
and  property  within  its  limits  owned  by  the  town  of  Danvers  in  like 
manner  as  if  the  same  were  the  plant  and  property  of  a  private 
person,  firm  or  corporation:  provided,  however,  that  the  town  of 
Danvera  shall  have  no  right  to  refuse  to  sell  its  plant  and  property 
within  the  limits  of  the  town  of  Middleton,  but  shall  sell  and  convey 
the  same  to  the  town  of  Middleton  within  the  time  and  in  the  man- 
ner prescribed  by  law  for  the  sale  to  a  municipality  of  electric  light 
plants  privately  owned,  and  thereupon  the  right  of  the  town  of  Dan- 
vers to  maintain  an  electric  light  plant  or  to  sell  electricity  within 
the  limits  of  the  town  of  Middleton  shall  cease,  except  that  nothing 
in  this  section  shall  prevent  the  town  of  Danvers  from  supplying  or 
continuing  to  supply  itself  for  its  municipal  use  in  the  towns  of 
Middleton  and  North  Beading. 

Section  5.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved March  Jh  1911. 

Chaptbb  124. 

An  Aot  rtUtiv*  to  tlM  TaUnc  of  Land  by  the  TOim  of  Danwn  for  Iti  noetrlo 

Light  PUnti. 

Be  it  enacted,  etc.,  as  follov)8: 

Section  1.  Section  six  of  chapter  three  hundred  and  seventy- 
eight  of  the  acts  of  the  year  eighteen  hundred  and  ninety-one  is 
hereby  amended  by  inserting  after  the  word  "  take  ^\  in  the  third 
line,  the  words :  —  or  acquire  by  purchase  or  otherwise,  —  by  insert- 
ing after  the  word  '^any^%  in  said  third  line,  the  word:  —  addi- 
tional, —  and  by  striking  out  the  words  ^'  one  acre  *\  in  the  fourth 
line,  and  inserting  in  place  thereof  the  words :  —  three  acres,  —  so 
as  to  read  as  follows :  —  Section  6.  For  the  purposes  of  this  act 
said  town  may  use  any  unoccupied  land  now  owned  by  it,  or  may 
take  or  acquire  by  purchase  or  otherwise,  at  a  meeting  called  for 
that  purpose,  any  additional  land  within  its  limits  not  exceeding 
three  acres  and  not  already  appropriated  to  public  uses.  The  select- 
men of  said  town  shall,  within  sixty  days  after  said  taking,  file  in 
the  registry  of  deeds  for  the  southern  district  of  the  county  of  Essex 
such  a  description  of  the  land  so  taken  as  is  required  in  a  common 
conveyance,  and  a  statement  of  the  purpose  for  which  the  land  is 
taken,  which  description  and  statement  shall  be  signed  by  the  select- 
men or  a  major  part  of  them,  and  the  title  of  such  land  shall  vest 
in  the  town  of  Danvers  from  the  date  of  such  filing. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved March  9,  1911.  ^.^^^^^^^  ^^  GoOglc 
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Chapteb  163. 

An  Act  raUtiv*  to  the  Poultj  for  ghing  ToIm  Wolffht  and  MoMuro. 

Be  it  enacted,  etc.,  as  follows: 

Section  one  of  chapter  three  hundred  and  ninety-four  of  the  acts 
of  the  year  nineteen  hundred  and  seven,  is  hereby  amended  by 
striking  out  the  words  "  is  guilty  of  giving  *',  in  the  second  and  third 
lines,  and  inserting  in  place  thereof  the  words :  —  gives  or  attempts 
to  give, —  so  as  to  read  as  follows :  —  Section  1.  Whoever,  himself 
or  by  his  servant  or  agent  or  as  the  servant  or  agent  of  another 
person,  gives  or  attempts  to  give  false  or  insufiScient  weight  or 
measure  shall  for  a  first  offence  be  punished  by  a  fine  of  not  more 
than  fifty  dollars,  for  a  second  offence  by  a  fine  of  not  more  than 
two  hundred  dollars,  and  for  a  subsequent  offence  by  a  fine  of  fifty 
dollars  and  by  imprisonment  for  not  less  than  thirty  nor  more  than 
ninety  days.    [Approved  March  17,  1911. 


Chapter  178. 

An  Act  relfttivo  to  comnnmoing  Actioni  for  tbo  Baoorerj  of  IhunoffM  for  Xnjtirioi 

or  Death. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  one  hundred  and  thirty-two  of  chapter  five 
hundred  and  fourteen  of  the  acts  of  the  year  nineteen  hundred  and 
nine,  as  amended  by  section  two  of  chapter  one  hundred  and  sixty- 
six,  and  by  chapter  six  hundred  and  eleven  of  the  acts  of  the  year 
nineteen  hundred  and  ten,  is  hereby  further  amended  by  inserting 
after  the  word  "  appointment  ^\  in  the  twelfth  line,  the  words :  — 
and  in  such  case  the  action  may  be  begun  within  one  year  after  the 
appointment  of  such  executor  or  administrator, —  so  as  to  read  as 
follows :  —  Section  132.  No  action  for  the  recovery  of  damages  for 
injury  or  death  under  the  provisions  of  the  five  preceding  sections 
sHall  be  maintained  unless  notice  of  the  time,  place  and  cause  of  the 
injury  is  given  to  the  employer  within  sixty  days,  and  the  action  is 
commenced  within  one  year,  after  the  accident  which  causes  the 
injury  or  death.  Such  notice  shall  be  in  writing,  signed  by  the  per- 
son injured  or  by  a  person  in  his  behalf.  If  the  person  injured  dies 
within  the  time  required  for  giving  the  notice  his  executor  or 
administrator  may  give  such  notice  within  sixty  days  after  his  ap- 
pointment; and  in  such  case  the  action  may  be  begun  within  one 
year  after  the  appointment  of  such  executor  or  administrator.  If 
from  physical  or  mental  incapacity  it  is  impossible  for  the  person 
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injured  to  give  the  notice  within  the  time  provided  in  this  section,  he 
may  give  it  within  ten  days  after  snch  incapacity  has  been  removed, 
and  if  he  dies  within  said  ten  days  his  executor  or  administrator 
may  give  such  notice  within  sixty  days  after  his  appointment.  If 
the  employer  dies  without  such  notice  having  been  given  and  before 
the  time  for  giving  such  notice  has  elapsed,  the  notice  may  be  given 
to  his  executor  or  administrator,  and  the  time  within  which  the 
notice  may  be  given  as  herein  provided,  shall  run  from  the  appoint- 
ment of  the  executor  or  administrator.  A  notice  given  under  the 
provisions  of  this  section  shall  not  be  held  invalid  or  insufficient 
solely  by  reason  of  an  inaccuracy  in  stating  the  time,  place  or  cause 
of  the  injury  if  it  is  shown  that  there  was  no  intention  to  mislead, 
and  that  the  employer  was  not  in  fact  misled  thereby.  If  the  em- 
ployer dies  without  such  action  having  been  brought  and  before  the 
time  for  bringing  the  action  has  elapsed,  the  action  may  be  begun 
against  his  executor  or  administrator  not  less  than  one  year  and  not 
more  than  two  years  after  the  executor  or  administrator  has  given 
bond  for  the  performance  of  his  trust. 

Section  2.  This  act  shall  apply  to  cases  now  pending  or  here- 
after brought  within  the  time  herein  stated.  [Approved  March  SB, 
1911. 


Chapter  184. 

An  Aet  to  provide  PciuJtiM  for  wilfully  makinff  Fabe  Beporti  to  Oommliiimii  or 

Be  it  enacted,  etc.,  as  follows: 

Any  person  who  shall  wilfully  make  false  report  to  the  railroad 
commission,  the  gas  and  electric  light  commission,  the  highway  com- 
mission, the  insurance  commissioner,  the  bank  commissioner  or  the 
commissioner  of  corporations,  or  who  shall  testify  or  affirm  falsely 
to  any  material  fact  in  any  matter  wherein  an  oath  or  affirmation 
is  required  or  authorized,  or  who  shall  make  any  false  entry  or 
memorandum  upon  any  book,  report,  paper  or  statement  of  any 
company  making  report  to  any  of  the  said  commissions  or  commis- 
sioners, with  intent  in  any  case  to  deceive  the  commission  or  com- 
missioner, or  any  agent  appointed  to  examine  the  affairs  of  any  such 
company,  or  to  deceive  the  stockholders  or  any  officer  of  any  such 
company,  or  to  injure  or  defraud  any  such  company,  and  any  person 
who  with  like  intent  aids  or  abets  another  in  any  violation  of  this 
act  shall  be  punished  by  a  fine  of  not  more  than  one  thousand 
dollars,  or  by  imprisonment  for  not  more  than  one  year,  or  by  both 
sudh  fine  and  imprisonment.     [Approved  March  B5yl911. 
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Chapter  207. 

An  Act  nUMMf  to  tlM  Appolntmant  and  DntlM  of  Town  Aooonntonti. 

Be  it  en4icted,  etc.,  as  follows: 

Section  six  of  chapter  six  himdred  and  twenty-four  of  the  acts  of 
the  year  nineteen  himdred  and  ten  is  hereby  amended  by  striking 
out  the  word  ''who'%  in  the  seventh  line^  and  inserting  in  place 
thereof  the  words :  —  or  to  such  committee  as  the  town  may  appoint 
to  consider  and  report  on  proposed  appropriations.  The  selectmen^ 
or  said  committee  when  so  appointed, —  so  as  to  read  as  follows :  — 
Section  6.  The  town  accountant  shall  immediately  upon  the  close 
of  the  fiscal  year  compile  statements  in  tabulated  form  so  as  to  show 
the  amounts  appropriated  and  the  amounts  expended  from  each 
appropriation  during  the  preceding  year^  and  the  estimates  for  the 
current  year,  and  shall  forthwith  furnish  a  copy  of  the  same  to  the 
selectmen,  or  to  such  committee  as  the  town  may  appoint  to  consider 
and  report  on  proposed  appropriations.  The  selectmen,  or  said  com- 
mittee when  so  appointed,  shall,  after  due  consideration,  designate 
the  amounts  which  in  their  opinion  should  be  appropriated  for  the 
ensuing  year,  and  shall  accompany  the  same  with  such  explanations 
and  suggestions  in  relation  to  proposed  appropriations  as  they  may 
deem  desirable  for  the  proper  information  of  the  citizens.  The 
selectmen  shall  cause  this  document  to  be  printed  and  to  be  dis- 
tributed in  advance  of  or  at  the  annual  town  meeting,  and  the  town 
clerk  shall  transmit  a  copy  of  the  same  and  of  all  town  reports  to 
the  director  of  the  bureau  of  statistics.  [Approved  March  28 y 
1911. 


Chaptbb  249. 


An  Aet  roUtlTO  to  tho  Paymont  of  Waoo  1>T  Oertoln  Monuf ooturinc  Corporatloni  md 

MMinfoctuiofi. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Manufacturing  corporations  and  contractors,  per- 
sons or  partnerships  engaged  in  any  manufacturing  business  wherein 
one  hundred  employees  or  more  are  employed  shall,  on  the  day 
chosen  as  pay  day,  pay  such  of  their  employees  as  are  on  that  day 
working  in  the  manufacturing  establishment,  before  the  close  of  the 
regular  working  hours. 

Section  2.  Whoever  violates  the  provisions  of  this  act  shall  be 
punished  by  a  fine  of  not  more  than  fifty  dollars.  [Approved  April 
6, 1911. 
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Ghapteb  267. 

AnTAct  relative  to  Wiret  and  Itootrlo  ApplUnoaf  in  tht  Gitj  of  Bortrly. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  mayor  of  the  city  of  Beverly  may  appoint-  an 
oflScer  or  oflScers,  hereinafter  called  "the  commission*',  who  shall 
have  exclusive  authority  to  cause  to  be  removed  from  the  public 
ways  or  places  of  the  city  within  the  district  hereinafter  prescribed 
all  wires^  cables,  and  conductors  in  or  above  said  ways  or  places,  and 
all  poles  and  other  structures  in  the  same  used  for  the  support  of 
such  wires,  cables,  and  conductors,  except  such  wires,  cables,  con- 
ductors, poles  and  structures  as  are  hereinafter  excepted,  and  to 
cause  all  wires,  cables,  and  conductors  within  said  district  to  be 
placed  and  operated  underground  in  accordance  with  the  provisions 
of  this  act.  It  shall  be  the  dui^  of  such  commission,  and  it  shall 
have  exclusive  authority,  to  grant  all  necessary  permits  for  such 
wires,  cables  and  conductors  which  are  to  be  placed  and  operated 
underground  as  aforesaid;  and  it  shall  be  the  duty  of  the  superin- 
tendent of  highways  and  sewers,  and  he  shall  have  exclusive  author- 
ity, to  issue  proper  permits  for  the  opening  and  occupying  of  such 
ways  or  places  as  may  be  necessary  to  carry  out  the  intent  of  this 
act,  upon  the  application  of  the  commission,  or  of  any  person  or  cor- 
poration interested. 

Section  2.  Said  commission  shall  in  each  January  after  the 
passage  of  this  act,  until  the  work  herein  provided  for  is  completed, 
prescribe  and  give  public  notice  thereof  in  at  least  one  daily  news- 
paper in  said  city  by  advertisement  therein  twice  a  week  for  two  suc- 
cessive weeks,  a  portion  of  the  following  public  ways  and  places  in 
said  city,  to  wit :  —  Cabot  street  from  the  Salem-Beverly  bridge  to 
Herrick  street,  Bantoul  street  from  Cabot  street  to  Cabot  street. 
Railroad  avenue  from  Cabot  street  to  Park  street,  Broadway  from 
Cabot  street  to  Park  street,  Bow  street  from  Cabot  street  to  Rantoul 
street.  Federal  street  from  Cabot  street  to  Bantoul  street,  Elliott 
street  from  Cabot  street  to  Rantoul  street,  Stone  street  from  Cabot 
street  to  Lothrop  street,  Bartlett  street  from  Cabot  street  to 
Stone  street,  Washington  street  from  Cabot  street  to  Lothrop  street, 
Thomdike  street  from  Cabot  street  to  Lothrop  street,  Abbott  street 
from  Cabot  street  to  Lothrop  street.  Monument  square.  Hale  street 
from  Cabot  street  to  East  Coming  street,  Essex  street  from  Cabot 
street  to  Peabody  avenue,  Knowlton  street  from  Cabot  street  to 
Dane  street,  Dane  street  from  Cabot  street  to  Lothrop  street,  Ober 
street  from  Hale  street  to  the  shore,  Neptune  street  from  Ober  street 
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to  Coming  street,  Pleasant  street  from  Cabot  street  to  River  street. 
Pond  street  from  Cabot  street  to  Rantoul  street,  Central  street  from 
Cabot  street  to  Lothrop  street,  Atlantic  avenue  from  Hale  street  to 
Lothrop  street,  Lothrop  street  from  Stone  street  to  Hale  street, 
Lovett  street  from  Bartlett  street  to  Ocean  street.  West  Dane  street 
from  Bantoul  street  to  Cabot  street,  Judson  street.  Highland  avenue 
entire,  Boundy  street  from  Cabot  street  to  Bantoul  street.  Winter 
street, —  within  which  portion  all  wires,  cables  and  conductors, 
except  such  as  are  hereinafter  excepted,  shall,  during  that  calendar 
year,  be  removed  or  placed  underground,  but  the  total  extent  of  such 
portion  so  prescribed  shall  not  comprise  in  Ihe  first  year,  beginning 
in  January  following  the  passage  of  this  act,  more  than  one  mile  of 
public  ways  and  places,  nor  in  each  calendar  year  thereafter  more 
than  two  miles,  according  to  linear  surface  measurement;  and  said 
conmiission  shall  cause  the  owners  or  users  of  such  wires,  cables  or 
conductors  to  remove  or  place  them  underground,  and  also  to 
remove  any  poles  or  structures  used  to  support  such  wires,  cables  or 
conductors  in  the  public  ways  and  places,  or  portions  thereof,  in  any 
such  prescribed  portion  of  such  section,  except  when  in  the  judgment 
of  said  commission  it  is  impracticable  or  inexpedient  to  remove  any 
such  wires,  cables,  conductors,  poles  or  structures :  provided,  however, 
that  no  one  person  or  corporation  shall  be  required  to  expend  more 
than  thirty-five  thousand  dollars  during  the  year  nineteen  hundred 
and  twelve  or  more  than  twenty-five  thousand  dollars  in  any  one  of 
the  years  nineteen  hundred  and  thirteen  to  nineteen  hundred  and 
twenty,  inclusive,  under  the  provisions  of  this  section  or  any  other 
provisions  of  this  act ;  it  being,  nevertheless,  the  purpose  of  this  act  to 
cause  the  removal  from  the  above-named  public  ways  and  places  of 
said  city  prior  to  the  first  day  of  January,  nineteen  hundred  and 
twenty-two,  of  all  such  wires,  cables,  conductors,  and  all  poles  or 
structures  used  for  the  support  of  such  wires,  cables' and  conductors, 
not  herein  expressly  excepted,  so  far  as  in  the  judgment  of  said 
commission  the  same  is  practicable  and  expedient;  and  every  owner 
or  user  of  such  wires,  cables  and  conductors,  poles  or  structures 
shall,  prior  to  said  first  day  of  January,  nineteen  hundred  and 
twenty-two,  remove  or  place  the  same  underground  in  accordance 
with  the  provisions  of  this  act;  and  it  shall  be  the  duty  of  the  com- 
mission to  enforce  compliance  with  the  provisions  of  this  section. 
The  estimates,  contracts  and  expenditures,  of  the  persons  or  cor- 
porations affected  by  this  act,  relative  to  the  doing  of  the  work  herein 
provided  for,  shall,  at  all  reasonable  times,  be  open  to  the  exami- 
nation and  inspection  of  the  commission. 
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Section  3.  After  such  portion  of  said  public  ways  and  places 
shall  have  been  prescribed  as  aforesaid,  no  person,  firm  or  corpora- 
tion shall  place  any  poles  or  other  structures  for  the  support  of 
wires,  cables  or  conductors,  except  those  herein  expressly  excepted, 
in  any  way  or  place,  or  portion  thereof,  thus  prescribed  except  tem- 
porarily, and  with  the  consent  of  the  commission ;  and  if  after  the 
expiration  of  that  calendar  year  there  shall  remain  in  such  ways,  or 
places,  or  portions  thereof,  any  poles  or  structures,  wires,  cables  or 
conductors  which  under  the  provisions  of  this  act  should  have  been 
removed  or  placed  underground,  the  said  commission  shall  cause  the 
same  to  be  removed  forthwith,  and  the  said  city  may  collect  the 
expenses  of  such  removal  from  the  owners  or  users  by  an  action  at 
law,  provided  that  there  was  no  unreasonable  delay  in  the  issuance 
of  the  necessary  permits  by  the  proper  authorities. 

Section  4.  Whenever  it  shall  be  determined  by  the  municipal 
authority  authorized  to  lay  out,  pave  or  repave,  any  of  the  ways  or 
places  named  in  section  two,  or  portions  thereof,  during  the  period 
in  which  the  purposes  of  this  act  are  being  carried  out,  public  notice 
thereof  shall  be  given  by  said  commission  in  the  manner  provided  in 
section  two  of  this  act,  before  the  beginning  of  said  work,  and  any 
person  or  corporation  duly  authorized  by  law  at  the  time  to  lay  or 
erect  or  maintain  wires  in  said  ways  and  places,  shall,  if  so  ordered 
by  said  commission,  place  his  or  its  pipes,  conduits,  wires,  cables 
and  conductors  underground  through  said  ways  or  places,  or  portions 
thereof,  and  remove  any  poles  or  structures  used  therein  to  support 
said  wires,  cables  or  conductors  within  such  time  as  shall  be  speci- 
fied in  said  notice;  and  thereafter  no  person,  firm  or  corporation 
shall  place  any  wires,  poles  or  other  structures  in  or  above,  or,  with- 
out the  express  permission  of  the  mayor  and  aldermen  of  said  city, 
lay  any  pipes,  conduits,  wires,  cables  or  conductors  through  said 
ways  or  public  places,  or  portions  thereof,  except  as  especially  ex- 
cepted by  this  act;  but  this  provision  shall  not  be  construed  to 
prevent  any  such  person,  firm  or  corporation  from  thereafter,  upon 
receiving  a  permit  in  accordance  with  the  ordinances  of  said  city, 
making  necessary  repairs  or  service  connections  with  conduits,  pipes, 
wires,  cables  or  conductors  in  such  wajrs  or  places,  or  drawing  wires 
or  cables  into  the  conduits  constructed  therein. 

Section  5.  Upon  application  of  any  person,  firm  or  corporation 
duly  authorized  by  law  to  lay,  erect  or  maintain,  and  maintaining 
wires  in  the  ways  of  said  city,  the  commission  may  grant  permis- 
sion, after  due  hearing,  for  the  removal  of  any  such  wires,  cables, 
conductors,  poles  or  structures  within  any  of  the  ways  or  places 
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named  in  section  two  and  not  prescribed  in  any  year,  or  within 
ways  or  places  of  said  city  outside  those  so  specified  in  section  two, 
and  for  the  placing  of  the  same  and  any  other  necessary  wires, 
cables  and  conductors,  and  any  extensions  thereof  underground  as 
herein  provided;  and  it  shall  be  the  duly  of  the  superintendent  of 
highways  and  sewers,  after  the  granting  of  said  permission,  to  issue 
all  permits  for  opening  and  occupying  the  ways  of  said  city  which 
may  be  necessary  to  carry  out  the  intent  of  the  foregoing  provision, 
upon  the  application  of  said  commission  or  of  any  person  or  cor-  , 
poration  interested.  Said  commission  may  also,  after  public  notice 
and  hearing  as  required  by  law,  grant  locations  for  such  additional 
poles  and  wires  for  local  distribution  from  underground  wires, 
cables  or  conductors  as  may  become  reasonably  necessary  by  reason 
of  work  done  under  the  provisions  of  this  act,  specifying  where 
such  poles  may  be  located  and  the  kind  of  poles  to  be  used. 

Sbgtion  6.  When  any  person,  firm  or  corporation  operating  or 
intending  to  operate  wires,  cables  or  conductors  in  said  section  of 
said  city  shall  desire,  or  be  required,  to  place  the  same  underground 
in  any  of  the  streets,  avenues  or  highways  of  said  section,  and  for 
that  purpose  to  remove  the  same  from  above  the  surface  thereof, 
and  shall  have  been  duly  authorized  so  to  do,  it  shall  be  obligatory 
upon  such  person,  firm  or  corporation  to  file  with  said  commission 
a  map  or  maps  made  to  scale,  showing  the  streets,  avenues  or  other 
highways  which  are  desired  or  required  to  be  used  for  such  purpose, 
and  giving  the  location,  dimensions  and  courses  of  the  underground 
conduit  or  conductor  which  is  to  be  constructed;  and  said  map  or 
maps  so  filed  shall  be  approved  in  writing  by  the  city  engineer, 
before  a  permit  shall  be  issued  by  the  proper  authorities  to  open 
such  streets,  avenues  or  highways  for  the  purposes  of  this  section. 

Section  7.  Said  commission,  in  case  of  the  neglect  or  refusal 
of  any  person,  firm  or  corporation  to  comply  with  any  requirements 
made  by  said  commission  under  authority  of  this  act,  may  proceed 
in  a  summary  manner  to  abate  or  remove  any  danger  which  it 
deems  likely  to  result  from  the  failure  to  comply  with  the  said 
requirements.  The  commission  shall  also  have  power  in  its  dis- 
cretion, either  generally  or  in  particular  cases,  to  extend  the  time 
prescribed  for  carrying  out  any  of  the  work  prescribed  by  this  act, 
but  the  time  for  the  completion  of  the  work  shall  not  be  extended 
beyond  January  first,  nineteen  hundred  and  twenty-two,  without 
the  approval  of  the  mayor  and  board  of  aldermen. 

Section  8.  All  persons,  firms  or  corporations  owning  or  oper- 
ating electrical  wires,  cables  or  conductors  in  said  city  shall  on  or 
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before  September  first  in  the  year  nineteen  hundred  and  eleren, 
file  with  the  said  commission  a  statement  of  the  number  and  general 
location  of  all  their  electrical  conduits,  wires,  cables  and  oonductors, 
poles  and  structures  within  the  streets,  ways,  and  public  places 
named  in  section  two  of  this  act. 

Section  9.  This  act  shall  not  apply  to  railway  trolley,  guard  or 
span  wires,  or  poles  or  structures  used  exclusively  for  the  support 
thereof,  or  to  posts  for  the  support  of  lamps  exclusively,  or  to  poles 
used  exclusively  for  local  distribution  from  underground  wires, 
cables,  or  conductors,  or  to  long  distance  telephone  wires ;  nor  shall 
it  revoke  any  rights  already  granted  to  any  person,  firm  or  corpora- 
tion to  place  or  maintain  any  conduits,  pipes,  wires  or  cables  or 
conductors  underground,  but  all  such  conduits,  pipes,  wires,  cables 
or  conductors  laid  hereafter  in  pursuance  of  any  such  grant  shall 
be  laid  subject  to  the  provisions  of  this  act  not  inconsistent  with 
the  terms  of  said  grant.  For  the  purposes  of  this  act  no  wire  shall 
be  deemed  a  long  distance  telephone  wire  which  does  not  extend 
twenty-five  miles  at  least  in  a  direct  line  from  the  central  telephone 
o£5ce  of  said  city. 

Section  10.  The  city  council  of  said  city  may  make  such  ordi- 
nances not  inconsistent  with  the  provisions  of  this  act  as  may  be 
necessary  or  expedient  to  carry  into  effect  the  purpose  of  this  act 

Section  11.  The  mayor  and  aldermen  of  said  city  shall  con- 
stitute a  board  of  appeal,  to  which  petitions  in  writing  may  be 
presented  by  any  person,  firm  or  corporation  aggrieved  by  any  act 
or  decision  of  said  commission  done  or  made  in  pursuance  of  this 
act.  Such  petition  shall  set  forth  the  specific  grievauce  or  griev- 
ances relied  upon,  and  shall  be  filed  with  the  city  clerk  within  ten 
days  after  the  act  or  decision  alleged  to  cause  the  grievance,  and 
said  board,  upon  giving  due  public  notice  to  all  parties  interested, 
shall  give  a  hearing  thereon  and  may  either  approve  or  revoke  or 
modify  such  act  or  decision. 

Section  12.  The  supreme  judicial  court,  or  any  justice  thereof, 
and  the  superior  court  and  any  justice  thereof,  shall,  on  petition 
of  said  commission,  have  jurisdiction  in  equity  to  enforce  the  pro- 
visions of  this  act,  or  any  order  of  the  commission  issued  under 
authority  t'hereof,  and  to  compel  compliance  therewith. 

Section  13.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved April  10,  1911. 
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Chapter  293. 

An.  Aet  relative  to  tlM  AnnuAl  Seport  of  tht  Board  of  Om  and  Boetrle  LJffht 

Commiaiionon. 

Be  it  enacted,  etc.,  as  follows: 

Section  seven  of  chapter  one  hundred  and  twenty-one  of  the 
Revised  Laws  is  hereby  amended  by  inserting  after  the  word  "  ex- 
pedient *^  in  the  seventh  and  eighth  lines,  the  words:  —  but  in- 
cluding the  names  and  addresses  of  the  principal  oflBcers  and  of  the 
directors,  —  so  as  to  read  as  follows :  —  Section  7.  The  board  shall 
annually,  on  or  before  the  first  Wednesday  in  January,  transmit  to 
the  secretary  of  the  commonwealth  a  report  to  the  general  court 
of  its  doings,  with  such  suggestions  as  to  the  condition  of  affairs 
or  conduct  of  corporations  and  companies  which  are  engaged  in  the 
manufacture  and  sale  of  gas  or  electricity  for  light  or  heat  as  may 
be  appropriate,  with  such  abstracts  of  the  returns  required  by  sec- 
tion thiriy-one  as  it  considers  expedient,  but  including  the  names 
and  addresses  of  the  principal  officers  and  of  the  directors,  and  an 
abstract  of  the  accidents  reported  to  it  under  the  provisions  of 
section  thirty-nine.    [Approved  April  15, 1911. 


Chapter  325. 

An  Aet  to  provide  for  the  QiTinff  of  Bonds  In  BUstlnir  Operation!. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Before  the  issue  of  a  permit  to  use  an  explosive  in 
the  blasting  of  rock  or  any  other  substance  as  prescribed  by  the 
detective  and  fire  inspection  department  of  the  district  police,  the 
applicant  for  the  permit  shall  file  with  the  clerk  of  the  city  or  town 
in  which  the  blasting  is  to  be  done,  a  bond  nmning  to  the  city  or 
town  with  a  surety  or  sureties  approved  by  the  treasurer  thereof, 
for  such  penal  sum  not  exceeding  ten  thousand  dollars  as  the  chief 
of  the  district  police  or  the  official  granting  the  permit  shall  deter- 
mine to  be  necessary  in  order  to  cover  the  risk  or  damage  that  might 
ensue  from  the  blasting.  The  bond  shall  be  conditioned  upon  the 
payment  of  any  loss,  damage  or  injury  resulting  to  persons  or 
property  by  reason  of  the  use  or  keeping  of  said  explosive. 

Section  2.  Action  on  a  bond  filed  under  the  provisions  of  this 
act  may  be  brought  by  any  persons  to  whom  loss,  damage  or  injury 
has  resulted  by  reason  of  the  use  or  keeping  of  said  explosive,  and 
shall  be  brought  in  the  names  of  and  for  the  use  and  at  the  cost 
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and  expense  of  such  persons,  but  in  no  event  shall  action  be  brought 
on  the  bond  for  injury  to  the  person  of  an  employee  of  the  person 
receiving  the  permit.  If  claims  on  any  bond  are  established  to  an 
amount  greater  than  the  penal  sum  thereof,  such  claims  shall  be 
paid  pro  rata  to  the  amount  of  the  penal  sum,  and  executions  shall 
issue  accordingly. 

Segtiok  3.    This  act  shall  take  effect  upon  its  passage.     {Ap- 
proved  April  2^,  1911. 


Chapteb  338. 

An  MkX  raUtlTV  to  Betirement  8yit«iiis  for  tht  Paymtnt  of  Annuitloi  and  Poniioiis  to 
ImployoM  of  OitiM  md  Towni. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  one  of  chapter  six  hundred  and  nineteen 
of  the  acts  of  the  year  nineteen  hundred  and  ten  is  hereby  amended 
by  inserting  after  the  paragraph  marked  (e)  the  following  para- 
graph: —  (/)  The  word  "  employees  "  means  only  regular  and  per- 
manent employees  whose  only  or  principal  employment  is  in  the 
service  of  the  city  or  town,  —  and  by  striking  out  the  letter  "  (f)  *', 
in  the  seventeenth  line,  and  inserting  in  place  thereof  the  letter:  — 
(9)9  —  so  as  to  read  as  follows:  —  Section  1.  In  this  act,  unless 
the  context  otherwise  requires :  — 

(a)  The  words  "city  council**  mean  the  legislative  branch  of 
the  city  government,  whether  consisting  of  one  chamber  or  two. 

(6)  The  words  *' retirement  system**  mean  the  arrangements 
provided  in  this  act  for  the  payment  of  annuities  and  pensions. 

(c)  The  word  "  annuities  **  means  the  payments  for  life  derived 
from  money  contributed  by  the  employees. 

(d)  The  word  "pensions**  means  the  payments  for  life  derived 
from  money  contributed  by  the  city  or  town. 

(e)  The  words  "  regular  interest  *'  mean  interest  at  three  per  cent 
per  annum  compounded  semi-annually  on  the  last  days  of  January 
and  July,  and  reckoned  for  full  three  and  six  months  periods  only. 

(/)  The  word  "  employees  **  means  only  regular  and  permanent 
employees  whose  only  or  principal  employment  is  in  the  service  of 
the  city  or  town. 

(g)  The  words  "continuous  service**  mean  uninterrupted  em- 
ployment, with  this  exception :  a  lay-off  on  account  of  illness  or 
reduction  of  force;  and  a  leave  of  absence,  suspension  or  dismissal 
followed  by  reinstatement  within  one  year,  shall  not  be  considered 
as  breaking  the  continuity  of  service. 
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Section  2.  Section  two  of  said  chapter  six  hundred  and  nine- 
teen is  hereby  amended  by  inserting  before  the  words  "be  ac- 
cepted", in  the  twelfth  line,  the  words:  —  as  amended,  —  so  aa 
to  read  as  follows:  —  establishment  of  rbtikembnt  system. 
Section  2.  Ajoj  city  or  town  in  this  commonwealth  may  establish 
a  retirement  system  for  its  employees  by  accepting  the  provisions 
of  this  act  in  the  following  manner :  In  the  case  of  a  city,  whenever 
a  vote  to  accept  the  provisions  of  this  act  shall  have  duly  been 
passed  by  the  city  council,  the  question  of  acceptance  shall  then  be 
submitted  to  the  voters  of  the  city  at  the  next  municipal  election. 
The  vote  shall  be  in  answer  to  the  question,  placed  upon  the  ballot : 
"  Shall  an  act  passed  by  the  general  court  in  the  year  nineteen 
hundred  and  ten,  entitled  '  An  act  authorizing  the  cities  and  towns 
of  the  commonwealth  to  establish  retirement  systems  for  their  em- 
ployees^  as  amended,  be  accepted?'*  In  the  case  of  a  town,  when- 
ever a  vote  to  accept  the  provisions  of  the  act  shall  have  duly  been 
passed  by  the  board  of  selectmen,  the  question  of  acceptance  shall 
then  be  submitted  to  the  voters  of  the  town  at  the  next  town  meet- 
ing. If  a  majority  of  the  voters  voting  on  the  question  at  the  city 
election  or  at  the  town  meeting  shall  vote  in  the  affirmative,  this 
act  shall  take  eflfect  in  such  city  or  town  as  hereinafter  provided. 

A  copy  of  the  vote  of  the  city  council  or  of  the  board  of  select- 
men, certified  by  the  city  clerk  or  by  the  town  clerk,  and  a  copy  of 
the  vote  at  the  city  election  or  at  the  town  meeting,  sworn  to  by  the 
local  election  commissioners  or  the  officers  corresponding  thereto, 
shall,  within  thirty  days  respectively  after  the  date  of  the  latter 
vote,  be  filed  in  the  office  of  the  insurance  commissioner.  The  latter 
shall  forthwith  issue  a  certificate  that  the  retirement  system  is  de- 
clared established  in  said  city  or  town,  to  become  operative  on  the 
first  day  of  February  or  the  first  day  of  August  following  the  ex- 
piration of  three  months  after  the  date  of  such  certificate. 

Section  3.  Section  three  of  said  chapter  six  hundred  and  nine- 
teen is  hereby  amended  by  striking  out  the  word  "  sixty '',  in  the 
fourth  line  of  paragraph  (1),  and  inserting  in  place  thereof  the 
word:  —  thirty,  —  by  inserting  after  the  words  "board  of  retire- 
ment'', in  the  fourth  linie  of  paragraph  (4),  the  words:  —  upon 
recommendation  of  the  head  of  the  department  in  which  the  mem- 
ber is  employed,  —  by  striking  out  the  words  "  so  retire  ",  at  the 
end  of  paragraph  (4),  and  inserting  in  place  thereof  the  words: 
—  be  retired,  irrespective  of  such  recommendation,  —  and  by  in- 
serting after  the  words  "board  of  retirement",  in  paragraph  (6), 
the  words :  —  upon  recommendation  of  the  head  of  the  department 
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in  which  the  member  is  employed,  —  so  as  to  read  as  follows :  — 
THE  RETIREMENT  ASSOCIATION.  SecUon  8.  Whenever  a  city  or 
town  shall  have  voted  to  establish  a  retirement  system  nnder  the 
provisions  of  section  two,  a  retirement  association  shall  be  organized 
as  follows :  — 

(1)  All  employees  of  the  city  or  tovm,  on  the  date  when  the 
retirement  system  is  declared  established  by  the  Issne  of  the  certifi- 
cate, as  provided  in  section  two,  may  become  members  of  the  asso- 
ciation. On  the  expiration  of  thirty  days  from  said  date  every  snch 
employee  shall  be  considered  to  have  elected  to  become,  and  shall 
thereby  become,  a  member,  unless  he  shall  have,  within  that  period, 
sent  notice  in  writing  to  the  local  election  commissioners  or  the 
oflBcers  corresponding  thereto  that  he  does  not  wish  to  join  the 
association. 

(2)  All  employees  who  enter  the  service  of  the  city  or  town  after 
the  date  when  the  retirement  system  is  declared  established  by  the 
issue  of  the  certificate,  as  provided  in  section  two,  except  persons 
who  have  passed  the  age  of  fifty-five  years,  shall  upon  completing 
thirty  days  of  service  become  thereby  members  of  the  association. 
Persons  over  fifty-five  years  of  age  who  enter  the  service  of  the 
city  or  town  after  the  establishment  of  the  retirement  system  shall 
not  be  allowed  to  become  members  of  the  association,  and  no  such 
employee  shall  remain  in  the  service  of  the  city  or  town  after 
reaching  the  age  of  seventy  years. 

(3)  No  officer  elected  by  popular  vote  may  become  a  member  of 
the  association,  nor  any  employee  who  is  or  will  be  entitled  to  a 
pension  from  the  ciiy  or  town  for  any  reason  other  than  member- 
ship in  the  association. 

(4)  Any  member  who  reaches  the  age  of  sixty  years  and  who  has 
been  in  the  continuous  service  of  the  ciiy  or  town  for  a  period  of 
fifteen  years  immediately  preceding  may  retire  or  may  be  retired 
by  the  board  of  retirement  upon  recommendation  of  the  head  of  the 
department  in  which  the  member  is  employed,  and  any  member 
who  reaches  the  age  of  seventy  must  be  retired,  irrespective  of  such 
recommendation. 

(5)  Any  member  who  has  completed  a  period  of  thirty-five  years 
of  continuous  service  may  retire,  or  may  be  retired  at  any  age  by 
the  board  of  retirement  upon  recommendation  of  the  head  of  the 
department  in  which  the  member  is  employed  if  such  action  be 
deemed  advisable  for  the  good  of  the  service. 

Section  4.  Section  four  of  said  chapter  six  hundred  and  nine- 
teen is  hereby  amended  by  striking  out  the  word  "  thirty,*'  in  the 
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fifth  line  of  paragraph  (1),  and  inserting  in  place  thereof  the  word: 
—  sixty,—  by  adding  to  paragraph  (2)  the  following :  —  All  claims 
for  reimbursement  on  this  account  shall  be  subject  to  the  approval 
of  the  city  council  or  the  board  of  selectmen, —  by  adding  to  para- 
graph (4)  the  words:  —  subject  to  the  approval  of  the  city  council 
or  the  board  of  selectmen, —  and  by  inserting  after  the  words  "  under 
section  five,  (2)  A"  in  the  second  and  third  lines  of  paragraph  (6) 
A,  the  words :  —  and  (3) ;  and  by  striking  out  the  words  "  as  defined 
in  section  five,  (2)  B  (6),''  in  the  second  and  third  lines  of  para- 
graph  (6)  G,  —  so  as  to  read  as  follows:  —  the  boabd  of  retire- 
ment. Section  ^.  (1)  The  management  of  the  retirement  system 
is  hereby  vested  in  the  board  of  retirement,  consisting  of  three  mem- 
bers, one  of  whom  shall  be  the  city  or  town  treasurer;  the  second 
member  shall  be  a  member  of  the  association  elected  by  the  latter 
within  sixty  days  after  the  date  when  the  retirement  system  is  de- 
clared established  by  the  issue  of  the  certificate,  as  provided  by  section 
two,  in  a  manner  to  be  determined  by  the  local  election  commis- 
sioners or  the  oflBcers  corresponding  thereto ;  the  third  member  shall 
be  chosen  by  the  other  two  members.  In  case  of  the  failure  of  the 
latter  to  choose  the  third  member  within  thirty  days  after  the  elec- 
tion of  the  second  member,  the  mayor  or  the  chairman  of  the  board 
of  selectmen  shall  appoint  such  third  member.  The  first  person  so 
chosen  or  appointed  as  third  member  shall  serve  for  two  years; 
otherwise  and  thereafter  the  term  of  oflBce  of  the  two  elected  mem- 
bers shall  be  three  years.  On  a  vacancy  occurring  in  the  board  for 
any  cause  or  on  the  expiration  of  the  term  of  office  of  any  member, 
a  successor  of  the  person  whose  place  has  become  vacant  or  whose 
term  has  expired  shall  be  chosen  in  the  same  manner  as  was  his 
predecessor. 

(2)  The  members  of  the  board  of  retirement  shall  serve  without 
compensation:  but  they  shall  be  reimbursed  out  of  the  contingent 
fund  for  any  expense  or  loss  of  salary  or  wages  which  they  may  incur 
through  service  on  the  board.  All  claims  for  reimbursement  on  this 
account  shall  be  subject  to  the  approval  of  the  city  council  or  the 
board  of  selectmen. 

(3)  The  city  or  town  treasurer  shall  have  charge  and  control  of 
the  funds  of  the  system,  subject  to  the  approval  of  the  board  of 
retirement,  and  shall  invest  and  reinvest  the  same,  and  may  from 
time  to  time  sell  any  securities  held  by  him  and  invest  and  reinvest 
the  proceeds,  and  any  and  all  unappropriated  income  of  said  funds : 
provided,  however,  that  all  funds  received  by  him  not  required  for 
current  disbursements  shall  be  invested  in  accordance  with  the  pro- 
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visions  of  the  laws  of  this  commonwealth  relating  to  the  investment 
of  the  funds  of  savings  banks.  He  shall  in  the  investment  of  the 
funds  give  preference  to  the  securities  of  the  city  or  town  in  which 
the  retirement  system  has  been  established.  He  may,  whenever  he 
sells  such  securities,  deliver  the  securities  so  sold  upon  receiving  the 
proceeds,  and  may  execute  all  documents  necessary  to  transfer  the 
title  thereto. 

(4)  The  board  of  retirement  shall  have  power  to  make  by-laws 
and  regulations  not  inconsistent  with  the  provisions  of  this  act,  and 
to  employ  such  clerical  or  other  assistance  as  may  be  necessary  for 
the  fulfillment  of  its  purposes  subject  to  the  approval  of  the  city 
council  or  the  board  of  selectmen. 

(5)  The  board  shall  determine  the  percentage  of  wages  that  em- 
ployees shall  contribute  to  the  pension  fund,  subject  to  the  mini- 
mum and  maximum  percentages,  and  shall,  furthermore,  have  power 
to  classify  employees  for  the  purposes  of  the  retirement  system,  and 
to  establish  different  rates  of  contribution  for  different  classes  within 
the  prescribed  limits. 

(6)  The  city  or  town  treasurer  shall,  in  February  of  each  year, 
unless  for  cause  the  insurance  commissioner  shall  have  granted  an 
extension  of  time,  file  in  the  office  of  the  insurance  commissioner  a 
sworn  statement,  which  shall  exhibit  the  financial  condition  of  the 
retirement  system  on  the  thirty-first  day  of  the  preceding  January, 
and  its  financial  transactions  for  the  year  ending  with  said  day. 

Such  statement  shall  be  in  a  form  approved  by  the  insurance  com- 
missioner, and  shall  show,  among  other  things,  the  liability  of  the 
retirement  system  on  account  of  the  following  items :  -7- 

A.  Deposit  Reserve. 

The  total  of  the  deposits  of  the  members  actually  received  by  the 
treasurer  or  due  from  the  city  or  town  under  section  five,  (2)  A,  and 
(3),  and  held  subject  to  withdrawal  by  such  members. 

B.  Interest  Reserve. 
Regular  interest  on  such  deposits. 

C.  Annuity  Reserve. 

The  net  value  of  the  annuities  entered  upon  under  section  six, 
(2),  B,  on  the  basis  of  the  mortality  tables  and  interest  rates  pro- 
vided for  in  this  act. 
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D.    Expense  and  Contingent  Funds, 
(a)  The  imexpended  portion  of  the  amounts  received  under  sec- 
tion five,  (1). 

(6)  The  contingent  fund. 

E.    Gifts  and  Bequests. 
The  amounts  received  as  gifts  or  bequests  and  held  xmder  the 
terms  of  such  gifts  or  bequests. 

F.    Other  Liabilities, 
All  other  liabilities. 

0.    Surplus, 

(a)  Annuity  surplus,  —  The  undistributed  surplus  arising  from 
annuity  deposits. 

(6)  Other  surplus.  —  AH  unassigned  funds. 

Section  5.  Section  five  of  the  said  chapter  six  hundred  and 
nineteen  is  hereby  amended  by  striking  out  paragraph  (2)  B  (b) 
and  inserting  in  place  thereof  the  following  paragraph: — (6) 
Every  year,  in  February,  in  case  the  actual  annuity  deposits  shall  be 
less  than  the  amount  of  the  annuity  reserve,  the  city  or  town  shall 
make  good  such  deficiency,  —  by  adding  after  paragraph  B  (d)  the 
following  paragraph: —  (e)  The  city  or  town  shall  appropriate  an- 
nually such  an  amount  as  may  be  necessary  to  defray  the  contribu- 
tions to  be  made  by  it  under  paragraph  (2)  B  (a),  (6),  (c)  and 
(d)  of  this  section,  according  to  estimates  prepared  by  the  treas- 
urer, —  and  by  striking  out  the  word  "  pension,*'  in  the  fifth  line  of 
paragraph  (3),  and  inserting  in  place  thereof  the  word:  —  retire- 
ment, —  so  as  to  read  as  follows :  —  creation  op  the  retirement 
FUND.  Section  5.  The  funds  of  the  retirement  system  shall  be 
raised  as  follows :  — 

(1)     Expense  and  Contingent  Fund, 
The  city  or  town  shall  appropriate  annually  such  an  amount  as 
may  be  necessary  to  defray  the  whole  expense  of  administration, 
according  to  estimates  prepared  by  the  treasurer. 

(2)     Annuity  and  Pension  Fund. 
A.    Deposits  by  Members,  — Each  member  shall  deposit  in  this 
fund  from  his  wages  or  salary,  as  often  as  the  same  are  payable,  not 
less  than  one  per  cent  and  not  more  than  five  per  cent  of  the  amount 
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of  his  wages  or  salary  as  determined  by  the  board  of  retirement 
Tinder  the  provisions  of  section  four  (5) :  provided,  however,  that 
employees  who  receive  more  than  thirty  dollars  weekly  in  wages  or 
salary  shall  not  be  assessed  for  contribution  to  this  fund  on  the 
excess  above  that  amount. 

B,  Contributions  by  the  City  or  Town.  —  (a)  Every  month  the 
city  or  town  shall  contribute  such  amount  as  the  board  of  retirement 
may  determine  to  be  necessary  to  pay  current  pensions  for  subse- 
quent services,  under  section  six,  (2)  (7  (a). 

(6)  Every  year,  in  February,  in  case  the  actual  annuity  deposits 
shall  be  less  than  the  amount  of  the  annxiity  reserve,  the  city  or  town 
shall  make  good  such  deficiency. 

(c)  Every  month  the  city  or  town  shall  contribute  such  amount 
as  the  board  of  retirement  may  determine  to  be  necessary  to  pay 
current  pensions  for  prior  service  under  section  six,  (2)  C  (6). 

(d)  Every  month  the  city  or  town  shall  contribute  such  amount 
as  the  board  of  retirement  may  determine  to  be  necessary  to  ensure 
the  minimum  payments  provided  for  in  section  six,  E, 

(e)  The  city  or  town  shall  appropriate  annually  such  an  amount 
as  may  be  necessary  to  defray  the  contributions  to  be  made  by  it 
under  paragraph  (2)  B  (a),  (6),  (c)  and  (d)  of  this  section,  ac- 
cording to  estimates  prepared  by  the  treasurer. 

(3)  Provisions  for  Payments. 

All  amorunts  payable  by  members  of  the  association  under  para- 
graph (2)  A  of  this  section  shall  be  deducted  by  the  city  or  town 
from  the  amounts  payable  to  them  as  wages  or  salary,  as  often  as 
the  same  are  payable,  and  shall  be  credited  immediately  to  the 
retirement  fund  by  the  city  or  town  treasurer. 

Section  6.  Section  six  of  said  chapter  six  hundred  and  nineteen 
is  hereby  amended  by  striking  out  paragraph  "  (1)  Expense  and 
Contingent  Funds  ",  and  inserting  in  place  thereof  the  following :  — 
(1)  Expense  and  Contingent  Fund.  The  fund  provided  for  xmder 
section  five,  (1),  shall  be  used,  so  far  as  may  be  necessary,  for  the 
payment  of  the  expenses  of  administration.  The  portions  not  so 
used,  if  any,  shall  be  repaid  into  the  city  or  town  treasury.  In  case 
the  amount  appropriated  for  the  expense  and  contingent  fund  in 
any  year  should  prove  insufficient,  the  city  or  town  shall  appropriate 
in  the  following  year  such  additional  sum  as  may  be  required  to 
cover  the  deficit,  —  by  inserting  after  the  words  "thereafter  re- 
tires *^  in  the  fourth  line  of  paragraph  (2)  B,  the  following  words: 
—  or  is  retired,  —  by  striking  out  the  words  "  time  when  he  entered 

Digitized  by  VjOOQ IC 


1912.]  PUBLIC  DOCUMENT  — No.  35.  377a 

the  service  of  the  city  or  town  ^\  in  the  tenth  and  eleventh  lines  of 
paragraph  (2)  G  (6),  and  inserting  in  place  thereof  the  following 
words:  —  beginning  of  such  period  of  continuous  service,  —  and 
by  striking  out  the  words  "  employees  who  had  already  reached  the 
age  of  sixty  years  at  the  time  when  the  retirement  system  was  estab- 
lished, and  employees  who  had  already  reached  the  age  of  fifty-five 
years  at  the  date  and  also  became  members  of  the  association/^  in 
paragraph  (2)  C  (6),  and  inserting  in  place  thereof  the  follow- 
ing:— 

Any  employee  who  had  already  reached  the  age  of  fifty-five  years 
on  the  date  when  the  retirement  system  was  established,  and  also 
became  a  member  of  the  association,  —  by  inserting  before  the 
paragraph  **  D.    Applicaiion  of  Surplus  *',  the  following :  — 

Any  employee  not  a  member  of  the  association  who  had  already 
reached  the  age  of  fifty-five  years  on  the  date  when  the  retirement 
system  was  established,  may  be  retired  at  any  time  and  shall  be  paid 
a  pension  equivalent  to  the  minimum  payment  herein  provided  for, 

—  by  inserting  after  the  word  "Minimum*^,  in  the  first  line  of 
paragraph  E,  the  words :  —  and  Maximum,  —  and  by  adding  after 
the  word  "  year  ^\  in  the  third  line  of  said  paragraph  E,  the  words : 

—  or  at  a  rate  more  than  one  half  the  amount  of  the  average  wages 
or  salary  received  by  the  member  during  the  ten  years  prior  to  his 
retirement,  —  so  as  to  read  as  follows :  —  distribution  of  funds. 
Section  6,  The  city  or  town  treasurer  shall  administer  the  funds 
of  the  retirement  system  in  accordance  with  the  following  plan :  — 

(1)  Expenses  and  Contingent  Fund. 
The  fund  provided  for  under  section  five,  (1),  shall  be  used,  so 
far  as  may  be  necessary,  for  the  payment  of  the  expenses  of  ad- 
ministration. The  portions  not  so  used,  if  any,  shall  be  repaid  into 
the  city  or  town  treasury.  In  case  the  amount  appropriated  for  the 
expense  and  contingent  fund  in  any  year  should  prove  insufficient, 
the  city  or  town  shall  appropriate  in  the  following  year  such  addi- 
tional sum  as  may  be  required  to  cover  the  deficit. 

(2)  Annuity  and  Pension  Funds. 
A.  Refunds.  —  (a)  Should  a  member  of  the  association  cease  to 
be  an  employee  of  the  city  or  town  for  any  cause  other  than  death 
before  becoming  entitled  to  a  pension,  there  shall  be  refunded  to 
him  all  the  money  that  has  been  paid  in  by  him  under  section  five, 
(2)  A,  with  regular  interest. 
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(6)  Should  a  member  of  the  association  die  before  becoming  en- 
titled to  a  pension,  there  shall  be  paid  to  his  legal  representatives 
all  the  money  that  has  been  paid  in  by  him  under  section  five,  (2) 
A,  with  such  interest  as  shall  have  been  earned  on  such  deposits. 

B.  Annuities  from  Employees'  Deposits.  —  Every  member  who 
reaches  the  age  of  sixty  years  and  has  been  in  the  continuous  service 
of  the  city  or  town  for  fifteen  years  immediately  preceding,  and  then 
or  thereafter  retires  or  is  retired,  every  member  who  retires  or  is 
retired  at  the  age  of  seventy  years,  and  every  member  who  is  re- 
tired for  the  good  of  the  service  under  the  provisions  of  section 
three,  (6),  shall  receive  an  annuity  to  which  the  sum  of  his  deposits 
under  section  five,  (2),  with  regular  interest,  shall  entitle  him, 
according  to  the  tables  adopted  by  the  board  of  retirement,  in  one 
of  the  following  forms :  —  • 

(a)  A  life  annuity,  payable  monthly. 

(b)  A  life  annuity,  payable  monthly,  with  the  provision  that  in 
the  event  of  the  death  of  the  annuitant  before  receiving  payments 
equal  to  the  sum  at  the  date  of  his  retirement  of  his  deposits  under 
section  five,  (2)  A,  with  regular  interest,  the  difference  shall  be 
paid  to  his  legal  representatives. 

C.  Pensions  derived  from  Contributions  by  the  City  or  Town,  — 
(a)  Pensions  based  upon  subsequent  service.  Any  member  entitled 
to  an  annuity  under  paragraph  (2)  B,  of  this  section,  shall  receive 
in  addition  thereto  a  pension  for  life  payable  monthly  equivalent  to 
that  annuity,  to  be  paid  out  of  the  fund  contributed  by  the  city  or 
town  under  the  provisions  of  section  five,  (2)  B  (a). 

(6)  Pensions  based  upon  prior  service.  Any  member  of  the 
association  who  reaches  the  age  of  sixty  years,  having  been  in  the 
continuous  service  of  the  city  or  town  for  fifteen  years  or  more 
immediately  preceding,  and  then  or  thereafter  retires  or  is  retired, 
shall  receive  in  addition  to  the  annuity  and  pension  provided  for  by 
paragraphs  (2)  B  and  C  (a)  of  this  section,  an  extra  pension  for 
life  as  large  as  the  amount  of  the  annuity  to  which  he  might  have 
acquired  a  claim  if  the  retirement  system  had  been  in  operation  at 
the  beginning  of  such  period  of  continuous  service,  and  if  accord- 
ingly he  had  paid  regular  contributions  from  that  date  to  the  date 
of  the  establishment  of  the  retirement  association,  at  the  same  rate 
as  that  first  adopted  by  the  board  of  retirement,  and  if  such  deduc- 
tions had  been  accumulated  with  regular  interest. 

Any  employee  who  had  already  reached  the  age  of  fifty-five  years 
on  the  date  when  the  retirement  system  was  established,  and  also 
became  a  member  of  the  association,  may  be  retired  under  the  pro- 
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visions  of  the  preceding  paragraph  without  having  completed  the 
otherwise  required  service  period  of  fifteen  years. 

For  the  purpose  of  computing  any  pension  payable  for  prior  ser- 
vice, the  board  of  retirement  may  estimate  on  a  basis  determined 
by  them  the  wages  received  at  any  period  for  which  they  may  deem 
it  impracticable  to  consult  the  original  records. 

Any  employee  not  a  member  of  the  association  who  had  already 
reached  the  age  of  fifty-five  years  on  the  date  when  the  retirement 
system  was  established^  may  be  retired  at  any  time  and  shall  be  paid 
a  pension  equivalent  to  the  minimiim  payment  herein  provided  for. 

D,  Application  of  Surplus.  —  The  board  of  retirement  shall  have 
the  power  to  determine  the  application  of  any  surplus,  as  defined 
under  section  four,  (6)  0,  erubject  to  the  approval  of  the  insurance 
commissioner. 

E,  Minimum  and  Maximum  PayTnents,-^— In  no  case  shall  the 
total  monthly  payment  to  a  member  be  at  a  rate  less  than  two  hun- 
dred dollars  per  year,  or  at  a  rate  more  than  one  half  the  amount 
of  the  average  wages  or  salary  received  by  the  member  during  the 
ten  years  prior  to  his  retirement. 

F,  Assodaiion  Membership  and  Pension  Certificate.  —  Member- 
ship in  the  association  shall  be  evidenced  by  a  certificate  to  be  issued 
to  each  member  by  the  board  of  retirement,  and  the  right  to  an 
annuity  or  a  pension  shall  be  evidenced  by  a  policy  to  be  issued  to 
each  member  who  retires  or  is  retired  by  the  board  of  retirement. 

Section  7.  The  said  chapter  six  hundred  and  nineteen  is  hereby 
amended  by  inserting  after  section  ten  the  following  new  section: 
—  Section  11,  This  act  may  be  altered  or  amended  from  time  to 
time,  and  all  such  alterations  and  amendments  shall,  upon  their 
passage,  become  binding  upon  cities  and  towns  which  have  pre- 
viously accepted  this  act,  and  all  contractual  rights  entered  into  by 
and  between  any  city  or  town  and  the  employees  thereof  under  the 
provisions  of  this  act  shall  be  deemed  to  have  been  entered  into 
subject  to  being  subsequently  affected  by  such  alterations  or  amend- 
ments: provided,  however,  that  no  such  alteration  or  amendment 
shall  affect  the  rights  of  employees  given  by  section  six,  (2)  4,  of 
this  act  with  reference  to  deposits  previously  made. 

Section  8.    This  act  shall  take  effect  upon  its  passage. 

(The  foregoing  was  laid  before  the  Oovemor  on  the  seventeenth 
day  of  April,  1911,  and  after  five  days  it  had  "  the  force  of  a  law  *\ 
as  prescribed  by  the  Constitution,  as  it  was  not  returned  by  him 
with  his  objections  thereto  within  that  time,) 
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Chapteb  348. 

An  Act  relatlTa  to  Xnipeotion  of  Blootric  Maters. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  thirty-six  of  chapter  one  hundred  and 
twenty-one  of  the  Eevised  Laws  is  hereby  amended  by  striking  out 
the  words  "  if  any  ",  in  the  sixth  line,  —  so  as  to  read  as  follows : 
—  Section  36.  A  customer  of  an  electric  lighting  company  or  such 
company  may  apply  to  the  board  of  gas  and  electric  light  commis- 
sioners for  an  examination  and  test  of  any  meter  in  use  upon  a 
customer's  premises.  The  board  shall  forthwith  cause  to  be  made 
by  a  competent  and  disinterested  person  such  examination  and  test 
of  said  meter  as  in  the  judgment  of  the  board  is  practicable  and 
reasonable,  and  shall  furnish  to  the  company  and  to  the  customer 
a  certificate  of  the  result  and  expense  thereof.  If  upon  such  exam- 
ination it  appears  that  the  meter  does  not  register  correctly,  the 
board  may  order  the  company  to  correct  or  remove  such  meter  and 
to  substitute  a  correct  meter  therefor.  All  fees  for  examinations 
and  tests  shall  in  the  first  instance  be  paid  by  the  person  or  company 
making  application  therefor;  but  if  the  examination  or  test  is  made 
at  the  request  of  a  customer  and  the  meter  is  found  to  be  incorrect 
because  too  fast  the  company  shall  pay  such  fees  to  the  board,  to 
be  repaid  by  it  to  the  applicant.  A  meter  shall  be  deemed  correct 
for  the  purposes  of  this  section  if  it  appears  from  such  examination 
or  test  that  it  does  not  vary  more  than  five  per  cent  from  the  stan- 
dard approved  by  the  board. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Afh 
proved  April  27,  1911. 

Chapter  349. 

An  Act  raUtlTe  to  Electric  Liffht,  Heat  and  Power  Companies. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  A  corporation  engaged  in  the  business  of  manufac- 
turing or  selling  electricity  for  light,  heat  or  power  shall  not, 
without  the  authority  of  the  general  court,  transfer  its  franchise, 
lease  its  works  or  contract  with  any  person,  association  or  corpora- 
tion to  carry  on  its  works,  except  in  accordance  with  the  provisions 
of  chapter  five  hundred  and  twenty-nine  of  the  acts  of  the  year 
nineteen  hundred  and  eight  and  acts  in  amendment  thereof  and  in 
addition  thereto. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved April  27,  1911. 
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Chapteb  350. 

An  Aet  r«Uti?6  to  the  Pi^rmcnt  of  Indebtodnen  of  Cltiai  and  Towni. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  thirteen  of  chapter  twenty-seven  of  the  Be- 
vised  Laws,  as  amended  by  chapter  three  hundred  and  forty-one 
of  the  acts  of  the  year  nineteen  hundred  and  eight,  is  hereby  further 
amended  by  inserting  after  the  word  "  debt  '*,  in  the  sixth  line,  the 
words:  —  so  far  as  issued,  —  so  as  to  read  as  follows:  —  Section 
13.  A  city  or  town,  instead  of  establishing  a  sinking  fund,  may 
vote  to  provide  for  the  payment  of  any  debt  by  such  proportionate 
or  other  annual  payments  as  will  extinguish  the  same  at  maturity, 
but  so  that  the  amount  of  such  annual  payments  in  any  year  and 
the  whole  interest  of  such  debt,  so  far  as  issued,  payable  in  the  same 
year  shall  not  together  be  less  than  the  aggregate  amount  of  princi- 
pal and  interest  payable  in  any  subsequent  year,  and  thereupon  such 
annual  amount  shall,  without  further  vote,  be  assessed  under  the 
provisions  of  section  thirty-seven  of  chapter  twelve  until  such  debt 
is  extinguished. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved  April  27,  1911. 

Chapter  363. 

An  Aet  to  dinolTO  Oortftin  Corpormtlons. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Such  of  the  following-named  corporations  as  are  not 
already  legally  dissolved,  are  hereby  dissolved,  subject  to  the  pro- 
visions of  sections  fifty-two  and  fifty-three  of  chapter  four  hundred 
and  thirty-seven  of  the  acts  of  the  year  nineteen  hundred  and 
three : ^  — 

Bay  State  Gas  Company. 

Boston  Gas  Light  Company. 

Brookline  Gas  Light  Company. 

Consolidated  Gas  Incandescent  Light  Company. 

Consumers  Gas  Company  of  Boston. 

Dorchester  Gas  Light  Company. 

Everett  Gas  Company. 

Hanson  Gas  and  Electric  Company. 

Jamaica  Plain  Gas  Light  Company. 

1  This  act  names  878  corporationa,  but  only  gas  or  electric  companies  are  menti<mct(i  here.    . 

Digitized  by  VjOOQ IC 


382a  GAS  AND  ELECTRIC  LIGHT.  [Jan. 

Massachusetts  Pipe  Line  Gas  Company. 

Millbury  Electric  Company. 

Nantucket  Gas  and  Electric  Company. 

Norwood  Light  and  Power  Company. 

Old  Colony  Light  Company,  The. 

Quincy  Gas  Light  Company. 

Eoxbury  Gas  Light  Company. 

South  Boston  Gas  Light  Company. 

Suburban  Light  and  Power  Company. 

Suffolk  Lighting  Company. 

Warren  &  Brookfield  Electric  Light  Company. 

Woodville  Electric  Light  Company. 

Worcester  South  Electric  Companies. 

Section  2.  Nothing  in  this  act  shall  be  construed  to  affect  any 
suit  now  pending  by  or  against  any  corporation  mentioned  in  the 
first  section  of  this  act,  nor  any  suit  now  pending  or  hereafter 
brought  for  any  liability  now  existing  against  the  stockholders  or 
oflBcers  thereof,  nor  to  revive  any  charter  or  corporation  previously 
dissolved  or  annulled,  nor  to  make  valid  any  defective  organization 
of  any  of  the  supposed  corporations  mentioned  in  said  first  section. 

Section  3.  Suits  upon  choses  in  actions  arising  out  of  contracts 
sold  or  assigned  by  any  corporation  dissolved  by  this  act  may  be 
brought  or  prosecuted  in  the  name  of  the  purchaser  or  assignee. 
The  fact  of  sale  or  assignment  and  of  purchase  by  the  plaintiff 
shall  be  set  forth  in  the  writ  or  other  process;  and  the  defendant 
may  avail  himself  of  any  matter  of  defence  of  which  he  might  have 
availed  himself  in  a  suit  upon  the  claim  by  the  corporation,  had  it 
not  been  dissolved  by  this  act. 

Section  4.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved April  29,  1911. 


Chapteb  364. 


An  Aet  to  iiroTlda  for  KamoTtDff  or  Plaeinc  undor  Oround  Cortaln  Wires  and  Bloctrlad 
AppUanoM  in  the  Cltj  of  Boston. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  In  the  month  of  January  in  the  year  nineteen  hun- 
dred and  twelve  and  in  the  month  of  January  in  each  year  there- 
after to  and  including  the  year  nineteen  hundred  and  sixteen,  the 
commissioner  of  wires  in  the  city  of  Boston  shall  prescribe  and  give 
public  notice  thereof,  as  required  by  section  two  of  chapter  four 
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hundred  and  fifty-four  of  the  acts  of  the  year  eighteen  hundred  and 
ninety-four,  not  more  than  three  miles  of  main  streets,  avenues  or 
highways^  or  parts  thereof,  in  said  city  outside  of  the  sections  of 
the  city  already  prescribed  under  the  authority  of  said  chapter  four 
hundred  and  fifty-four  and  of  chapter  two  hundred  and  forty-nine 
of  the  acts  of  the  year  eighteen  hundred  and  ninety-eight;  and  prior 
to  March  first  in  each  year  from  nineteen  hundred  and  twelve  to 
nineteen  hundred  and  sixteen,  both  inclusive,  said  commissioner 
shall  prescribe,  and  give  public  notice  thereof,  as  aforesaid,  not 
more  than  two  miles  of  side  streets,  avenues  or  highways,  or  parts 
thereof,  in  said  city  outside  of  the  sections  of  the  city  already  pre- 
scribed as  aforesaid,  within  which  streets,  avenues  or  highways,  or 
parts  thereof,  all  wires,  cables  and  conductors,  except  feed  and  re- 
turn wires  of  street  railways  placed  or  carried  in  or  upon  subways, 
tunnels  or  elevated  structures,  and  except  such  other  wires  as  are 
also  excepted  in  said  chapter  four  hundred  and  fifty-four,  shall  dur- 
ing that  calendar  year  be  removed  or  placed  under  ground;  and  said 
commissioner  of  wires  shall  cause  the  owners  or  users  of  such  wires, 
cables  and  conductors  to  remove  or  place  them  under  ground,  and 
also  to  remove  any  poles  or  structures  in  such  prescribed  parts  of 
said  streets,  avenues  or  highways  used  to  support  such  wires,  cables 
or  conductors,  except  posts  used  exclusively  for  the  support  of  fire 
alarm  and  police  signal  boxes,  and  such  poles  or  posts  as  are  also 
excepted  in  said  chapter  four  hundred  and  fifty-four,  and  except 
when,  in  the  judgment  of  said  commissioner,  it  is  impracticable  or 
inexpedient  to  remove  such  wires,  cables,  conductors,  poles  or  struc- 
tures. 

Section  2.  By  main  streets,  avenues  or  highways  in  section  one 
are  meant  streets,  avenues  or  highways  upon  which  main  or  trunk 
lines  of  poles,  wires,  cables  and  conductors  are  located ;  and  by  side 
streets,  avenues  or  highways  in  said  section  are  meant  streets  which 
cross  or  run  into  such  main  streets,  avenues  or  highwajrs,  and  upon 
which  main  or  trunk  lines  or  poles,  wires,  cables  and  conductors 
are  not  located.  No  side  streets  shall  be  prescribed  except  in  con- 
nection with  the  main  street  which  they  cross  or  run  into  as  afore- 
said, and  not  more  than  one  half  mile  of  any  such  side  street  shall 
be  prescribed  in  any  year. 

Section  3.  Section  one  of  chapter  three  hundred  and  f  olrty-seven 
of  the  acts  of  the  year  nineteen  hundred  and  eight  is  hereby  re- 
pealed, the  repeal  to  take  effect  on  December  thirty-first,  nineteen 
hundred  and  eleven,  but  all  the  terms,  conditions,  provisions,  re- 
quirements, powers,  restrictions  and  exemptions  of  said  chapter  and 
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of  the  other  acts  mentioned  in  section  one  thereof^  not  inconsistent 
herewith  are  hereby  extended  to  and  made  a  part  of  this  act. 

Section  4.  The  purpose  of  this  act  is  to  cause  the  removal,  prior 
to  January  first,  nineteen  hundred  and  seventeen,  of  certain  wires, 
cables,  conductors  and  poles  or  structures  from  twenty-five  miles  of 
streets  in  addition  to  the  streets  heretofore  prescribed  under  section 
one  of  chapter  three  hundred  and  forty-seven  of  the  acts  of  the  year 
nineteen  hundred  and  eight  and  prior  acts  mentioned  therein. 

Section  6.  Except  as  otherwise  provided  herein  this  act  shall 
take  effect  on  January  first,  nineteen  hundred  and  twelve.  [Ap- 
proved April  29, 1911. 

Chapter  371. 

An  Act  rtUtlTO  to  tho  Ttuumlnion  of  Hiirh  Taniion  Gurrenti  of  Kl«ctrleltj  in  the  Oitj 

of  Boston. 

Be  it  enacted,  etc,  as  follows: 

Section  1.  No  wires  for  the  transmission  of  electricity  at  more 
than  five  thousand  volts  alternating,  or  ten  thousand  volts  direct, 
shall,  after  the  thirtieth  day  of  June,  nineteen  hxmdred  and  thir- 
teen, be  placed,  maintained  or  operated  in  the  city  of  Boston  except 
underground. 

Section  2.  The  provisions  of  this  act  may  be  enforced  as  pro- 
vided in  section  nineteen  of  chapter  one  hundred  and  twenty-two 
of  the  Bevised  Laws,  and  it  shall  be  the  duty  of  the  commissioner 
of  wires  of  the  city  of  Boston  to  see  to  such  enforcement.  [Ap- 
proved April  29,  1911. 

Chapteb  379. 

An  Act  rvlatlTe  to  the  Ketumi  to  b«  nuMlo  to  tht  Tax  Commiuionor  by  Corporatlont. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  forty  of  Part  III  of  chapter  four  hundred 
and  ninety  of  the  acts  of  the  year  nineteen  hundred  and  nine  is 
hereby  amended  by  striking  out  the  word  "May",  wherever  it 
occurs  in  said  section,  and  inserting  in  place  thereof  the  word :  — 
April.  Said  section  is  hereby  further  amended  by  striking  out  the 
paragraph  marked  "  Second,^'  and  inserting  in  place  thereof  the 
following  paragraph :  — 

Second,  A  statement  in  such  detail  as  the  tax  commissioner  may 
require  of  the  works,  structures,  real  estate,  machinery,  under- 
ground conduits,  wires  and  pipes,  and  of  the'  merchandise  and  otiier 
assets  belonging  to  the  corporation,  with  the  value  thereof,  and  of 
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the  liabilities  of  the  corporation ;  and  in  the  case  of  domestic  busi- 
ness corporations  a  statement  of  such  assets  as  are  without  the 
commonwealth.  Except  in  the  case  of  domestic  business  corpora- 
tions the  returns  required  by  this  section  shall  also  contain,  in  a 
form  prescribed  by  the  tax  commissioner,  a  statement  of  the  profit 
or  loss  which  has  resulted  from  the  business  of  the  corporation  for 
the  twelve  months  ending  with  the  thirty-first  day  of  December 
next  preceding  the  year  in  which  the  return  is  made. 

Said  section  is  further  amended  by  striking  out  the  last  sentence 
and  inserting  in  place  thereof  the  following:  — 

Such  return  shall  be  filed  with  tbe  tax  commissioner.  In  the 
case  of  domestic  business  corporations  the  whole  of  said  return, 
and  in  the  case  of  other  corporations  so  much  of  said  return  as  re- 
lates to  the  profit  or  loss  which  has  resulted  from  the  business  of 
the  corporation  shall  be  open  only  to  the  inspection  of  the  tax 
commissioner,  his  deputy,  clerks  and  assistants,  and  such  other 
oflScers  of  the  commonwealth  as  may  have  occasion  to  inspect  it 
for  the  purpose  of  assessing  or  collecting  taxes. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Afh 
proved  May  1, 1911. 

Chapter  402. 

An  Act  r«UtiT6  to  tba  BlMtlng  of  Boeki  in  tho  Citj  of  Boiton. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Chapter  two  hundred  and  one  of  the  acts  of  the  year 
eighteen  hundred  and  sixty-eight,  relative  to  the  blasting  of  rocks 
in  the  city  of  Boston,  is  hereby  repealed. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved May  5,  1911. 


Chapter  422. 

An  Act  nUXtn  to  Cortain  Political  AdTtrtiMm«nti. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  three  of  chapter  five  hundred  and  eighty-one 
of  the  acts  of  the  year  nineteen  hundred  and  seven  is  hereby 
amended  by  adding  at  the  end  thereof  the  words:  —  provided,  how» 
ever,  that  this  section  shall  not  be  construed  to  prevent  the  bona 
fide  publication  or  circulation  by  such  a  corporation,  or  such  trus- 
tee, or  trustees,  of  paid  matter  when  under  a  referendum  or  ques- 
tion submitted  to  the  voters,  the  taking,  purchasing  or  acquiring 
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of  any  of  the  property,  business  or  assets  of  the  corporation  is  in- 
volved, provided  that  the  name  of  the  corporation  appears  therein 
in  the  nature  of  a  signature,  and  that,  if  inserted  as  reading  matter, 
such  matter  is  preceded  or  followed  by  the  word  *'  advertisement " 
in  the  manner  required  by  section  one,  —  so  as  to  read  as  follows : 
—  Section  S.    No  corporation  carrying  on  the  business  of  a  bank, 
trust,  surety,  indemnity,  safe  deposit,  insurance,  railroad,  street 
railway,  telegraph,  telephone,  gas,  electric  light,  heat,  power,  canal, 
aqueduct,  or  water  company,  or  any  company  having  the  right  to 
take  or  condemn  land  or  to  exercise  franchises  in  public  ways 
granted  by  the  commonwealth  or  by  any  county,  city  or  town,  and 
no  trustee  or  trustees  owning  or  holding  the  majority  of  the  stock 
of  such  a  corporation,  shall  pay  or  contribute  in  order  to  aid,  pro- 
mote, or  prevent  the  nomination  or  election  of  any  person  to  public 
office,  or  in  order  to  aid,  promote  or  antagonize  the  interests  of  any 
political  party,  or  to  influence  or  affect  the  vote  on  any  question 
submitted  to  the  voters.    No  person  shall  solicit  or  receive  such 
payment  or  contribution  from  such  corporation  or  such  holders  of 
stock:  provided,  however,  that  this  section  shall  not  be  construed 
to  prevent  the  bona  fide  publication  or  circulation  by  such  a  cor- 
poration, or  such  trustee  or  trustees,  of  paid  matter  when  under  a 
referendum  or  question  submitted  to  the  voters,  the  taking,  pur- 
chasing or  acquiring  of  any  of  the  property,  business  or  assets  of 
the  corporation  is  involved,  provided  that  the  name  of  the  corpora- 
tion appears  therein  in  the  nature  of  a  signature,  and  that,  if  in- 
serted as  reading  matter,  such  matter  is  preceded  or  followed  by 
the  word  ''  advertisement  '*  in  the  manner  required  by  section  one. 
Section  2.    This  act  shall  take  effect  upon  its  passage.     [Ap- 
proved May  9,  1911. 

Chapter  428. 

An  Act  to  prohibit  the  MaUnff  or  PubUihinv  of  ralM  orKxmnwatod  Statommti  oon- 
cemlnir  tht  AflAlrg  of  Corporatloiui,  Jolnt-itook  AModatioiu,  Ptftamtlilps  or 
IndlTldiials. 

Be  it  enacted,  etc,  as  follows: 

Section  1.  Any  person  who  wilfully  and  with  intent  to  defraud 
makes  or  publishes,  or  causes  to  be  made  or  published  in  any  way 
whatever,  or  permits  to  be  so  made  or  published,  any  book,  pro- 
spectus, notice,  report,  statement,  exhibit,  advertisement  or  other 
publication  of  or  concerning  the  affairs,  financial  condition,  prop- 
erty or  assets  of  any  corporation,  joint-stock  association,  partner- 
ship or  individual,  which  said  book,  prospectus,  notice,  report, 
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statement,  exhibit,  advei'tisement  or  other  publication  contains  any 
statement  which  is  false  or  wilfully  exaggerated  and  which  shaJl 
have  a  tendency  to  give  a  less  or  greater  apparent  value  to  the 
shares,  bonds,  pi'operty  or  assets  of  such  corporation,  joint-stock 
association,  partnership  or  individual,  on  any  part  of  said  shares, 
bonds,  property  or  assets,  than  said  shares,  bonds,  property  or 
assets  or  any  part  thereof  shall  really  and  in  fact  possess,  shall  be 
punished  by  a  fine  of  not  more  than  five  thousand  dollars,  or  by 
imprisonment  for  not  more  than  ten  years,  or  by  both  such  fine 
and  imprisonment. 

Sectiok  2.  Chapter  three  hundred  and  eighty-three  of  the  acts 
of  the  year  nineteen  hundred  and  seven  is  hereby  repealed.  [Ajh 
proved  May  11,  1911. 

Chapter  434. 

An  Act  nUtivt  to  the  Batponsibilitj  for  Loot  by  Win  of  lloiMjr  deposited  In  Caih* 
reoordinf  (Hi,  Beetde  UghUng  and  Power  Meten. 

Be  it  enacted,  etc,  as  follows: 

All  gas  and  electric  lighting  and  power  companies  using  cash- 
recording  meters  shall  be  responsible  for  the  loss  by  fire  of  any 
money  deposited  in  sai'd  meters.     [Approved  May  IS,  1911. 


Chapter  442. 

An  Aot  reUtlfe  to  Pole  and  Wire  Locations  of  Street  ftaUway  Oompaniet . 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  A  street  railway  company  may,  for  all  purposes 
necessary  or  reasonably  incident  to  the  construction,  maintenance 
or  operation  of  its  railway,  generate,  manufacture,  use  and  trans- 
mit electricity  in  any  city  or  town  in  which  it  may  be  authorized 
to  operate  its  railway,  and  for  that  purpose  may  erect  and  main- 
tain, as  a  part  of  its  railway,  and  subject  to  the  provisions  of  sec- 
tions seven,  sixty-four,  sixty-five  and  sixty-six,  respectively,  of 
Part  III  of  chapter  four  hundred  and  sixty-three  of  the  acts  of 
the  year  nineteen  hundred  and  six,  relative  to  the  grant  and  revo- 
cation of  authority  therefor,  poles  and  trolley,  feed  and  stay  wires, 
and  other  proper  devices  for,  or  used  in  connection  with,  the  trans- 
mission of  electricity,  of  such  materials  and  workmanship  as  may 
be  prescribed  in  the  grant  of  authority  therefor,  in,  over  and  under  ' 
any  streets,  highways  and  bridges  in  any  such  city  or  town:  pro- 
vided, that  authority  to  erect  and  maintain  the  same  has  been,  or 
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shall  hereafter  be,  granted  by  the  board  of  aldermen  of  the  city 
or  selectmen  of  the  town,  respectively;  and  may  also  erect  and 
maintain  such  poles,  wires  and  other  devices  upon  and  over  any 
private  land,  with  the  consent  of  the  owners  thereof. 

Section  2.    This  act  shall  take  effect  upon  its  passage.     [Ap- 
proved May  IS,  1911. 


Chapter  481. 

An  Act  to  oonilrm  tiM  Loeationi  of  lloctrie  Linoi. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  All  locations  for  poles,  piers,  abutments,  conduits 
and  other  fixtures  necessary  to  sustain  or  protect  the  wires  of  the 
^  lines  of  any  of  the  companies  designated  in  section  one  of  chapter 
one  hundred  and  twenty-two  of  the  Revised  Laws,  and  of  any  un- 
incorporated owners  and  associations  subject  to  the  provisions  of 
said  chapter,  heretofore  granted  by,  or  under  the  authority  of,  the 
mayor  and  aldermen  of  a  city  or  the  selectmen  of  a  town  and  now 
in  actual  use  by  the  respective  companies,  owners  or  associations 
to  which  the  same  were  granted,  or  their  legal  successors  or  as- 
signs, and  all  alterations  of  such  locations,  shall  upon  compliance 
witli  the  provisions  of  section  two  of  this  act  be  ratified  and  con- 
firmed subject  to  all  lawful  terms,  obligations,  restrictions,  limi- 
tations, regulations  and  conditions  set  forth  in  said  grants  and  to 
all  laws  now  or  hereafter  in  force  applicable  thereto.  Notiiing 
herein  contained  and  no  act  done  hereunder  shall  be  held  to  make 
lawful  any  of  the  structures  hereinbefore  named  for  which  an  ex- 
press grant  of  location  has  not  been  made  by,  or  under  the  authority 
of,  the  mayor  and  aldermen  or  selectmen,  as  the  case  may  be,  and 
which  has  not  been  erected,  constructed  and  maintained  in  accord- 
ance with  the  requirements  of  such  grant. 

Section  2.  Any  company,  owner  or  association  desiring  to 
avail  itself  of  the  provisions  of  this  act  shall,  on  or  before  the  first 
day  of  January,  nineteen  hundred  and  thirteen,  file  with  the  city 
or  town  clerk,  as  the  case  may  be,  to  be  recorded  and  kept  with  the 
records  of  original  locations  for  poles  and  wires,  a  map  or  maps 
showing  in  detail  the  location  and  nature  of  the  structures  alleged 
to  be  within  the  provisions  of  section  one,  together  with  a  memo- 
randum of  the  respective  dates  of  the  several  grants  of  locations 
therefor. 

Section  3.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved  May  26,  1911. 
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Chapter  488. 

An  Aet  reUtive  to  BtockfaoldMn'  and  Direoton'  LUbilltr. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  thirty-four  of  chapter  four  hundred  and 
thirty-seven  of  the  acts  of  the  year  nineteen 'hundred  and  three  is 
hereby  amended  by  inserting  after  the  word  "  know  '^  in  the  eighth 
line,  the  words :  —  or  on  reasonable  examination  could  have  known, 
—  so  as  to  read  as  follows :  —  Section  SJf.  The  president,  treasurer 
and  directors  of  every  corporation  shall  be  jointly  and  severally 
liable  for  all  the  debts  and  contracts  of  the  corporation  contracted 
or  entered  into  while  they  are  oflBcers  thereof  if  any  stock  is  issued 
in  violation  of  the  provisions  of  section  fourteen,  or  if  any  statement 
or  report  which  is  required  by  the  provisions  of  this  act  is  made  by 
them  which  is  false  in  any  material  representation  and  which  they 
know,  or  on  reasonable  examination  could  have  known,  to  be  false; 
but  only  the  officers  who  sign  such  statement  or  report  shall  be  so 
liable. 

Section  2.  Section  thirty-six  of  said  chapter  is  hereby  amended 
by  striking  out  all  after  the  word  "  bankrupt ",  in  the  third  line, 
to  and  including  the  word  "  fees '%  in  the  sixth  line,  and  inserting 
in  place  thereof  the  words:  —  or  unless  before  a  suit  to  enforce 
the  liability  described  in  sections  thirty-four  and  thirty-five  against 
the  president,  treasurer  or  directors  of  such  corporation,  is  brought 
by  a  creditor  of  said  corporation,  a  demand  in  writing  by  or  on 
behalf  of  the  creditor  upon  such  corporation  for  the  payment  of  his 
claim  has  been  made,  and  said  corporation  has  for  ten  days  there- 
after neglected  to  pay  it,  —  by  striking  out  the  words  "and  the 
execution  has  been  returned  unsatisfied '',  in  the  ninth  line,  —  by 
striking  out  the  words  "the  execution  has  been  so  returned",  in 
the  tenth  and  eleventh  lines,  and  in  the  twentieth  and  twenty-first 
lines,  respectively,  and  inserting  in  the  place  thereof,  in  each  in- 
stance, the  words :  —  the  said  demand  and  neglect  to  pay  the  claim 
or  to  exhibit  property  which  may  be  taken  on  execution  sufficient  to 
satisfy  the  same,  —  and  by  striking  out  the  words  "  or  the  judg- 
ment and  proceedings  thereon",  in  the  thirtieth  and  thirty-first 
lines,  —  so  as  to  read  as  follows :  —  Section  36.  A  stockholder  or 
officer  in  a  corporation  shall  not  be  held  liable  for  its  debts  or  con- 
tracts unless  it  has  been  duly  adjudicated  bankrupt,  or  unless  before 
a  suit  to  enforce  the  liability  described  in  sections  thirty-four  and 
thirty-five  against  the  president,  treasurer  or  directors  of  such  cor- 
poration, is  brought  by  a  creditor  of  said  corporation,  a  den^iand  in 
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writing  by  or  on  behalf  of  the  creditor  upon  such  corporation  for  the 
payment  of  his  claim  has  been  made^  and  said  corporation  has  for 
ten  days  thereafter  neglected  to  pay  it,  or  to  exhibit  to  the  officer 
real  or  personal  property  belonging  to  it  and  subject  to  be  taken 
on  execution,  sufficient  to  satisfy  the  same. 

After  such  adjudication  of  bankruptcy,  or  after  the  said  demand 
and  neglect  to  pay  the  claim  or  to  exhibit  property  which  may  be 
taken  on  execution  sufficient  to  satisfy  the  same,  the  clerk  or  other 
officer  who  has  charge  of  the  records  of  such  corporation,  upon  re- 
quest of  a  creditor  of  the  corporation  or  of  his  attorney,  shall  fur* 
nish  to  him  a  certified  list  of  the  names  of  all  persons  who  were 
officers  and  stockholders  in  such  corporation  at  the  time  when  the 
liability  to  be  enforced  against  them  personally  accrued.  The 
supreme  judicial  court  or  the  superior  court  shall  have  jurisdiction 
in  equity  to  compel  such  list  to  be  furnished.  After  an  adjudication 
of  bankruptcy  or  after  the  said  demand  and  neglect  to  pay  the 
claim  or  to  exhibit  property  which  may  be  taken  on  execution  suffi- 
cient to  satisfy  the  same,  any  creditor  may  file  a  bill  in  equity  in  the 
supreme  judicial  court  or  the  superior  court  in  behalf  of  himself 
and  of  all  other  creditors  of  the  corporation,  against  it  and  all  per- 
sons who  are  liable  to  the  plaintiff  as  stockholders  or  officers  for  the 
recovery  of  the  money  due  from  the  corporation  to  himself  and  to 
the  other  creditors  for  which  the  stockholders  or  officers  may  be 
personally  liable  by  reason  of  any  act  or  omission  on  the  part  of 
.the  corporation  or  any  of  the  other  defendants,  setting  forth  the 
bankruptcy  of  the  corporation,  and  the  grounds  upon  which  it  is 
expected  to  charge  the  stockholders  or  officers  personally. 

Section  3.  Section  thirty-nine  of  said  chapter  four  hundred  and 
thirty-seven  is  hereby  repealed. 

Section  4.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved May  27,  1911. 

Chapteb  493. 

An  Act  to  Mtabllih  m  Board  of  Appeal  for  Win  Inraruico  Rates. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  governor,  with  the  advice  and  consent  of  the 
council,  shall  appoint  for  a  term  of  three  years  each  two  persons 
who  shall  be  citizens  of  this  commonwealth  and  who,  with  the 
insurance  commissioner  or  some  person  whom  he  may  appoint  as 
special  deputy  for  that  purpose,  shall  constitute  a  board  of  appeal 
for  fire  insurance  rates.  The  insurance  commissioner  or  his  special 
deputy  shall  be  chairman  of  the  board.    An  office  and>a  room  for 
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liearings  shall  be  provided  by  the  commonwealth,  when  they  are 
deemed  necessary  by  the  governor  and  council,  and  the  board  may 
employ  a  stenographer  and  shall  have  power  to  compel  the  attend- 
ance of  witnesses  and  the  production  of  books  and  documents. 

Section  2,  Any  person,  firm  or  corporation  aggrieved  by  any 
rating  of  a  fire  insurance  company  or  board  may  file  a  complaint 
with  the  insurance  commissioner,  who  shall  notify  the  board  above 
provided  for.  The  complaint  shall  be  in  writing  and  shall  state  in 
detail  the  grounds  upon  which  the  complainant  asks  relief.  The 
said  board  shall  notify  in  writing  all  parties  whom  it  deems  to  be 
interested,  and  shall  set  a  time,  not  earlier  than  seven  days  after 
the  date  of  the  notice,  and  a  place  for  a  hearing  upon  the  complaint. 
After  due  hearing  the  board  shall  make  a  finding  as  to  whether  the 
established  rate  is  excessive,  unfair  or  discriminatory  and  shall 
make  such  recommendations  as  it  deems  advisable.  The  finding  and 
recommendation  in  each  case  shall  be  made  a  matter  of  record  and 
shall  be  open  to  public  inspection. 

Section  3.  The  compensation  of  the  two  appointees  of  the 
governor  and  a  special  deputy,  if  appointed,  shall  be  severally  ten 
dollars  a  day  for  each  day  or  fraction  thereof  actually  employed  in 
the  service,  but  the  insurance  commissioner  shall  receive  no  extra 
compensation  for  service  on  the  board.  The  necessary  expenses  of 
the  board  in  carrying  out  the  provisions  of  this  act  shall  be  borne 
by  the  commonwealth. 

Section  4.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved May  £7,  1911. 

Chapteb  494. 

An  Act  to  GonitttuU  lUht  Houn  a  Day's  Work  for  Public  Bmplojoet. 

Be  a  enacted^  etc.,  as  follows: 

Section  1.  The  service  of  all  laborers,  workmen  and  mechanics 
now  or  hereafter  employed  by  the  commonwealth  or  by  any  county 
therein  or  by  any  city  or  town  which  has  accepted  the  provisions 
of  section  twenty  of  chapter  one  hundred  and  six  of  the  Revised 
Laws,  or  of  section  forty-two  of  chapter  five  hundred  and  fourteen 
of  the  acts  of  the  year  nineteen  hundred  and  nine,  or  by  any  con- 
tractor or  sub-contractor  for  or  upon  any  public  works  of  the  com- 
monwealth or  of  any  county  therein  or  of  any  such  city  or  town,  is 
hereby  restricted  to  eight  hours  in  any  one  calendar  day,  and  it 
shall  be  unlawful  for  any  officer  of  the  commonwealth  or  of  any 
county  therein,  or  of  any  such  city  or  town,  or  for  any  such  con- 
tractor or  sub-contractor  or  other  person  whose  duty  it  sh^-U  be  io 
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employ,  direct  or  control  the  service  of  such  laborers,  workmen  or 
mechanics  to  require  or  permit  any  such  laborer,  workman  or 
mechanic  to  work  more  than  eight  hours  in  any  one  calendar  day, 
except  in  cases  of  extraordinary  emergency.  Danger  to  property, 
life,  public  safety  or  public  health  only  shall  be  considered  cases  of 
extraordinary  emergency  within  the  meaning  of  this  section.  In 
cases  where  a  Saturday  half  holiday  is  given  the  hours  of  labor 
upon  the  other  working  days  of  the  week  may  be  increased  suf- 
ficiently to  make  a  total  of  forty-eight  hours  for  the  week's  work. 
Threat  of  loss  of  employment  or  to  obstruct  or  prevent  the  obtaining 
of  employment  or  to  refrain  from  employing  in  the  future,  shall 
each  be  considered  to  be  "  requiring "  within  the  meaning  of  this 
section.  Engineers  shall  be  regarded  as  mechanics  within  the  mean- 
ing of  this  act. 

Section  2.  Every  contract,  excluding  contracts  for  the  pur- 
chase of  material  or  supplies,  to  which  the  commonwealth  or  any 
county  therein  or  any  city  or  town  which  has  accepted  the  provisions 
of  section  twenty  of  chapter  one  hundred  and  six  of  the  Eevised 
Laws,  is  a  party  which  may  involve  the  employment  of  laborers, 
workmen  or  mechanics  shall  contain  a  stipulation  that  no  laborer, 
workman  or  mechanic  working  within  this  commonwealth,  in  the 
employ  of  the  contractor,  sub-contractor  or  other  person  doing  or 
contracting  to  do  the  whole  or  a  part  of  the  work  contemplated  by 
the  contractor  shall  be  requested  or  required  to  work  more  than 
eight  hours  in  any  one  calendar  day,  and  every  such  contract  which 
does  not  contain  this  stipulation  shall  be  null  and  void. 

Section  3.  Any  agent  or  ofiScial  of  the  commonwealth  or  of  any 
county  therein  or  of  any  city  or  town  or  any  contractor  or  sub-con- 
tractor or  any  agent  or  person  acting  on  behalf  of  any  contractor  or 
sub-contractor  who  violates  any  provision  of  this  act  shall  be  pun- 
ished by  a  fine  not  exceeding  one  thousand  dollars  or  by  imprison- 
ment for  six  months  or  both  such  fine  and  imprisonment  for  each 
offence. 

Section  4.  This  act  shall  not  apply  to  the  preparation,  print- 
ing, shipment  and  delivery  of  ballots  to  be  used  at  a  caucus,  pri- 
mary, state,  city,  or  town  election,  nor  during  the  sessions  of  the 
general  court  to  persons  employed  in  legislative  printing  or  bind- 
ing; nor  shall  it  apply  at  any  time  to  persons  employed  in  any  state, 
county  or  municipal  institution,  on  a  farm,  or  in  the  care  of  the 
grounds,  in  the  stable,  in  the  domestic  or  kitchen  and  dining-room 
service  or  in  store  rooms  and  offices. 

Section  5.  All  acts  and  parts  of  acts  inconsistent  herewith  are 
hereby  repealed.    [Approved  May  27, 1911.  ^  . 
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Chapter  509. 

An  let  nUtlire  to  the  Tmiiinlulo&  of  lloctrioity. 
Be  it  enacted,  etc.,  as  follotns: 

Section  1.  Chapter  one  hundred  and  twenty-two  of  the  Re- 
vised Laws  is  hereby  amended  by  striking  out  section  one  and  in- 
serting in  place  thereof  the  following:  —  Section  1.  A  company 
which  is  incorporated  for  the  transmission  of  intelligence  by  elec- 
tricity or  by  telephone,  whether  by  electricity  or  otherwise,  or  for 
the  transmission  of  electricity  for  lighting,  heating  or  power,  or 
for  the  construction  and  operation  of  a  street  railway  or  an  elec- 
tric railroad,  may,  under  the  provisions  of  the  following  sections, 
construct  lines  for  such  transmission  upon,  along,  under  and  across 
the  public  ways  and  across  and  under  any  waters  within  the  com- 
monwealth, by  the  erection  or  construction  of  the  poles,  piers  abut- 
ments, conduits  and  other  fixtures,  except  bridges,  which  may  be 
necessary  to  sustain  or  protect  the  wires  of  its  lines;  but  such  com- 
pany shall  not  incommode  the  public  use  of  public  ways  or  endanger 
or  interrupt  navigation. 

Section  2.  Section  two  of  chapter  one  hundred  and  twenty-two 
of  the  Revised  Laws,  as  amended  by  chapter  two  hundred  and  thirty- 
seven  of  the  acts  of  the  year  nineteen  hundred  and  three,  and  by 
chapter  one  hundred  and  seventeen  of  the  acts  of  the  year  nineteen 
hundred  and  six,  is  hereby  further  amended  by  striking  out  said 
section  and  inserting  in  place  thereof  the  following:  —  Section  2. 
A  company  desiring  to  construct  a  line  for  such  transmission  upon, 
along,  under  or  across  a  public  way  shall  in  writing  petition  the 
mayor  and  aldermen  of  the  city  or  the  selectmen  of  the  town  in 
which  it  is  proposed  to  construct  such  line  for  permission  to  erect 
or  construct  upon,  along,  under  or  across  said  way  the  wires,  poles, 
piers,  abutments  or  conduits  necessary  therefor.  A  public  hearing 
shall  be  held  on  the  petition,  and  written  notice  of  the  time  and 
place  of  the  hearing  shall  be  mailed  at  least  seven  days  prior  thereto 
by  the  clerk  of  the  city  or  by  the  selectmen  of  the  town  to  all 
OTiTiers  of  real  estate  abutting  upon  that  part  of  the  way  upon, 
along,  across  or  under  which  the  line  is  to  be  constructed,  as  such 
ownership  is  determined  by  the  last  preceding  assessment  for  tax- 
ation. After  a  public  hearing  as  aforesaid,  the  mayor  and  alder- 
men, or  the  selectmen  may  by  order  grant  to  the  petitioner  a 
location  for  such  line,  specifying  therein  where  the  poles,  piers, 
abutments  or  conduits  may  be  placed,  and  in  respect  to  overhead 
lines  may  also  specify  the  kind  of  poles,  piers  or  abutments,  whicK 
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may  be  used,  the  number  of  wires  or  cables  which  may  be  attached 
thereto,  and  the  height  to  which  the  wires  or  cables  may  nm. 

After  the  erection  or  construction  of  such  line  the  mayor  and 
aldermen  or  selectmen  may,  after  giving  the  company  or  its  agents 
an  opportunity  to  be  heard,  or  upon  petition  of  the  company  with- 
out notice  or  hearing,  by  order  permit  an  increase  in  the  number 
of  the  wires  or  cables,  and  direct  an  alteration  in  the  location  of 
the  poles,  piers,  abutments  or  conduits  or  in  the  height  of  the  wires 
or  cables.  The  mayor  and  aldermen  or  selectmen  may,  upon  peti- 
tion in  writing  by  two  or  more  companies  subject  to  the  provisions 
of  this  chapter,  without  notice  or  hearing,  by  order  authorize  any 
such  company  to  attach  its  wires  and  fixtures  to  existing  poles,  piers 
or  abutments  of  either  or  any  of  the  other  petitioners,  or  to  main- 
tain its  wires  or  cables  in  the  conduits  of  either  or  any  of  said 
other  petitioners.  •  The  mayor  and  aldermen  or  selectmen  may, 
upon  petition  in  writing  by  two  or  more  companies  subject  to  the 
provisions  of  this  chapter,  and  after  notice  to  abutting  landowners 
and  a  hearing  as  hereinbefore  provided,  by  order  grant  to  said 
companies  joint  or  identical  locations  for  the  erection  or  construc- 
tion of  poles,  piers,  abutments  or  conduits  to  be  owned  and  used 
in  common  by  them.  No  order  of  the  mayor  and  aldermen  or 
selectmen  shall  be  required  for  renewing,  repairing  or  replacing 
wires,  cables,  poles,  piers,  abutments,  conduits,  or  fixtures  once 
erected  or  constructed  under  the  provisions  of  law,  or  for  making 
house  connections  or  connections  between  duly  located  conduits 
and  distributing  poles. 

The  order  granting  a  location  or  an  alteration  thereof,  or  au- 
thorizing an  increase  in  the  number  of  wires  or  cables  or  attach- 
ments, such  as  are  hereinbefore  described,  shall  be  recorded  by  the 
clerk  of  the  city  or  of  the  town  in  books  kept  exclusively  for  the 
purpose,  and  where  notice  has  been  given  as  hereinbefore  provided 
the  clerk  of  the  city  or  the  chairman  or  a  majority  of  the  selectmen 
shall  certify  on  said  record  that  the  order  was  adopted  after  due 
notice  and  a  public  hearing  as  hereinbefore  prescribed,  and  no  such 
order  shall  be  valid  without  such  certificate.  The  company  oi 
companies  in  whose  favor  the  order  is  made  shall  pay  for  such 
record  the  same  fees  as  are  allowed  for  the  entering  and  recording 
of  deeds  by  registers  of  deeds  and  shall  be  entitled  to  attested 
copies  of  said  orders  and  certificates  upon  payment  of  the  same 
fees  as  are  allowed  to  registers  of  deeds  for  copies. 

The  mayor  and  aldermen  or  selectmen  may  under  the  provisions 
of  this  section  authorize  the  attachment  of  the  wires  and  fixtures 
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of  a  street  railway  or  electric  railroad  company  to  the  poles,  piers 
and  abutments  of  another  owner,  or  the  attachment  of  the  wires 
and  fixtures  of  another  owner  to  the  poles,  piers  and  abutments  of 
such  company,  and  may  grant  joint  or  identical  locations  for  the 
erection  or  construction  of  poles,  piers  or  abutments  to  be  owned 
and  used  in  common  by  such  company  and  another  owner  or  other 
owners,  and  locations  for  the  transmission  lines  and  telephone, 
signal  and  feed  wires  of  such  company  in  public  ways  or  parts 
thereof,  other  than  those  public  ways  or  parts  thereof  in  which  the 
tracks  of  such  company  are  laid,  and  locations  for  additional  poles 
to  support,  or  alterations  of  locations  for  existing  poles  supporting, 
trolley  or  span  wires ;  and  all  locations  granted  to  a  street  railway 
or  electric  railroad  company  hereunder  shall  be  suQect  only  to 
revocation  as  provided  in  section  sixty-six  of  Part  III  of  chapter 
four  hundred  and  sixty-three  of  the  acts  of  the  year  nineteen  hun- 
dred and  six ;  but  nothing  contained  in  this  section  save  as  herein- 
before expressly  set  forth  shall  be  held  to  apply  to  the  poles,  wires 
and  other  appliances  and  equipment  which  a  street  railway  or 
electric  railroad  company,  by  a  grant  of  location,  or  extension  or 
alteration  thereof,  under  any  general  or  special  law  now  or  hereafter 
in  force  relating  to  street  railways  or  electric  railroads  may  be  au- 
thorized to  construct,  maintain  and  operate  in  a  public  way;  and 
no  terms,  restrictions  and  obligations,  other  than  such  as  may  be 
imposed  upon  a  grant  of  location  for  a  street  railway  or  electric 
railroad,  or  an  extension  or  alteration  thereof,  under  any  general 
or  special  law  now  or  hereafter  in  force  relating  thereto,  shall  be 
imposed  upon  locations  granted  to  a  street  railway  or  electric  rail- 
road company  hereunder,  save  locations  for  its  transmission  lines 
or  telephone,  signal  or  feed  wires  in  public  ways  or  parts  thereof 
other  than  those  public  ways  and  parts  thereof  in  which  the  tracks 
of  such  company  are  laid. 

Section  3.  Chapter  one  hundred  and  twenty-two  of  the  Revised 
Laws  is  hereby  amended  by  striking  out  section  seventeen  and  in- 
serting in  place  thereof  the  following:  —  Section  17.  Such  person 
or  corporation  shall  plainly  mark  each  pole,  pier,  abutment,  or  other 
fixture  supporting  wires  or  cables  containing  wires  over  streets  or 
buildings  with  the  name  or  initials  of  the  owner  of  such  pole,  pier, 
abutment,  or  other  fixture.  Wherever  cross  arms  or  other  appli- 
ances for  the  support  of  wires  or  cables  belonging  to  difiEerent 
owners  are  attached  to  the  same  pole,  pier,  abutment  or  other  fix- 
ture, every  such  cross  arm  or  other  appliance  shall  plainly  be  tagged 
or  marked  with  the  name  or  initials  of  the  owner  thereof.  Where- 
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ever  wires  or  cables  belonging  to  different  owners  are  attached  to 
the  same  cross  arm  or  other  appliances  for  the  support  of  wires  or 
cables,  every  wire  or  cable  shall  be  tagged  or  marked  with  the  name 
or  initials  of  the  owner  at  or  near  its  point  of  attachment  to  such 
cross  arm  or  other  appliance.  No  such  tag  or  mark  shall  be  required 
for  the  wires,  poles,  piers,  abutments  and  other  fixtures  of  a  street 
railway  or  electric  railroad  company,  except  for  its  feed  wires  sup- 
ported by  poles  carrying  wires  or  cables  belonging  to  another  owner, 
and  for  its  poles  supporting  wires  or  cables  belonging  to  another 
owner,  and  for  poles  belonging  jointly  to  the  street  railway  company 
and  another  owner. 

Section  4.  Chapter  one  hundred  and  twenty-two  of  the  Eevised 
Laws  is  hereby  amended  by  striking  out  section  twenty  and  in- 
serting in  place  thereof  the  following:  —  Section  20.  Poles  and 
other  structures  which  are  used  to  support  lines  for  the  transmis- 
sion of  electricity  shall  be  insulated  in  such  manner  as  to  protect 
employees  and  other  persons  from  accidents.  If  such  poles  and  other 
structures  are  of  any  material  except  wood,  and  support  lines  which 
are  operated  at  a  voltage  in  excess  of  two  thousand  volts,  they 
shall  be  plainly  and  conspicuously  marked  *' Dangerous.  Keep 
Away."  The  officer  and  inspector  of  wires  appointed  under  the 
authority  of  section  eighteen  of  said  chapter  one  hundred  and 
twenty-two,  or  the  commissioner  of  wires  of  the  city  of  Boston, 
shall  enforce  the  provisions  of  this  section,  and  he  shall  be  the  sole 
judge  of  what  constitutes  a  proper  insulation  and  marking. 

Section  5.  Chapter  one  hundred  and  twenty-two  of  the  Eevised 
Laws  is  hereby  amended  by  striking  out  section  twenty-three  and 
inserting  in  place  thereof  the  following :  —  Section  23.  A  corpora- 
tion or  person  maintaining  or  operating  telephone,  telegraph  or 
other  electric  wires  shall,  at  all  places  where  such  wires  are  aflSxed 
by  any  pole,  structure  or  fixture  to  the  property  of  another,  mark 
such  pole,  structure  or  fixture  in  a  clear,  durable  and  legible  man- 
ner with  the  name  or  initials  of  the  corporation  or  person  main- 
taining or  operating  such  wires,  and  any  corporation  or  person 
failing  to  comply  with  the  provisions  of  this  section  shall  be  pun- 
isljed  by  a  fine  of  not  more  than  one  hundred  dollars. 

Section  6.  Chapter  one  hundred  and  twenty-two  of  the  Re- 
vised Laws  is  hereby  amended  by  striking  out  section  tweniy-eight 
and  inserting  in  place  thereof  the  following :  —  Section  28,  When- 
ever, in  order  to  move  a  building  or  for  any  other  necessary  pur- 
pose, a  person  desires  that  the  wires  of  any  such  company  be  cut, 
disconnected  or  removed,  the  company  shall  forthwith  cut,  dis- 
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connect  or  remove  the  same,  if  the  person  desiring  this  to  be  done 
has  first  left  a  written  statement,  signed  by  him,  of  the  time  when, 
and  the  place,  described  by  reference  to  the  crossings  of  streets  or 
highways,  where  he  wishes  to  remove  said  wires,  at  the  oflSce  of 
the  company  in  the  town  in  which  such  place  is  situated,  twenty- 
four  hours  before  the  time  so  stated,  or,  if  there  is  no  such  ofl5ce, 
if  he  has  deposited  such  statement  in  the  post  office,  properly  pre- 
paid, and  directed  to  the  company  at  its  oflBce  nearest  to  said  place, 
three  days  before  the  time  mentioned  in  said  statement.  If  the 
company  neglects  or  refuses  to  cut,  disconnect  or  repiove  wires  as 
hereinbefore  provided,  the  inspector  of  wires,  or  the  selectmen  of 
a  town  where  there  is  no  inspector  of  wires,  may  cause  the  same 
to  be  cut,  disconnected  or  removed,  and  the  city  or  town  may  re- 
cover of  the  company  in  an  action  of  contract  the  expense  of  so 
doing. 

Section  7.  Xo  ordinance  or  regulation  of  a  city  or  town,  or 
regulation  or  restriction  imposed  in  a  grant  of  location,  affecting 
the  erection,  maintenance  or  operation  of  a  line  for  the  transmis- 
sion of  electricity  for  light,  heat  or  power  extending  or  intended  to 
extend  from  some  point  in  one  city  or  town  through,  or  to  some 
point  in  another  city  or  town,  shall  take  effect  until  the  same  shall 
have  been  approved  by  the  board  of  gas  and  electric  light  commis- 
sioners in  the  case  of  electric  light,  heat  or  power  companies,  and 
by  the  board  of  railroad  commissioners  in  the  case  of  street  railway 
and  electric  railroad  companies. 

Section  8.  Any  company  subject  to  the  provisions  of  chapter 
one  hundred  and  twenty-two  of  the  Bevised  Laws,  except  a  tele- 
graph or  telephone  company,  desiring  to  construct  a  line  for  the 
transmission  of  electricity  which  will  of  necessity  pass  through  one 
or  more  cities  or  towns  to  connect  the  proposed  termini  of  such 
line,  whose  petition  for  the  location  necessary  for  such  line  has 
been  refused,  or  has  not  been  granted  witiiin  three  months  after 
the  filing  thereof  by  the  mayor  and  aldermen  of  a  city  or  the  select- 
men of  a  town  through  which  said  company  intends  to  construct 
such  line  for  the  purpose  aforesaid,  may  apply,  in  the  case  of  elec- 
tric light,  heat  or  power  companies  to  the  board  of  gas  and  electric 
light  commissioners,  and  in  the  case  of  street  railway  and  electric 
railroad  companies  to  the  board  of  railroad  commissioners,  for  such 
location.  The  board  to  which  such  application  is  made  shall  give 
a  public  hearing  thereon  after  notice  to  the  mayor  and  aldermen 
of  the  city  or  to  the  selectmen  of  the  town  refusing  or  neglecting 
to  grant  such  location,  and  to  all  persons  owning  real  estate  abut- 
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ting  upon  any  way  in  said  city  or  town  in  which  such  location  is 
asked  for,  as  such  ownership  is  determined  by  the  last  assessment 
for  taxation.  Said  board  shall,  if  requested  by  the  mayor  and  alder- 
men or  the  selectmen,  hold  said  hearing  in  the  city  or  town  in 
which  the  location  is  asked  for.  If  it  shall  appear  at  the  hearing 
that  the  company  has  already  been  granted  and  has  accepted  a  loca- 
tion for  such  line  in  two  cities,  or  in  two  towns,  or  in  a  city  and 
town,  adjoining  the  city  or  town  because  of  the  refusal  or  neglect 
of  whose  mayor  and  aldermen  or  selectmen  to  grant  a  location 
therefor  the  application  is  made,  and  if  in  the  judgment  of  said 
board  the  location  is  necessary  for  the  public  convenience,  and  will 
be  in  the  public  interest,  said  board  may  by  order  grant  a  location 
for  such  line  in  the  city  or  town  with  respect  to  which  the  applica- 
tion is  made,  and  shall  have  and  exercise  relative  thereto  the  same 
powers  and  authority  conferred  by  section  two  of  this  act  upon  the 
mayor  and  aldermen  or  selectmen,  and  in  addition  to  the  pro- 
visions of  law  governing  such  company  may  impose  such  other 
terms,  limitations  and  restrictions  as  the  public  interest  may  in 
its  judgment  require.  Said  board  shall  cause  an  attested  copy  of 
its  order,  with  the  certificate  of  its  clerk,  endorsed  thereon,  that  the 
order  was  adopted  after  due  notice  and  a  public  hearing  as  herein- 
before prescribed,  to  be  forwarded  to  the  clerk  of  the  city  or  of 
the  town,  as  the  case  may  be,  and  the  clerk  of  the  city  or  of  the 
town  shall  record  the  same  and  shall  furnish  attested  copies  thereof 
upon  the  terms  and  in  the  manner  specified  in  section  two  of  this 
act. 

Section  9.    This  act  shall  take  effect  upon  its  passage.     [Ap- 
prQved  June  2,  1911. 


Chapteb  516. 

An  Aet  nUtlf*  to  th«  Municipal  Uffhtinf  PUnti  of  tlM  Towni  of  Bnadfag  and 


Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  towns  of  Beading  and  Wakefield  may  sell  elec- 
tricity to  each  other,  and,  if  the  town  of  Beading  acquires  a  plant 
for  the  manufacture  or  distribution  of  gas,  said  towns  may  sell  gas 
to  each  other. 

Section  2.  The  town  of  Wakefield  may,  if  authorized  by  vote  of 
the  town  of  Beading,  construct  and  maintain  in  the  town  of  Beading 
pipes  for  the  distribution  and  sale  of  gas  and  lines  for  the  distribu- 
tion and  sale  of  electricity  to  the  inhabitants  thereof  and  to  said 

Digitized  by  CjOOQ IC 


1912.]  PUBLIC  DOCUMENT  — No.  35.  399a 

town  for  municipal  use ;  and  the  town  of  Beading  may,  if  authorized 
by  vote  of  the  town  of  Wakefield,  construct  and  maintain  in  the 
town  of  Wakefield  lines  for  the  distribution  and  sale  of  electricity 
to  the  inhabitants  thereof  and  to  said  town  for  municipal  use ;  but 
no  expenditure  for  such  purpose  shall  be  made  by  either  of  said 
towns  unless  the  same  shall  have  been  authorized  by  vote  of  two 
thirds  of  the  voters  taken  by  ballot  with  the  use  of  the  voting  list  at 
each  of  two  town  meetings  called  for  the  purpose  and  held  at  inter- 
vals of  not  less  than  two  nor  more  than  thirteen  months.  The  said 
towns  shall  have  with  respect  to  the  distribution  and  sale  of  gas  or 
electricity  beyond  their  respective  boundaries  the  same  rights  and 
privileges  and  be  subject  to  the  same  duties,  limitations  and  obliga- 
tions as  they  now  or  may  hereafter  have  or  be  subject  to  with  respect 
to  the  distribution  and  sale  of  gas  or  electricity  within  their  own 
limits. 

Section  3.  The  town  of  Wakefield  may,  with  the  consent  in 
writing  of  the  selectmen  of  Beading,  dig  up  and  open  the  ground  in 
any  of  the  streets,  lanes  and  highways  of  Beading  so  far  as  may  be 
necessary  to  construct  and  maintain  pipes  for  the  distribution  and 
sale  of  gas  under  the  authority  of  section  two;  and  shall  have  the 
same  duties  and  liabilities  and  be  subject  to  the  same  regulations, 
restrictions  and  control  with  respect  thereto  as  apply  to  gas  com- 
panies. 

Section  4.  Either  of  said  towns,  which  has  been  authorized  so 
to  do  under  the  provisions  of  section  two,  may  construct  and  main- 
tain lines  for  the  distribution  and  sale  of  electricity  upon,  along, 
under  or  across  public  ways  in  the  other  town:  provided,  that  it 
shall  first  obtain  from  the  selectmen  of  such  other  town  locations 
for  said  lines  in  the  same  manner  as  is  required  by  law  of  companies 
incorporated  for  the  transmission  of  electricity  for  light,  heat  or 
power. 

Section  5.  If  the  town  of  Beading  shall  hereafter  acquire  a 
plant  for  the  manufacture  or  distribution  of  gas,  or  if  its  selectmen 
shall  hereafter  consent  to  the  digging  up  and  opening  its  streets, 
lanes  and  highways  for  the  purpose  of  laying  gas  pipes  therein  by  a 
gas  company  or  other  person  not  now  engaged  actively  in  the  busi- 
ness of  manufacturing  or  selling  gas  therein,  it  shall  under  the 
provisions  of  sections  ten,  eleven  and  twelve  of  chapter  thirty-four  of 
the  Bevised  Laws  and  of  all  acts  in  amendment  thereof  or  in  addi- 
tion thereto,  purchase  the  plant  and  property  within  its  limits 
owned  by  the  town  of  Wakefield  and  used  for  the  distribution  and 
sale  of  gas  in  like  manner  as  if  the  same  were  the  plant  and  property 
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of  a  private  person,  finn  or  corporation :  provided,  however,  that  the 
town  of  Wakefield  shall  have  no  right  to  refuse  to  sell  its  plant  and 
property  within  the  limits  of  the  town  of  Beading,  hut  shall  sell  and 
convey,  the  same  to  said  town  of  Beading  within  the  time  and  in  the 
manner  prescribed  by  law  for  the  sale  to  a  municipality  of  gaa 
plants  privately  owned,  and  thereupon  the  right  of  the  town  of 
Wakefield  to  maintain  a  gas  plant  or  to  sell  gas  within  the  limits  of 
the  town  of  Beading  shall  cease. 

Section  6.  Either  of  said  towns  may  extend  its  own  lines  for 
the  distribution  and  sale  of  electricity  to  its  inhabitants  and  to  ituelf 
for  municipal  use  throughout  its  own  territory  notwithstanding  that 
the  other  of  said  towns  has  constructed  and  is  maintaining  therein 
lines  for  said  purposes  under  the  authority  of  this  act;  but  if  one  of 
said  towns  shall  undertake  to  supply  such  of  its  inhabitants,  public 
buildings  and  street  lights  as  it  had  the  right  to  do  under  the  pro- 
visions of  sections  ten,  eleven  and  twelve  of  chapter  thirty-four  of 
the  Eevised  Laws  and  of  all  acts  in  amendment  thereof  or  in  addi- 
tion thereto,  it  shall  purchase  the  electric  light  plant  and  property 
within  its  limits  of  the  latter  town  in  like  manner  as  if  the  same 
were  the  plant  and  property  of  a  private  person,  firm  or  corpora- 
tion :  provided,  that  the  latter  town  shall  have  no  right  to  refuse  to 
s^ll  its  plant  and  property  within  the  limits  of  the  former  but  shall 
forthwith  sell  and  convey  the  same  to  the  former  town  in  the  man- 
ner prescribed  by  law  for  the  sale  to  a  municipality  of  electric  light 
plants  privately  owned,  and  thereupon  the  right  of  the  latter  town 
to  maintain  its  lines  and  distribute  and  sell  electricity  within  the 
limits  of  the  former  shall  cease. 

Section  7.  The  said  towns  may  in  the  exercise  of  the  authority 
conferred  by  this  act  make  such  contracts  with  each  other,  not  incon- 
sistent  with  this  act  or  with  other  provisions  of  law,  as  they  may 
deem  necessary  and  proper. 

Section  8.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved June  2, 1911. 

Chapter  558. 

An  Act  relatlYt  to  Mtten  uied  by  Q*m  Ck>iiipftnlM. 

Be  it  enacted,  etc.,  as  follows: 

When  a  gas  meter  in  a  building  owned  or  used  by  a  customer  of  a 
gas  company  is  read  by  an  employee  or  agent  of  such  company,  he 
shall,  upon  request,  deliver  to  the  person  using  the  gas  measured  by 
the  meter  a  written  statement  of  the  amount  recorded  by  the  meter 
at  that  time.    [Approved  June  16,  1911.         ^,^.^^^^^  ^yGoOgle 
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Chapteb  662. 

An  Act  reUtif*  to  the  Uoeniliiff  of  SnglnMn  and  Viremsn. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  Section  seventy-eight  of  chapter  one  hundred  and 
two  of  the  Bevised  Laws,  as  amended  by  section  one  of  chapter  three 
hundred  and  seventy-three  of  the  acts  of  the  year  nineteen  hundred 
and  seven,  is  hereby  further  amended  by  striking  out  the  word 
"  eight,'*  in  the  eighth  line,  and  inserting  in  place  thereof  the  word : 
—  nine,  —  so  as  to  read  as  follows :  —  Section  78.  No  person  shall 
have  charge  of  or  operate  a  steam  boiler  or  engine  in  this  common- 
wealth, except  boilers  and  engines  upon  locomotives,  motor  rond 
vehicles,  boilers  and  engines  in  private  residences,  boilers  in  apart- 
ment houses  of  less  'than  five  fiats,  boilers  and  engines  under  the 
jurisdiction  of  the  United  States,  boilers  and  engines  used  for  agri- 
cultural purposes  exclusively,  boilers  and  engines  of  less  than  nine 
horse  power,  and  boilers  used  for  heating  purposes  exclusively  which 
are  provided  with  a  device  approved  by  the  chief  of  the  district 
police  limiting  the  pressure  carried  to  fifteen  poxmds  to  the  square 
inch,  unless  he  holds  a  license  as  hereinafter  provided.  The  owner 
or  user  of  a  steam  boiler  or  engine,  other  than  boilers  or  engines 
above  excepted,  shall  not  operate  or  cause  to  be  operated  a  steam 
boiler  or  engine  for  a  period  of  more  than  one  week,  unless  the 
person  in  charge  of  and  operating  it  is  duly  licensed. 

Section  2.  Section  eighty  of  said  chapter  one  hundred  and  two 
is  hereby  amended  by  striking  out  all  of  said  section  after  the  word 
"operated,'*  m  the  third  line,  and  inserting  in  place  thereof  the 
following :  —  The  words  *'  operate,*'  *'  operated  "  or  "  operating/*  in 
the  two  preceding  sections,  shall  designate  the  person  who,  xmder 
the  supervision  of  the  licensed  person  in  charge,  operates  any  appur- 
tenances of  a  boiler  or  engine :  provided,  however,  that  to  work  with 
a  licensed  person  there  may  be  employed  not  more  than  one  un- 
licensed person  who,  in  the  presence  of  and  under  the  personal 
direction  of  the  licensed  person,  may  operate  the  appurtenances  of  a 
boiler  or  engine,  —  so  as  to  read  as  follows:  —  Section  80.  The 
words  "have  charge"  or  "in  charge,"  in  the  two  preceding  sec- 
tions, shall  designate  the  person  under  whose  supervision  a  boiler  or 
engine  is  operated.  The  words  "  operate,"  "  operated  "  or  "  operat- 
ing," in  the  two  preceding  sections,  shall  designate  the  person  who, 
under  the  supervision  of  the  licensed  person  in  charge,  operates  any 
appurtenances  of  a  boiler  or  engine :  provided,  however,  that  to  work 
with  a  licensed  person  there  may  be  employed  not  more  than  one 
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unlicensed  person  who,  in  the  presence  of  and  under  the  personal 
direction  of  the  licensed  person,  may  operate  the  appurtenances  of  a 
boiler  or  engine. 

Section  3.  Section  eighty-one  of  said  chapter  one  hundred  and 
two,  as  amended  by  section  one  of  chapter  three  hundred  and  ten  of 
the  acts  of  the  year  nineteen  hundred  and  five,  is  hereby  further 
amended  by  striking  out  the  said  section,  and  inserting  in  place 
thereof  the  following:  —  Section  81.  Whoever  desires  to  act  as 
engineer  or  fireman  shall  apply  for  a  license  therefor  to  the  state 
inspector  of  boilers  for  the  city  or  town  in  which  he  resides  or  is 
employed,  upon  blanks  to  be  furnished  by  the  boiler  inspection 
department  of  the  district  police.  The  application  shall  be  accom- 
panied by  a  fee  of  one  dollar,  and  shall  show  the  total  experience  of 
the  applicant.  To  be  eligible  for  examination*  for  a  first  class  fire- 
man's license,  a  person  must  have  been  employed  as  a  steam  engi- 
neer or  fireman  in  charge  of  or  operating  boilers  for  not  less  tiian 
one  year,  or  he  must  have  held  and  used  a  second  class  fireman's 
license  for  not  less  than  six  months.  To  be  eligible  for  examination 
for  a  third  class  engineer's  license,  a  person  must  have  been  em- 
ployed as  a  steam  engineer  or  fireman  in  charge  of  or  operating 
boilers  for  not  less  than  one  and  one  half  years,  or  he  must  have 
held  and  used  a  first  class  fireman's  license  for  not  less  than  one 
year.  To  be  eligible  for  examination  for  a  second  class  engineer's 
license,  a  person  must  have  been  employed  as  a  steam  engineer  in 
charge  of  a  steam  plant  or  plants  having  at  least  one  engine  of  over 
fifty  horse  power  for  not  less  than  two  years,  or  he  must  have  held 
and  used  a  third  class  engineer's  license  for  not  less  than  one  year, 
or  have  held  and  used  a  special  license  to  operate  a  first  class  plant 
for  not  less  than  two  years ;  except  that  any  person  who  has  served 
three  years  as  apprentice  to  the  machinist  or  boiler  making  trade 
in  stationary,  marine  or  locomotive  engine  or  boiler  works  and  who 
has  been  employed  for  one  year  in  connection  with  the  operation  of  a 
steam  plant,  or  any  person  graduated  as  a  mechanical  engineer  from 
a  duly  recognized  school  of  technology,  who  has  been  employed  for 
one  year  in  connection  with  the  operation  of  a  steam  plant,  shall  be 
eligible  for  examination  for  a  second  class  engineer's  license.  To  be 
eligible  for  examination  for  a  first  class  engineer's  license,  a  person 
must  have  been  employed  for  not  less  than  three  years,  as  a  steam 
engineer  in  charge  of  a  steam  plant  or  plants  having  at  least  one 
enjTine  of  over  one  hundred  and  fifty  horse  power,  or  he  must  have 
held  and  used  a  second  class  engineer's  license  in  a  second  class  or 
first  class  plant  for  not  less  than  one  and  one  half  years.    The  appli- 
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cant  shall  make  oath  to  the  statements  contained  in  his  application^ 
and  the  members  of  the  boiler  inspection  department  of  the  district 
police  are  hereby  authorized  to  administer  the  oath.  Wilful  falsifi- 
cation in  the  matter  of  a  statement  contained  in  an  application  shall 
be  deemed  suflBcient  cause  for  the  revocation  of  the  license  at  any 
time.  The  applicant  shall  be  given  a  practical  examination,  and, 
if  found  competent  and  trustworiiiy,  he  shall  receive  a  license 
graded  according  to  the  merits  of  his  examination.  An  applicant 
for  a  first  class  or  second  class  engineer's  license,  or  for  a  speiual 
license  to  operate  a  first  class  plant,  or  for  a  special  license  to  have 
charge  of  a  second  class  plant,  shall  be  examined  by  a  board  of  three 
examiners,  one  of  whom  may  be  the  chief  inspector,  and,  if  the 
applicant  is  employed,  one  member  of  said  board  shall  be  the  state 
inspector  of  boilers  for  the  city  or  town  in  which  the  applicant  is 
employed,  and  the  decision  of  said  board  shall  be  final.  The  appli- 
cant shall  have  the  privilege  of  having  one  person  present  during  his 
examination,  who  shall  take  no  part  in  the  same,  but  who  may  take 
notes  if  he  so  desires.  A  period  of  ninety  days  shall  elapse  between 
examinations,  except  in  the  case  of  an  appeal  as  hereinafter  pro- 
vided. A  license  shall  continue  in  force  until  it  is  suspended  or  re- 
voked for  the  incompetence  or  untrustworthiness  of  the  licensee, 
except  that  a  special  license  shall  not  continue  in  force  after  the 
holder  thereof  ceases  to  be  employed  in  the  plant  specified  in  the 
license.  A  person  whose  license  is  suspended  or  revoked  shall  sur- 
render his  license  to  a  member  of  the  boiler  inspection  department. 
If  a  new  license  of  a  different  grade  is  issued,  the  old  license  shall 
be  destroyed  by  the  examiner.  If  a  license  is  lost,  or  is  destroyed  by 
fire  or  other  means,  a  new  license  shall  be  issued  in  its  place,  without 
re-examination  of  the  licensee,  upon  satisfactory  proof  of  such  loss 
or  destruction' to  an  examiner. 

Section  4.  Section  eighty-two  of  said  chapter  one  hundred  and 
two,  as  amended  by  section  two  of  chapter  three  hundred  and  ten  of 
the  acts  of  the  year  nineteen  hundred  and  five,  by  chapter  four 
hundred  and  fourteen  of  the  acts  of  the  year  nineteen  hundred  and 
six,  and  by  section  two  of  chapter  three  hundred  and  seventy-three 
of  the  acts  of  the  year  nineteen  hundred  and  seven,  is  hereby  further 
amended  by  striking  out  all  after  the  word  "  boilers  *',  in  the  fif- 
teenth line,  and  inserting  in  place  thereof  the  words:  —  Portable 
class,  to  have  charge  of  or  operate  portable  boilers  and  portable  en- 
gines, except  hoisting  engines  or  steam  fire  engines.  Steam  fire  en- 
gineers' class,  to  have  charge  of  or  to  operate  steam  fire  engines  and 
boilers.    Firemen's  licenses :  —  Extra  first  class,  to  have  charge  of 
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and  operate  any  boiler  or  boilers.  First  class,  to  have  charge  of  and 
operate  any  boiler  or  boilers  where  the  safety  valve  or  valves  are  set 
to  blow  at  a  pressure  not  exceeding  twenty-five  pounds  to  the  sqnare 
inch,  or  to  operate  high  presstire  boilers  under  the  engineer  or  fire- 
man in  direct  charge  tiiereof .  Second  class,  to  operate  any  boiler  or 
boilers  under  the  engineer  or  fireman  in  direct  charge  thereof.  A 
person  holding  an  extra  first  class  or  first  class  fireman^s  license  may 
operate  a  third  class  plant  under  the  engineer  in  direct  charge  of  the 
plant.  Special  licenses :  —  A  person  holding  an  engineer's  or  fire- 
man's license,  who  desires  to  have  charge  of  or  to  operate  a  particu- 
lar steam  plant,  may,  provided  that  he  holds  an  engineer's  or  fire- 
man's license  and  that  he  files  with  his  application  for  such  exami- 
nation a  written  request  signed  by  the  owner  or  user  of  said  plant,  be 
examined  as  to  his  competence  for  such  service  and  no  other,  and,  if 
found  competent  and  trustworthy,  he  shall  be  granted  a  license  for 
such  service  and  no  other :  provided,  however,  that  no  special  license 
shall  be  granted  to  give  any  person  charge  of  an  engine  of  over  one 
hundred  and  fifty  horse  power,  —  so  as  to  read  as  follows :  —  Section 
82,  licenses  shall  be  granted  according  to  the  competence  of  the 
applicant  and  shall  be  distributed  in  the  following  classes:  —  Engi- 
neers' licenses:  —  First  class,  to  have  charge  of  and  operate  any 
steam  plant.  Second  class,  to  have  charge  of  and  operate  a  boiler  or 
boilers,  and  to  have  charge  of  and  operate  engines,  no  one  of  which 
shall  exceed  one  hundred  and  fifty  horse  power,  or  to  operate  a  fii-st 
class  plant  imder  the  engineer  in  direct  diarge  of  the  plant.  Third 
class,  to  have  charge  of  and  operate  a  boiler  or  boilers  not  exceeding 
in  the  aggregate  one  himdred  and  fifty  horse  power,  and  an  engine 
not  exceeding  fifty  horse  power,  or  to  operate  a  second  class  plant 
under  the  engineer  in  direct  charge  of  the  plant.  Fourth  class,  to 
have  charge  of  and  operate  hoisting  and  portable  engines  and  boilers. 
Portable  class,  to  have  charge  of  or  to  operate  portable  boilers  and 
portable  engines,  except  hoisting  engines  or  steam  fire  engines. 
Steam  fire  engineers'  class,  to  have  charge  of  or  to  operate  steam  fire 
engines  and  boilers.  Firemen's  licenses :  —  Extra  first  class,  to  have 
charge  of  and  operate  any  boiler  or  boilers.  First  class,  to  have 
charge  of  and  operate  any  boiler  or  boilers  where  the  safety  valve  or 
valves  are  set  to  blow  at  a  pressure  not  exceeding  twenty-five  pounds 
to  the  square  inch,  or  to  operate  high  pressure  boilers  under  the 
engineer  or  fireman  in  direct  charge  thereof.  Second  class,  to  oper- 
ate Any  boiler  or  boilers  under  the  engineer  or  fireman  in  direct 
charge  thereof.  A  person  holding  an  extra  first  class  or  first  class 
fireman's  license  may  operate  a  third  class  plant  under  the  engineer 
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in  direct  charge  of  the  plant  Special  licenses :  —  A  person  holding 
an  engineer's  or  fireman^s  license,  who  desires  to  have  charge  of  or 
to  operate  a  particniar  steam  plant,  may,  provided  that  he  holds  an 
engineer's  or  fireman's  license,  and  that  he  files  with  his  application 
for  such  examination  a  written  request  signed  by  the  owner  or  user 
of  said  plant,  be  examined  as  to  his  competence  for  such  service 
and  no  other,  and,  if  found  competent  and  trustworthy,  he  shall  be 
granted  a  license  for  such  service  and  no  other:  provided,  however, 
that  no  special  license  shall  be  granted  to  give  any  person  charge 
of  an  engine  over  one  hundred  and  fifty  horse  power. 

Section  5.  Section  eighty-three  of  said  chapter  one  hundred 
and  two  is  hereby  amended  by  striking  out  the  said  section,  and 
inserting  in  place  thereof  the  following :  —  Section  83.  The  horse 
power  of  a  boiler  shall  be  ascertained  upon  a  basis  of  three  horse 
power  for  each  square  foot  of  grate  surface  or  equivalent,  when  the 
safety  valve  is  set  to  blow  at  a  pressure  exceeding  twenty-five  pounds 
per  square  inch,  and  on  a  basis  of  one  and  one  half  horse  power 
for  each  square  foot  of  grate  surface  or  equivalent,  when  the  safety 
valve  is  set  to  blow  at  twenty-five  pounds  pressure  per  square  inch 
or  less. 

The  horse  power  of  a  reciprocating  steam  engine  shall  be  as- 
certained upon  the  basis  of  a  mean  effective  pressure  of  forty  pounds 
per  square  inch  of  piston  for  a  simple  engine,  fifty  pounds  for  a 
condensing  engine,  and  seventy  pounds  for  a  compound  engine, 
calculated  upon  the  area  of  the  high  pressure  piston. 

A  steam  turbine  engine  shall  be  rated  at  less  than  nine  horse 
power  when  the  external  diameter  of  the  steam  supply  pipe  does 
not  exceed  one  and  three  fourths  inches.  A  steam  turbine  engine 
shall  be  rated  at  fifty  horse  power  when  the  external  diameter  of  the 
steam  supply  pipe  exceeds  one  and  three  fourths  inches  and  does 
not  exceed  three  and  one  half  inches.  A  steam  turbine  engine  shall 
be  rated  at  one  himdred  and  fifty  horse  power  when  the  external 
diameter  of  the  steam  supply  pipe  exceeds  three  and  one  half  inches 
and  does  not  exceed  five  inches. 

Section  6.  Section  eighty-four  of  said  chapter  one  hundred  and 
two,  as  amended  by  section  three  of  chapter  three  hundred  and 
seventy-three  of  the  acts  of  the  year  nineteen  hundred  and  seven, 
is  hereby  further  amended  by  striking  out  the  said  section,  and  in- 
serting in  place  thereof  the  following :  —  Section  8i.  A  person  who 
is  aggrieved  by  the  action  of  an  examiner  in  refusing,  suspending 
or  revoking  a  license,  may  appeal  therefrom  to  the  chief  inspector 
of  the  boiler  inspection  department,  who  shall  appoint  three  mem- 
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ber8  of  the  boiler  inspection  department  to  act  together  as  a  board 
of  appeal,  one  of  whom  may  be  said  chief  inspector.  If  an  appeal 
is  taken,  it  must  be  within  one  week  after  the  decision  of  the  ex- 
aminer. The  appellant  shall  have  the  privilege  of  having  one  person 
present  during  the  hearing  of  his  appeal,  who  shall  take  no  part  in 
the  same  but  who  may  take  notes  if  he  so  desires.  The  decision 
of  the  majority  of  the  said  examiners,  acting  as  a  board  of  appeal, 
shall  be  final. 

Section  7.  Section  eighty-five  of  said  chapter  one  hundred  and 
two,  as  amended  by  section  four  of  chapter  three  hundred  and 
seventy*three  of  the  acts  of  the  year  nineteen  hundred  and  seven, 
is  hereby  further  amended  by  striking  out  the  word  ''eight",  in 
the  thirteenth  line,  and  inserting  in  place  thereof  the  word:  — 
nine,  —  so  as  to  read  as  follows :  —  Section  85,  An  engineer's  or 
fireman's  license,  granted  under  the  provisions  of  the  seven  pre- 
ceding sections  or  the  corresponding  provisions  of  earlier  laws, 
shall  be  placed  so  as  to  be  easily  read  in  a  conspicuous  place  in  the 
engine  room  or  boiler  room  of  the  plant  operated  by  the  holder  of 
such  license.  The  person  in  charge  of  a  stationary  steam  boiler 
upon  which  the  safety  valve  is  set  to  blow  off  at  more  than  twenty- 
five  pounds  pressure  to  the  square  inch  except  boilers  upon  loco- 
motives, motor  road  vehicles,  boilers  in  private  residences,  boilers 
in  apartment  houses  of  less  than  five  flats,  boilers  under  the  juris- 
diction of  the  United  States,  boilers  used  for  agricultural  purposes 
exclusively,  and  boilers  of  less  than  nine  horse  power,  shall  keep  a 
daily  record  of  the  boiler,  its  condition  when  under  steam  and  all 
repairs  made  and  work  done  on  it,  upon  forms  to  be  obtained  upon 
application  from  the  boiler  inspection  department.  These  records 
shall  be  kept  on  file  and  shall  be  accessible  at  all  times  to  the 
members  of  the  boiler  inspection  department. 

Section  8.  This  act  shall  take  effect  on  the  first  day  of  Janu- 
ary in  the  year  nineteen  hundred  and  twelve,  and  a  license  in  force 
on  the  first  day  of  January  in  the  year  nineteen  hundred  and  twelve 
shall  continue  in  force  until  it  is  suspended  or  revoked  for  the  in- 
competence or  untrustworthineBB  of  the  licensee,  except  that  a 
special  license  shall  not  continue  in  force  after  the  holder  thereof 
ceases  to  be  employed  on  the  plant  specified  in  the  license.  A 
license  in  force  on  the  first  day  of  January  in  the  year  nineteen 
hundred  and  twelve  may  be  exchanged  for  a  license  of  the  same 
class  under  this  act  at  any  time  thereafter,  on  application  to  the 
boiler  inspection  department  of  the  district  police,  upon  forms  to  be 
furnished  by  said  department.    The  applicant  shall  make  oath  to 
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the  statements  contained  in  the  said  application^  and  the  members 
of  the  boiler  inspection  department  of  the  district  police  are  hereby 
authorized  to  administer  the  oath. 

{The  foregoing  was  laid  before  the  Governor  on  the  twelfth  day 
of  June,  1911,  and  after  five  days  it  had  "  the  force  of  a  law",  as 
prescribed  by  the  Constitution,  as  it  was  not  returned  by  him  with 
his  objections  thereto  within  that  time.) 


Chapteb  603. 


An  Aot  rvlatlTB  to  obtalniiic  biionnatUm  eonMmlnff  the  Proper  Lichtlnc  of  Faetoriei 
and  Workghope  and  Inveetigatlnff  lye  fiijuriet. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  state  inspectors  of  health,  or  snch  other  officers 
as  the  state  board  of  health  may  from  time  to  tinie  appoint^  shall, 
when  obtaining  information  concerning  the  proper  lighting  of 
factories,  workshops  and  other  industrial  establishments,  make  such 
investigation  concerning  the  eye  and  vision  in  their  relation  to 
diseases  of  occupation,  including  injuries  to  the  eyes  of  the  em- 
ployees, and  to  the  pathological  effects  which  are  produced  or  pro- 
moted by  the  circumstances  under  which  the  various  occupations 
are  carried  on,  as,  in  the  opinion  of  said  board  is  practicable,  and 
the  board  shall  from  time  to  time  issue  such  printed  matter  con- 
taining suggestions  to  employers  and  employees  for  the  protection 
of  the  eyes  of  the  employees  as  it  may  deem  advisable. 

Section  2.  If  it  appears  to  an  inspector  of  health,  or  other  officer 
appointed  by  said  board,  that  in  any  factory,  workshop  or  other 
industrial  establishment,  from  the  nature  of  the  work  or  of  the 
machinery  used  in  connection  therewith,  or  of  other  circumstances, 
there  is  danger  of  injury  to  the  eyes  of  employees  engaged  in  such 
work,  and  that  the  danger  of  injury  may  be  decreased  or  prevented 
by  any  mechanical  device  or  other  practicable  means,  he  shall, 
if  said  board  so  directs,  order  in  writing  that  such  device  or  other 
means  shall  be  provided  therein;  and  it  shall  be  the  duty  of  the 
proprietors  and  managers  of  the  factory,  workshop  or  other  in- 
dustrial establishment  to  comply  with  the  order. 

Section  3.  Any  person,  firm  or  corporation  violating  any  provi- 
sion of  this  act  shall  be  subject  to  a  fine  of  not  less  than  five  nor 
more  than  two  hundred  dollars  for  every  week  during  which  such 
violation  continues :  provided,  however,  that  a  criminal  prosecution 
for  any  violation  hereof  shall  not  be  begun  unless  such  person. 
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firm  or  corporation  shall,  for  a  period  of  four  weeks  after  the 
receipt  of  an  order  in  writing  from  a  state  inspector  of  health  or 
other  officer,  as  provided  in  the  preceding  section,  neglect  to  com- 
ply therewith. 

Section  4.  There  shall  annually  be  appropriated  from  the 
treasury  of  the  commonwealth  a  sum  not  exceeding  one  thousand 
dollars,  which  sum  shall  be  added  to  the  sum  provided  for  by 
section  seven  of  chapter  five  hundred  and  thirtynaeven  of  the  acts 
of  the  year  nineteen  hundred  and  seven.    [Approved  June  SO,  1911. 


Chapteb  615. 


An  Act  maUnff  an  Appropriation  for  tho  Abatement  of  Bmoke  in  the  City  of  Boeton 

and  Vidnitj. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  sum  of  five  thousand  dollars  is  hereby  appro- 
priated, to  be  paid  out  of  the  treasury  of  the  commonwealth,  to 
meet  expenses  in  connection  with  the  abatement  of  smoke  in  the 
city  of  Boston  and  vicinity  during  the  fiscal  year  ending  the  thirtieth 
day  of  November,  nineteen  hundred  and  eleven,  as  provided  for  by 
chapter  six  himdred  and  fifty-one  of  the  acts  of  the  year  nineteen 
hundred  and  ten,  being  the  estimate  of  the  gas  and  electric  light 
conmiissioners. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved  June  SO,  1911. 


Chapter  622. 


An  Aot  to  provide  for  oompletinc  an  Xnveetigatlon  of  the  Water  Fower  of  the  Com- 
monwealth and  for  detenninlng  the  Beet  Methods  of  utillsinff  the  Same. 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  unexpended  part  of  the  appropriation  made 
in  the  year  nineteen  hundred  and  nine  for  the  purposes  specified 
in  chapter  three  hundred  and  fifty-nine  of  the  acts  of  the  year  nine- 
teen hundred  and  nine  may  be  expended  in  completing  the  deter- 
mination of  the  amount  of  water  power  available  on  the  streams 
of  the  commonwealth  and  for  investigating  the  best  methods  of 
utilizing  the  same. 

Section  2.  The  provisions  of  said  chapter  three  hundred  and 
fifty-nine  shall  apply  to  the  completion  of  said  determination  and 
investigation. 
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Section  3.  A  brief  report  of  the  work  done  under  the  provisions 
of  this  act  shall  be  made  to  the  governor  by  the  director  of  the 
United  States  Geological  Survey  on  the  first  day  of  January,  nine- 
teen hundred  and  twelve^  and  a  final  report  shall  be  made  by  said 
director  to  the  governor  on  or  before  the  first  day  of  January, 
nineteen  hundred  and  thirteen,  embodying  the  complete  results 
of  the  invetitigation. 

Section  4.  This  act  shall  take  effect  upon  its  passage.  [Afh 
proved  June  SO,  1911. 

Chapter  635. 

An  Aot  relatiTB  to  tlie  EMOvcry  of  Damacw  for  Conieiout  Buflorlnc  in  Certain  Caim 

of  Da«th  from  Injoxy* 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  In  any  civil  action  brought  under  the  provisions  of 
section  sixty-three  of  Part  I  of  chapter  four  hundred  and  sixty- 
three  of  the  acts  of  the  year  nineteen  hundred  and  six,  as  amended 
by  section  one  of  chapter  three  hundred  and  ninety-two  of  the  acts 
of  the  year  nineteen  hundred  and  seven,  damages  may  be  recovered 
under  a  separate  count  at  common  law  for  conscious  suffering  re- 
sulting from  the  same  injury,  but  any  simi  so  recovered  shall  be 
held  and  disposed  of  by  the  executors  or  administrators  as  assets 
of  the  estate  of  the  deceased. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved July  7,  1911. 

Chapter  652. 

An  Act  maUnff  AppropriAtions  for  SalariM  and  bponsM  of  tbo  Gktf  and  Uoetrio  Licbt 

Be  it  enacted,  etc.,  as  follows: 

Section  1.  The  sums  hereinafter  mentioned  are  appropriated, 
to  be  paid  out  of  the  Gas  and  Electric  Light  Commissioners'  Fund, 
for  the  salaries  and  expenses  of  the  gas  and  electric  light  commi))- 
sioners,  for  the  fiscal  year  ending  on  the  thirtieth  day  of  November, 
nineteen  himdred  and  eleven,  to  wit :  — 

For  the  salaries  of  the  commissioners,  fourteen  thousand  dollars. 

For  clerical  assistance,  a  sum  not  exceeding  five  thousand  dollars. 

For  statistics,  books,  stationery,  and  for  other  necessary  expenses, 
a  sum  not  exceeding  thirty-three  hundred  dollars. 

For  rent  of  an  oflSce,  a  sum  not  exceeding  forty-two  hundred 
dollars. 
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For  the  inspection  of  electric  meters,  a  sum  not  exceeding  one 
thousand  dollars. 

For  the  salary  of  the  present  gas  inspector,  twenty-eight  hundred 
dollars. 

For  the  salary  of  the  present  first  assistant  inspector,  eighteen 
hundred  dollars. 

For  the  salary  of  the  present  second  assistant  inspector,  sixteen 
hundred  dollars. 

For  compensation  of  deputies,  travelling  expenses,  apparatus, 
office  rent  and  other  incidental  expenses,  a  sum  not  exceeding  nine 
thousand  dollars. 

For  printing  and  binding  the  annual  report,  a  sum  not  exceeding 
eighteen  hundred  dollars. 

Section  2.  This  act  shall  take  effect  upon  its  passage.  [Ap- 
proved July  10^  1911. 


Chapteb  656. 


An  Act  rwUtlre  to  Uoanslnir  Openton  of  Hoittinff  Ibehlnery  wlMn  the  HotlTe  Fowor 
if  MechanlcAl  and  Other  than  Bteam. 

Be  it  enacted,  etc.,  as  foUotos: 

Section  1.  No  person  shall  operate  derricks,  cableways,  machin- 
ery used  for  discharging  cargoes,  temporary  elevator  cars  used  on 
excavation  work  or  used  for  hoisting  building  material,  when  the 
motive  power  to  operate  such  machinery  is  mechanical  and  other 
than  steam,  unless  he  holds  a  license  as  hereinafter  provided.  The 
owner  or  user  of  hoisting  machinery  specified  in  this  section  shall 
not  operate,  or  cause  to  be  operated,  such  machinery  for  a  period  of 
more  than  one  week,  unless  the  person  operating  it  is  duly  licensed. 

Section  2.  The  owner  of  hoisting  machinery  specified  in  this 
act  shall  not  operate  or  cause  to  be  operated  according  to  the  pro- 
visions of  this  act  such  hoisting  machinery  for  a  period  of  more  tiian 
one  week,  unless  the  person  in  charge  of  and  operating  such  machin- 
ery is  duly  licensed. 

Section  3.  Whoever  desires  to  act  as  operator  of  hoisting 
machinery,  as  specified  in  section  one  of  this  act,  shall  apply  for  a 
license  therefor  to  the  state  inspector  of  boilers  for  the  city  or  town 
in  which  he  resides  or  is  employed,  upon  blanks  to  be  furnished  by 
the  boiler  inspection  department  of  the  district  police.  The  applica- 
tion shall  be  accompanied  by  a  fee  of  one  dollar,  and  shall  show  the 
total  experience  of  the  applicant  in  operating  hoisting  machinery. 
The  applicant  shall  make  oath  to  the  statement  contained  in  his 
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application^  and  the  members  of  the  boiler  inspection  department  of 
the  district  police  are  hereby  authorized  to  administer  said  oath. 
Wilful  falsification  in  the  matter  of  statements  contained  in  an 
application  shall  be  deemed  su£Scient  cause  for  the  revocation  of  said 
license  at  any  time.  The  applicant  shall  be  given  a  practical  ex- 
amination by  a  member  of  the  boiler  inspection  department  of  the 
district  police,  and,  if  found  competent  and  trustworthy,  he  shall 
receive  a  license  to  operate  hoisting  machinery,  as  specified  in  section 
one  of  this  act.  The  applicant  shall  have  the  privilege  of  having  one 
person  present  during  his  examination,  who  shall  take  no  part  in 
the  same,  but  who  may  take  notes  if  he  so  desires.  A  period  of 
ninety  days  shall  elapse  between  examinations,  except  in  the  case  of 
an  appeal  as  hereinafter  provided.  A  license  shall  continue  in  force 
until  it  is  suspended  or  revoked  for  the  incompetence  or  untrust- 
worthiness  of  the  licensee.  If  a  license  is  lost,  or  is  destroyed  by  fire 
or  other  means,  a  new  license  shall  be  issued  in  its  place,  without 
re-examination  of  the  licensee,  upon  satisfactory  proof  to  an  exam- 
iner of  such  loss  or  destruction. 

Section  4.  A  person  who  is  aggrieved  by  the  action  of  an 
examiner  in  refusing,  suspending  or  revoking  a  license,  may  appeal 
therefrom  to  the  chief  inspector  of  the  boiler  inspection  department 
of  the  district  police,  who  shall  appoint  three  members  of  the  boiler 
inspection  department  to  act  together  as  a  board  of  appeal,  one  of 
whom  may  be  said  chief  inspector.  If  appeal  is  taken,  it  must  be 
within  one  week  after  the  decision  of  the  examiner.  The  appellant 
shall  have  the  privilege  of  having  one  person  present  during  the 
hearing  of  his  appeal,  who  shall  take  no  part  in  the  same,  but  who 
may  take  notes  if  he  so  desires.  The  decision  of  the  majority  of  such 
examiners,  acting  as  a  board  of  appeal,  shall  be  final. 

Section  5.  An  operator's  license,  granted  under  the  provisions 
of  this  act,  shall  be  carried  on  the  person  of  the  holder  thereof  when 
operating  hoisting  machinery  as  specified  in  section  one  of  this  act. 

Section  6.  The  boiler  inspection  department  of  the  district 
police  shall  act  as  examiners  and  enforce  the  provisions  of  this  act; 
and  whoever  violates  any  of  the  provisions  of  this  act  shall  be  pun- 
ished by  a  fine  of  not  less  than  ten  nor  more  than  three  hundred 
dollars,  or  by  imprisonment  for  not  more  than  three  months.  A 
trial  justice  shall  have  jurisdiction  of  complaints  for  violations  of 
the  provisions  of  this  act,  and  in  such  cases  may  impose  a  fine  of  not 
more  than  fifty  dollars.  All  members  of  the  boiler  inspection  de- 
partment of  the  district  police  shall  have  authority,  in  the  pursuance 
of  their  duty,  to  enter  any  premises  having  thereon  hoisting  machin- 
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ery^  as  specified  in  section  one  of  this  act;  and  any  person  who 
hinders  or  prevents,  or  attempts  to  prevent,  any  state  boiler  in- 
spector from  so  entering,  shall  be  liable  to  the  penalty  specified  in 
this  section. 

Section  7,  This  act  shall  take  eflEect  on  the  first  day  of  Septem- 
ber in  the  year  nineteen  himdred  and  eleven.  ^Approved  July  11, 
1911. 


Chapter  761. 


▲n  Act  relatiTB  to  Pajmonti  to  Bmployeei  for  Penoiud  Injuriei  received  in  the  Couxve 
of  their  Imployxneiit  ftnd  to  the  Pretention  of  Such  Injuriei. 

Be  it  enacted,  etc.,  as  follows: 

Paht  I. 

MODIFICATION  OF  REMEDIES. 

Section  1.  In  an  action  to  recover  damages  for  personal  injury 
sustained  by  an  employee  in  the  course  of  his  employment,  or  for 
death  resulting  from  personal  injury  so  sustained,  it  shall  not  be 
a  defense: 

1.  That  the  employee  was  negligent; 

2.  That  the  injury  was  caused  by  the  negligence  of  a  fellow  em- 
ployee; 

3.  That  the  employee  had  assumed  the  risk  of  the  injury. 
Section  2.     The  provisions  of  section  one  shall  not  apply  to 

actions  to  recover  damages  for  personal  injuries  sustained  by  do- 
mestic servants  and  farm  laborers. 

Section  3.  The  provisions  of  section  one  shall  not  apply  to 
actions  to  recover  damages  for  personal  injuries  sustained  by  em- 
ployees of  a  subscriber. 

Section  4.  The  provisions  of  section  one  hundred  and  twenty- 
seven  to  one  hundred  and  thirty-five,  inclusive,  and  of  one  himdred 
and  forty-one  to  one  hundred  and  forty-three,  inclusive,  of  chap- 
ter five  hundred  and  fourteen  of  the  acts  of  the  year  nineteen  hun- 
dred and  nine,  and  of  any  acts  in  amendment  thereof,  shall  not 
apply  to  employees  of  a  subscriber  while  this  act  is  in  effect. 

Section  5.  An  employee  of  a  subscriber  shall  be  held  to  have 
waived  his  right  of  action  at  common  law  to  recover  damages  for 
personal  injuries  if  he  shall  not  have  given  his  employer  at  the  time 
of  his  contract  of  hire,  notice  in  writing  that  he  claimed  such  right, 
or  if  the  contract  of  hire  was  made  before  the  employer  became  a 
subscriber,  if  the  employee  shall  not  have  given  the  said  notice 
within  thirty  days  of  notice  of  such  subscription.     An  employee 
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who  has  given  notice  to  his  employer  that  he  claimed  his  right  of 
action  at  common  law  may  waive  such  claim  by  a  notice  in  writing 
which  shall  take  effect  five  days  after  it  is  delivered  to  the  employer 
or  his  agent. 

Pabt  II. 

PATMSNTS. 

Section  1.  If  an  employee  who  has  not  given  notice  of  his 
claim  of  common  law  rights  of  action^  as  provided  in  Part  I,  sec- 
tion five,  or  who  has  given  such  notice  and  has  waived  the  same, 
receives  a  personal  injury  arising  out  of  and  in  the  course  of  his 
employment,  he  shall  be  paid  compensation  by  the  association,  as 
hereinafter  provided,  if  his  employer  is  a  subscriber  at  the  time  of 
the  injury. 

Section  2.  If  the  employee  is  injured  by  reason  of  his  serious 
and  wilful  misconduct,  he  shall  not  receive  compensation. 

Section  3.  If  the  employee  is  injured  by  reason  of  the  serious 
and  wilful  misconduct  of  a  subscriber  or  of  any  person  regularly 
entrusted  with  and  exercising  the  powers  of  superintendence,  the 
amounts  of  compensation  hereinafter  provided  shall  be  doubled. 
In  such  ease  the  subscriber  shall  repay  to  the  association  the  extra 
compensation  paid  to  the  employee. 

Sbotion  4.  No  compensation  shall  be  paid  under  this  act  for 
any  injury  which  does  not  incapacitate  the  employee  for  a  period 
of  at  least  two  weeks  from  earning  full  wages,  but  if  incapacity 
extends  beyond  the  period  of  two  weeks,  compensation  shall  begin 
on  the  fifteenth  day  after  the  injury. 

Section  5.  During  the  first  two  weeks  after  the  injury,  the  as- 
sociation shall  furnish  reasonable  medical  and  hospital  services,  and 
medicines  when  they  are  needed. 

Section  6.  If  death  results  from  the  injury,  the  association 
shall  pay  the  dependents  of  the  employee,  wholly  dependent  upon 
his  earnings  for  support  at  the  time  of  the  injury,  a  weekly  pay- 
ment equal  to  one  half  his  average  weekly  wages,  but  not  more  than 
ten  dollars  or  less  than  four  dollars  a  week,  for  a  period  of  three 
hundred  weeks  from  the  date  of  the  injury.  If  the  employee  leaves 
dependents  only  partly  dependent  upon  his  earnings  for  support 
at  the  time  of  his  injury,  the  association  shall  pay  such  dependents 
a  weekly  compensation  equal  to  the  same  proportion  of  the  weekly 
payments  for  the  benefit  of  persons  wholly  dependent  as  the  amount 
contributed  by  the  employee  to  such  partial  dependents  bears  to 
the  annual  earnings  of  the  deceased  at  the  time  of  his  injury. 
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When  weekly  payments  have  been  made  to  an  injured  employee 
before  his  death,  the  compensation  to  dependents  shall  begin  from 
the  date  of  the*  last  of  such  payments,  but  shall  not  continue  more 
than  three  hundred  weeks  from  the  date  of  the  injury. 

Section  7.  The  following  persons  shall  be  conclusively  presumed 
to  be  wholly  dependent  for  support  upon  a  deceased  employee :  — 

(a)  A  wife  upon  a  husband  with  whom  she  lives  at  the  time  of 
his  death. 

(b)  A  husband  upon  a  wife  with  whom  he  lives  at  the  time  of 
her  death. 

(c)  A  child  or  children  under  the  age  of  eighteen  years  (or  over 
said  age,  but  physically  or  mentally  incapacitated  from  earning) 
upon  the  parent  with  whom  he  is  or  they  are  living  at  the  time  of 
the  death  of  such  parent,  there  being  no  surviving  dependent  parent. 
In  case  there  is  more  than  one  child  thus  dependent,  the  death 
benefit  shall  be  divided  equally  among  them. 

In  all  other  cases  questions  of  dependency,  in  whole  or  in  part, 
shall  be  determined  in  accordance  with  the  fact,  as  the  fact  may  be 
at  the  time  of  the  injury;  and  in  such  other  cases,  if  there  is  more 
than  one  person  wholly  dependent,  the  death  benefit  shall  be  divided 
equally  among  them,  and  persons  partly  dependent,  if  any,  shall 
receive  no  part  thereof;  if  there  is  no  one  wholly  dependent  and 
more  than  one  person  partly  dependent,  the  death  benefit  shall  be 
divided  among  them  according  to  the  relative  extent  of  their  de- 
pendency. 

Segtiok  8.  If  the  employee  leaves  no  dependents,  the  associa- 
tion shall  pay  the  reasonable  expense  of  his  last  sickness  and  burial^ 
which  ^all  not  exceed  two  hundred  dollars. 

Section  9.  While  the  incapacity  for  work  resulting  from  the 
injury  is  total,  the  association  shall  pay  the  injured  employee  a 
weekly  compensation  equal  to  one  half  his  average  weekly  wages, 
but  not  more  than  ten  dollars  nor  less  than  four  dollars  a  week; 
and  in  no  case  shall  the  period  covered  by  such  compensation  be 
greater  than  five  hundred  weeks,  nor  the  amount  more  than  three 
thousand  dollars. 

Section  10.  While  the  incapacity  for  work  resulting  from  the 
injury  is  partial,  the  association  shall  pay  the  iujured  employee  a 
weekly  compensation  equal  to  one  half  the  difference  between  his 
average  weekly  wages  before  the  injury  and  the  average  weekly 
wages  which  he  is  able  to  earn  thereafter,  but  not  more  than  ten 
dollars  a  week;  and  in  no  case  shall  the  period  covered  by  such  com- 
pensation be  greater  than  three  hundred  weeks  from  the  date  of  the 
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Section  11.  In  case  of  the  following  specified  injuries  the 
amounts  hereinafter  named  shall  be  paid  in  addition  to  all  other 
compensation : 

(a)  For  the  loss  by  severance  of  both  hands  at  or  above  the  wrist, 
or  both  feet,  at  or  above  the  ankle,  or  the  loss  of  one  hand  and  one 
foot,  or  the  entire  and  irrecoverable  loss  of  the  sight  of  both  eyes, 
one  half  of  the  average  weekly  wages  of  the  injured  person,  but  not 
more  than  ten  dollars  nor  less  than  four  dollars  a  week,  for  a  period 
of  one  hundred  weeks. 

(b)  For  the  loss  by  severance  of  either  hand  at  or  above  the  wrist, 
or  either  foot  at  or  above  the  ankle,  or  the  entire  and  irrecoverable 
loss  of  the  sight  of  either  eye,  one  half  the  average  weekly  wages 
of  the  injured  person,  but  not  more  than  ten  dollars  nor  less  than 
four  dollars  a  week,  for  a  period  of  fifty  weeks. 

(c)  For  the  loss  by  severance  at  or  above  the  second  joint  of 
two  or  more  fingers,  including  thumbs,  or  toes,  one  half  the  average 
weekly  wages  of  the  injured  person,  but  not  more  than  ten  dollars 
nor  less  than  four  dollars  a  week,  for  a  period  of  twenty-five  weeks. 

(d)  For  the  loss  by  severance  of  at  least  one  phalange  of  a  finger, 
thumb,  or  toe,  one  half  the  average  weekly  wages  of  the  injured 
person,  but  not  more  than  ten  dollars  nor  less  than  four  dollars  a 
week,  for  a  period  of  twelve  weeks. 

Section  12.  No  savings  or  insurance  of  the  injured  employee, 
independent  of  this  act,  shall  be  taken  into  consideration  in  de- 
termining the  compensation  to  be  paid  hereunder,  nor  shall  benefits 
derived  from  any  other  source  than  the  association  be  considered 
in  fixing  the  compensation  under  this  act. 

Section  13.  .The  compensation  payable  under  this  act  in  case 
of  the  death  of  the  injured  employee  shall  be  paid  to  his  legal 
representative;  or,  if  he  has  no  legal  representative,  to  his  depen- 
dents; or,  if  he  leaves  no  dependents,  to  the  persons  to  whom  pay- 
ment of  the  expenses  for  the  last  sickness  and  burial  are  due. 
If  the  payment  is  made  to  the  legal  representative  of  the  deceased 
employee,  it  shall  be  paid  by  him  to  the  dependents  or  other  per- 
sons entitled  thereto  under  this  act. 

Section  14.  If  an  injured  employee  is  mentally  incompetent 
or  is  a  minor  at  the  time  when  any  right  or  privilege  accrues  to 
him  under  this  act,  his  guardian  or  next  friend  may  in  his  behalf 
claim  and  exercise  such  right  or  privilege. 

Section  15.  No  proceedings  for  compensation  for  an  injury 
under  this  act  shall  be  maintained  ijnless  a  notice  of  the  injury 
shall  have  been  given  to  the  association  or  subscriber  as  soon  as 
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practicable  after  the  happening  thereof,  and  unless  the  claim  for 
compensation  with  respect  to  such  injury  shall  have  been  made 
within  six  months  after  the  occurrence  of  the  same;  or,  in  case 
of  the  death  of  the  employee,  or  in  the  event  of  his  physical  or 
mental  incapacity,  within  six  months  after  death  or  the  removal 
of  such  physical  or  mental  incapacity. 

Section  16.  The  said  notice  shall  be  in  writing,  and  shall  state 
in  ordinary  language  the  time,  place  and  cause  of  the  injury;  and 
shall  be  signed  by  tibe  person  injured,  or  by  a  person  in  his  behalf, 
or,  in  the  event  of  his  death,  by  his  legal  representative  or  by  a  per- 
son in  his  behalf. 

SiBCTiON  17.  The  notice  shall  be  served  upon  the  association,  or 
an  officer  or  agent  thereof,  or  upon  the  subscriber,  or  upon  one  sub- 
scriber, if  there  are  more  subscribers  than  one,  or  upon  any  officer  or 
agent  of  a  corporation  if  the  subscriber  is  a  corporation,  by  deliver- 
ing the  same  to  the  person  on  whom  it  is  to  be  served,  or  leaving  it 
at  his  residence  or  place  of  business,  or  by  sending  it  by  registered 
mail  addressed  to  the  person  or  corporation  on  whom  it  is  to  be 
served,  at  his  last  known  residence  09  place  of  business. 

Section  18.  A  notice  given  under  the  provisions  of  this  act  shall 
not  be  held  invalid  or  insufficient  by  reason  of  any  inaccuracy  in 
stating  the  time,  place  or  cause  of  the  injury,  unless  it  is  shown  that 
it  was  the  intention  to  mislead  and  the  association  was  in  fact  misled 
thereby.  Want  of  notice  shall  not  be  a  bar  to  proceedings  under  this 
act,  if  it  be  shown  that  the  association,  subscriber,  or  agent  had 
knowledge  of  the  injury. 

Section  19.  After  an  employee  has  given  notice  of  an  injuiy, 
as  provided  by  this  act,  and  from  time  to  time  thereafter  during  the 
continuance  of  his  disability  he  shall,  if  so  requested  by  the  associa- 
tion, submit  himself  to  an  examination  by  a  physician  or  surgeon 
authorized  to  practise  medicine  under  tlie  laws  of  the  commonwealth, 
furnished  and  paid  for  by  the  association.  The  employee  shall  have 
the  right  to  have  a  physician  provided  and  paid  for  by  himBclf 
present  at  the  examination.  If  he  refuses  to  submit  himself  for  the 
examination,  or  in  any  way  obstructs  the  same,  his  right  to  com- 
pensation shall  be  suspended,  and  his  compensation  during  the 
period  of  suspension  may  be  forfeited. 

Section  20.  No  agreement  by  an  employee  to  waive  his  rights  to 
compensation  under  this  act  shall  be  valid. 

Section  21.  No  pajrment  under  this  act  shall  be  assignable  or 
subject  to  attachment,  or  be  liable  in  any  way  for  any  debts. 

Section  22.    Whenever  any  weekly  payment  has  been  continued 
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for  not  less  than  six  months,  the  liability  therefor  may  in  unusual 
eases  be  redeemed  by  the  payment  of  a  lump  sum  by  agreement  of 
the  parties,  subject  to  the  approval  of  the  industrial  accident  board. 

Pabt  III. 

PBOCEDUBE. 

Section  1.  There  shall  be  an  industrial  accident  board  consisting 
of  three  members,  to  be  appointed  by  the  governor,  by  and  with  the 
advice  and  consent  of  the  council,  one  of  whom  shall  be  designated 
by  the  governor  as  chairman.  The  term  of  office  of  members  of  this 
board  shall  be  six  years,  except  that  when  first  constituted  one  mem- 
ber shall  be  appointed  for  two  years,  one  for  four  years,  and  one  for 
six  years.  Thereafter  one  member  shall  be  appointed  every  second 
year  for  the  full  term  of  six  years. 

Section  2.  The  salaries  and  expenses  of  the  board  shall  be  paid 
by  the  commonwealth.  The  salary  of  the  chairman  shall  be  sixty- 
five  hundred  dollars  a  year,  and  the  salary  of  the  other  members 
shall  be  six  thousand  dollars  a  year  each.  The  board  may  appoint  a 
secretary  at  a  salary  of  not  more  than  three  thousand  dollars  a  year, 
and  may  remove  him.  It  shall  also  be  allowed  an  annual  sum,  not 
exceeding  ten  thousand  dollars,  for  clerical  service,  and  travelling 
and  other  necessary  expenses.  The  board  shall  be  provided  with 
an  office  in  the  state  house  or  in  some  other  suitable  building  in 
the  city  of  Boston,  in  which  its  records  shall  be  kept. 

Section  3.  The  board  may  make  rules  not  inconsistent  with 
this  act  for  carrying  out  the  provisions  of  the  act.  ^Process  and 
procedure  under  this  act  shall  be  as  summary  as  reasonably  may  be. 
The  board  or  any  member  thereof  shall  have  the  power  to  subpoena 
witnesses  and  to  examine  such  parts  of  the  books  and  records  of 
the  parties  to  a  proceeding  as  relate  to  questions  in  dispute. 

Section  4.  If  the  association  and  the  injured  employee  reach 
an  agreement  in  regard  to  compensation  under  this  act,  a  memo- 
randum of  the  agreement  shall  be  filed  with  the  industrial  accident 
board  and,  if  approved  by  it,  thereupon  the  memorandum  shall 
for  all  purposes  be  enforcible  as  a  decree  of  the  superior  court. 
Such  agreements  shall  be  approved  by  said  board  only  when  the 
terms  conform  to  the  provisions  of  this  act. 

Section  6.  If  the  association  and  the  injured  employee  fail  to 
reach  an  agreement  in  regard  to  compensation  under  this  act, 
either  party  may  notify  the  industrial  accident  board  who  shall 
thereupon  call  for  the  formation  of  a  committee  of  arbitration. 
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The  committee  of  arbitration  shall  consist  of  three  members^  one 
of  whom  shall  be  a  member  of  the  industrial  accident  boards  and 
shall  act  as  chairman.  The  other  two  members  shall  be  named, 
respectively,  by  the  two  parties. 

Section  6.  It  shall  be  the  duty  of  the  industrial  accident  board 
upon  notification  that  the  parties  have  failed  to  reach  an  agreement, 
to  request  both  parties  to  appoint  their  respective  representatives 
on  the  committee  of  arbitration.  The  board  shall  designate  one  of 
its  members  to  act  as  chairman,  and,  if  either  party  does  not  ap- 
point its  member  on  this  committee  within  seven  days  after  noti- 
fication, as  above  provided,  the  board  or  any  member  thereof  shall 
fill  the  vacancy  and  notify  the  parties  to  that  effect. 

Section  7.  The  committee  of  arbitration  shall  make  such  in- 
quiries and  investigations  as  it  shall  deem  necessary.  The  hearings 
of  the  committee  shall  be  held  at  the  place  where  the  injury  oc- 
curred, and  the  decision  of  the  committee  shall  be  filed  with  the 
industrial  accident  board.  Unless  a  claim  for  a  review  is  filed  by 
either  party  within  seven  days,  the  decision  shall  be  enforcible  as 
if  it  were  a  decree  of  the  superior  court. 

Section  8.  The  industrial  accident  board  or  any  member  thereof 
may  appoint  a  duly  qualified  impartial  physician  to  examine  the 
injured  employee  and  to  report.  The  fee  for  this  service  shall  be 
five  dollars  and  travelling  expenses,  but  the  board  may  allow  addi- 
tional reasonable  amounts  in  extraordinary  cases. 

Section  9.  The  arbitrators  named  by  or  for  the  parties  to  the 
dispute  shall  each  receive  five  dollars  as  a  fee  for  his  services,  but 
the  industrial  accident  board  or  any  member  thereof  may  allow 
additional  reasonable  amounts  in  extraordinary  cases.  The  fees 
shall  be  paid  by  the  association,  which  shall  deduct  an  amount 
equal  to  one  third  of  the  sum  from  any  compensation  foimd  due 
the  employee. 

Section  10.  If  a  claim  for  a  review  is  filed,  as  provided  in  Part 
III,  section  seven,  the  board  shall  hear  the  parties  and  file  its 
decision  with  the  records  of  the  proceedings. 

Section  11.  There  shall  be  a  right  of  appeal  to  the  supreme 
judicial  court  on  questions  of  law,  and  the  industrial  accident 
board  may  report  questions  of  law  to  the  supreme  judicial  court 
for  its  determination. 

Section  12.  Any  weekly  payment  under  this  act  may  be  re- 
viewed by  the  industrial  accident  board  at  the  request  of  the  asso- 
ciation or  of  the  employee;  and  on  such  review  it  may  be  ended. 
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diminished  or  increased^  subject  to  the  maximum  and  minimum 
amounts  above  provided  if  the  board  finds  that  the  condition  of  the 
employee  waiTants  such  action. 

Section  13.  Fees  of  attorneys  and  physicians  for  services  under 
this  act  shall  be  subject  to  the  approval  of  the  industrial  accident 
board. 

Section  14.  If  the  committee  of  arbitration,  industrial  accident 
board,  or  any  court  before  whom  any  proceedings  are  brought  under 
this  act  determines  that  such  proceedings  have  been  brought,  prose- 
cuted, or  defended  without  reasonable  ground,  it  shall  assess  the 
whole  cost  of  the  proceedings  upon  the  party  who  has  so  brought, 
prosecuted  or  defended  them. 

Section  15.  Where  the  injury  for  which  compensation  is  payable 
under  this  act  was  caused  under  circumstances  creating  a  legal  liabil- 
ity in  some  person  other  than  the  subscriber  to  pay  damages  in 
respect  thereof,  the  employee  may  at  his  option  proceed  either  at  law 
against  that  person  to  recover  damages,  or  against  the  association 
for  compensation  under  this  act,  but  not  against  both;  and  if  com- 
pensation be  paid  under  this  act,  the  association  may  enforce  in  the 
name  of  the  employee,  or  in  its  own  name  and  for  its  own  benefit, 
the  liability  of  such  other  person. 

Section  16.  All  .questions  arising  under  this  act,  if  not  settled 
by  agreement  by  the  parties  interested  therein,  shall,  except  as  otlier- 
wise  herein  provided,  be  determined  by  the  industrial  accident  board. 
The  decisions  of  the  industrial  accident  board  shall  for  all  purposes 
be  enf  orcible  as  if  they  were  decrees  of  the  superior  court. 

Section  17.  If  a  subscriber  enters  into  a  contract,  written  or 
oral,  with  an  independent  contractor  to  do  such  subscriber's  work, 
or  if  such  a  contractor  enters  into  a  contract  with  a  sub-contractor 
to  do  all  or  any  part  of  the  work  comprised  in  such  contract  with  the 
subscriber,  and  the  association  would,  if  such  work  were  executed  by 
employees  immediately  employed  by  the  subscriber,  be  liable  to  pay 
compensation  under  this  act  to  those  employees,  the  association  shall 
pay  to  such  employees  any  compensation  which  would  be  payable  to 
them  under  this  act  if  the  independent  or  sub-contractors  were  sub- 
scribers. The  association,  however,  shall  be  entitled  to  recover 
indemnity  from  any  other  person  who  would  have  been  liable  to  such 
employees  independently  of  this  section,  and  if  the  association  has 
paid  compensation  under  the  terms  of  this  section,  it  may  enforce  in 
the  name  of  the  employee,  or  in  its  own  name  and  for  the  benefit  of 
the  association,  the  liability  of  such  other  person.    This  section  shall 
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not  apply  to  any  Contract  of  an  independent  or  sub-contractor  which 
is  merely  ancillary  and  incidental  to,  and  is  no  part  of  or  process  in, 
the  trade  or  business  carried  on  by  the  subscriber,  nor  to  any  case 
where  the  injury  occurred  elsewhere  than  on,  in,  or  about  the  prem- 
ises on  which  the  contractor  has  undertaken  to  execute  the  work  for 
the  subscriber  or  which  are  under  the  control  or  management  of  the 
subscriber. 

Section  18.  Every  employer  shall  hereafter  keep  a  record  of  all 
injuries,  fatal  or  otherwise,  received  by  his  employees  in  the  course 
of  their  employment.  Within  forty-eight  hours,  not  counting  Sun- 
days and  legal  holidays,  after  the  occurrence  of  an  accident  result- 
ing in  personal  injury  a  report  thereof  shall  be  made  in  writing  to 
the  industrial  accident  board  on  blanks  to  be  procured  from  the 
board  for  the  purpose. 

Upon  the  termination  of  the  disability  of  the  injured  employee 
or,  if  such  disability  extends  beyond  a  period  of  sixty  days,  at  the 
expiration  of  such  period  the  employer  shall  make  a  supplemental 
report  on  blanks  to  be  procured  from  the  board  for  that  purpose. 

The  said  reports  shall  contain  the  name  and  nature  of  the  busi- 
ness of  the  employer,  the  location  of  the  establishment,  the  name, 
age,  sex  and  occupation  of  the  injured  employee,  and  shall  state  the 
date  and  hour  of  the  accident,  the  nature  and  cause  of  the  injury, 
and  such  other  information  as  may  be  required  by  the  board. 

Any  employer  who  refuses  or  neglects  to  make  the  report  required 
by  this  section  shall  be  punished  by  a  fine  of  not  more  than  fifty 
dollars  for  each  offence. 

Pabt  IV. 

THE   MASSACHUSETTS   EMPLOYEES   INSURANCE   ASSOCIATION. 

Section  1.  The  Massachusetts  Employees  Insurance  Associaiion 
is  hereby  created  a  body  corporate  with  the  powers  provided  in  this 
act  and  with  all  the  general  corporate  powers  incident  thereto. 

Section  2.  The  governor  shall  appoint  a  board  of  directors  of 
the  association,  consisting  of  fifteen  members,  who  shall  serve  for  a 
term  of  one  year,  or  until  their  successors  are  elected  by  ballot  by  the 
subscribers  at  such  time  and  for  such  term  as  the  by-laws  shall 
provide. 

Section  3.  Until  the  first  meeting  of  the  subscribers  the  board 
of  directors  shall  have  and  exercise  all  the  powers  of  the  subscribers, 
and  may  adopt  by-laws  not  inconsistent  with  the  provisions  of  this 
act,  which  shall  be  in  effect  until  amended  or  repealed  by  the  sub- 
scribers. 
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Section  4.  The  board  of  directors  shall  annually  choose  by  bal- 
lot a  president,  who  shall  be  a  member  of  the  board,  a  secretary,  a 
treasurer,  and  such  other  oflBcers  as  the  by-laws  shall  provide. 

Section  5.  Seven  or  more  of  the  directors  shall  constitute  a 
quorum  for  the  transaction  of  business. 

Vacancies  in  any  oflBce  may  be  filled  in  such  maimer  as  the  by-laws 
shall  provide. 

Section  6.  Any  employer  in  the  commonwealth  may  become  a 
subscriber. 

Section  7.  The  board  of  directors  shall,  within  thirty  days  of 
the  subscription  of  twenty-five  employers,  call  the  first  meeting  of 
the  subscribers  by  a  notice  in  writing  mailed  to  each  subscriber  at 
his  place  of  business  not  less  than  ten  days  before  the  date  fixed  for 
the  meeting. 

Section  8.  In  any  meeting  of  the  subscribers  each  subscriber 
shall  be  entitled  to  one  vote,  and  if  a  subscriber  has  five  hundred 
employees  to  whom  the  association  is  bound  to  pay  compensation  be 
shall  be  entitled  to  two  votes,  and  he  shall  be  entitled  to  one  addi- 
tional vote  for  each  additional  five  hundred  employees  to  whom  the 
association  is  bound  to  pay  compensation,  but  no  subscriber  shall 
cast,  by  his  own  right  or  by  the  right  of  proxy,  more  than  twenty 
votes. 

Section  9.  No  policy  shall  be  issued  by  the  association  until  not 
less  than  one  hundred  employers  have  subscribed,  who  have  not  less 
than  ten  thousand  employees  to  whom  the  association  may  be  bound 
to  pay  compensation. 

Section  10.  No  policy  shall  be  issued  until  a  list  of  the  sub- 
scribers, with  the  number  of  employees  of  each,  together  with  such 
other  information  as  the  insurance  commissioner  may  require,  shall 
have  been  filed  at  the  insurance  department,  nor  until  the  president 
and  secretary  of  the  association  shall  have  certified  under  oath  that 
every  subscription  in  the  list  so  filed  is  genuine  and  made  with  an 
agreement  by  every  subscriber  that  he  will  take  the  policies  sub- 
scribed for  by  him  within  thirty  days  of  the  granting  of  a  license  to 
the  association  by  the  insurance  commissioner  to  issue  policies. 

Section  11.  If  the  number  of  subscribers  falls  below  one  hun- 
dred, or  the  number  of  employees  to  whom  the  association  may  be 
bound  to  pay  compensation  falls  below  ten  thousand,  no  further 
policies  shall  be  issued  until  other  employers  have  subscribed  who, 
together  with  existing  subscribers,  amount  to  not  less  than  one 
hundred  who  have  not  less  than  ten  thousand  employees,  said  sub- 

Digitized  by  VjOOQ IC 


422a  GAS  AND  ELECTRIC  LIGHT.  [Jan. 

Bcriptions  to  be  subject  to  the  provisioiis  contained  in  the  preceding 
section. 

Section  12.  Upon  the  filing  of  the  certificate  provided  for  in  the 
two  preceding  sections  the  insurance  commissioner  shall  make  such 
investigation  as  he  may  deem  proper  and,  if  his  findings  warrant  it, 
grant  a  license  to  the  association  to  issue  policies. 

Section  13.  The  board  of  directors  shall  distribute  the  sub- 
scribers into  groups  in  accordance  with  the  nature  of  the  business 
and  the  degree  of  the  risk  of  injury. 

Subscribers  within  each  group  shall  annually  pay  in  cash,  or  notes 
absolutely  payable,  such  premiums  as  may  be  required  to  pay  the 
compensation  herein  provided  for  the  injuries  which  may  occur  in 
that  year. 

Section  14.  The  association  may  in  its  by-laws  and  policies  fix 
the  contingent  mutual  liability  of  the  subscribers  for  the  payment  of 
losses  and  expenses  not  provided  for  by  its  cash  funds;  but  such  con- 
tingent liability  of  a  subscriber  shall  not  be  less  than  an  amount 
equal  to  and  in  addition  to  the  cash  premium. 

Section  15.  If  the  association  is  not  possessed  of  cash  funds 
above  its  unearned  premiums  sufficient  for  tiie  payment  of  incurred 
losses  and  expenses,  it  shall  make  an  assessment  for  the  amount 
needed  to  pay  such  losses  and  expenses  upon  the  subscribers  liable  to 
assessment  therefor  in  proportion  to  their  several  liability. 

Every  subscriber  shall  pay  his  proportional  part  of  any  assess- 
ments which  may  be  laid  by  the  association,  in  accordance  with  law 
and  his  contract,  on  account  of  injuries  sustained  and  expenses  in- 
curred while  he  is  a  subscriber. 

Section  16.  The  bocrd  of  directors  may,  from  time  to  time,  by 
vote  fix  and  determine  the  amount  to  be  paid  as  a  dividend  upon 
policies  expiring  during  each  year  after  retaining  sufficient  sums  to 
pay  all  the  compensation  which  may  be  payable  on  account  of  in- 
juries sustained  and  expenses  incurred. 

All  premiums,  assessments,  and  dividends  shall  be  fixed  by  and 
for  groups  as  heretofore  provided  in  accordance  with  the  experience 
of  each  group,  but  all  the  funds  of  the  association  and  the  contin- 
gent liability  of  all  the  subscribers  shall  be  available  for  the  pay- 
ment of  any  claim  against  the  association. 

Section  17.  Any  proposed  premium,  assessment,  dividend  or 
distribution  of  subscribers  shall  be  filed  with  the  insurance  depart- 
ment and  shall  not  take  effect  until  approved  by  the  insurance  com- 
missioner after  such  investigation  as  he  may  deem  necessary. 

Section  18.     The  board  of  directors  shall  make  and  enforce 
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reasonable  rules  and  regulations  for  the  prevention  of  injuries  on  the 
premises  of  subscribers,  and  for  this  purpose  the  inspectors  of  the 
association  shall  have  free  access  to  all  such  premises  during  regular 
working  hours. 

Any  subscriber  or  employee  aggrieved  by  any  such  rule  or  regula- 
tion may  petition  the  industrial  accident  board  for  a  review,  and  it 
may  afl&rm,  amend,  or  annul  the  rule  or  regulation. 

Section  19.  If  any  oflBcer  of  the  association  shall  falsely  make 
oath  to  any  certificate  required  to  be  filed  with  the  insurance  com- 
missioner, he  shall  be  guilty  of  perjury. 

Section  20.  Every  subscriber  shall,  as  soon  as  he  secures  a 
policy,  give  notice,  in  writing  or  print,  to  all  persons  under  contract 
of  hire  with  him  that  he  has  provided  for  payment  to  injured  em- 
ployees by  the  association. 

Section  21.  Every  subscriber  shall  give  notice  in  writing  or 
print  to  every  person  with  whom  he  is  about  to  enter  into  a  contract 
of  hire  that  he  has  provided  for  payment  to  injured  employees  by 
the  association. 

Section  22.  If  a  subscriber,  who  has  complied  with  all  the  rules, 
regulations  and  demands  of  the  association,  is  required  by  any  judg- 
ment of  a  court  of  law  to  pay  to  an  employee  any  damages  on 
account  of  personal  injury  sustained  by  such  employee  during  the 
period  of  subscription,  the  association  shall  pay  to  the  subscriber  the 
full  amount  of  such  judgment  and  the  cost  assessed  therewith,  if 
the  subscriber  shall  have  given  the  association  notice  in  writing  of 
the  bringing  of  the  action  upon  which  the  judgment  was  recovered 
and  an  opportunity  to  appear  and  defend  the  same. 

Section  23.  The  provisions  of  chapter  five  hundred  and  seventy- 
six  of  the  acts  of  the  year  nineteen  hundred  and  seven  and  of  acts  in 
amendment  thereof  shall  apply  to  the  association,  so  far  as  such 
provisions  are  pertinent  and  not  in  conflict  with  the  provisions  of 
this  act,  except  that  the  corporate  powers  shall  not  expire  because  of 
failure  to  issue  policies  or  make  insurance. 

Section  24.  The  board  of  directors  appointed  by  the  governor 
under  the  provisions  of  Part  IV,  section  two,  may  incur  such  ex- 
penses in  the  performance  of  its  duties  as  shall  be  approved  by  the 
governor  and  council.  Such  expenses  shall  be  paid  from  the  treas- 
ury of  the  commonwealth  and  shall  not  exceed  in  amount  the  sum 
of  fifteen  thousand  dollars. 
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Pabt  V. 

MISCELLANEOUS  PROVISIONS. 

Section  1.  If  an  employee  of  a  subscriber  files  any  claim  with  or 
accepts  any  payment  from  the  association  on  account  of  personal 
injury,  or  makes  any  agreement,  or  submits  any  question  to  arbitra- 
tion, under  this  act,  such  action  shall  constitute  a  release  to  the 
subscriber  of  all  claims  or  demands  at  law,  if  any,  arising  from  the 
injury. 

Section  2.  The  following  words  and  phrases,  as  used  in  this  act, 
shall,  unless  a  different  meaning  is  plainly  required  by  the  context, 
have  the  following  meaning:  — 

"  Employer  "  shall  include  the  legal  representative  of  a  deceased 
employer. 

"  Employee  ^*  shall  include  every  person  in  the  service  of  another 
under  any  contract  of  hire,  express  or  implied,  oral  or  written,  ex- 
cept one  whose  employment  is  but  casual,  or  is  not  in  the  usual 
course  of  the  trade,  business,  profession  or  occupation  of  his  em- 
ployer. Any  reference  to  an  employee  who  has  been  injured  shall, 
when  the  employee  is  dead,  also  include  his  legal  representatives^, 
dependents  and  other  persons  to  whom  compensation  may  be  pay- 
able. 

'^  Dependents  "  shall  mean  members  of  the  employee's  family  or 
next  of  kin  who  were  wholly  or  partly  dependent  upon  the  earnings 
of  the  employee  for  support  at  the  time  of  the  injury. 

''  Average  weekly  wages ''  shall  mean  the  earnings  of  the  injured 
employee  during  the  period  of  twelve  calendar  months  immediately 
preceding  the  date  of  injury,  divided  by  fifty-two;  but  if  the  injured 
employee  lost  more  than  two  weeks'  time  during  such  period  then 
the  earnings  for  the  remainder  of  such  twelve  calendar  months  shall 
be  divided  by  the  number  of  weeks  remaining  after  the  time  so  lost 
has  been  deducted.  Where,  by  reason  of  the  shortness  of  the  time 
during  which  the  employee  has  been  in  the  employment  of  his  em- 
ployer, or  the  nature  or  terms  of  the  employment,  it  is  impracticable 
to  compute  the  average  weekly  wages,  as  above  defined,  regard  may 
be  had  to  the  average  weekly  amount  which,  during  the  twelve 
months  previous  to  the  injury,  was  being  earned  by  a  person  in  the 
same  grade  employed  at  the  same  work  by  the  same  employer;  or,  if 
there  is  no  person  so  employed,  by  a  person  in  the  same  grade  em- 
ployed in  the  same  class  of  emplojrment  and  in  the  same  district. 

'' Association "  shall  mean  the  Massachusetts  Employees  Insur- 
ance Association. 
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"  Subscriber  ^^  ahall  mean  an  employer  who  has  become  a  member 
of  the  association  by  paying  a  yearns  premium  in  advance  and  re- 
ceiving the  receipt  of  the  association  therefor,  provided  that  the 
association  holds  a  license  issued  by  the  insurance  commissioner  as 
provided  in  Part  IV,  section  twelve. 

Section  3.  Any  liability  insurance  company  authorized  to  do 
business  within  this  commonwealth  shall  have  the  same  right  as  the 
association  to  insure  the  liability  to  pay  the  compensation  provided 
for  by  this  act,  and  a  policy  holder  of  such  liability  company  shall 
be  regarded  as  a  subscriber  so  far  as  applicable  within  the  meaning 
of  this  act,  and  when  any  such  company  insures  such  payment  of 
compensation  it  shall  be  subject  to  all  the  regulations  and  obliga- 
tions imposed  upon  the  association. 

Section  4.  Sections  one  hundred  and  thirty-six  to  one  hundred 
and  forty,  inclusive,  of  chapter  five  hundred  and  fourteen  of  the  acts 
of  the  year  nineteen  hundred  and  nine  are  hereby  repealed. 

Section  6.  The  provisions  of  this  act  shall  not  apply  to  injuries 
sustained  prior  to  the  taking  effect  thereof. 

Section  6.  Part  IV  of  this  act  shall  take  effect  on  the  first  day 
of  January,  nineteen  hundred  and  twelve;  the  remainder  thereof 
shall  take  effect  on  the  first  day  of  July,  nineteen  hundred  and 
twelve.     [Approved  July  28,  1911. 


RESOLVES. 

Chapter  110. 


SmoIt*  to  astend  the  Powen  of  the  Commlnlon  appointed  to  eonslder  the  Liability 
of  Inplo j«n  for  I&JiirlM  rvooiTOd  liy  XmplojeM  in  the  Coune  of  their  Xmployment. 

Resolved,  That  the  commission  which  was  appointed  under  chapter 
one  hundred  and  twenty  of  the  resolves  of  the  year  nineteen  hun- 
dred and  ten  to  determine  upon  a  plan  of  compensating  employees 
for  injuries  sustained  in  the  course  of  their  employment  is  hereby 
continued  imtil  the  first  day  of  July,  nineteen  hundred  and  twelve. 
,  The  commission  shall  continue  its  studies  and  investigation,  and 
shall  collect  and  compile  statistical  data  of  accidents  to  employees, 
and  other  pertinent  information,  and  shall  report  to  the  general 
court  on  or  before  May  first,  nineteen  hundred  and  twelve,  with 
drafts  of  such  bills  as  it  may  recommend  for  legislation.  Every 
employer  shall  hereafter,  until  July  first,  nineteen  hundred  and 
twelve,  keep  a  record  of  all  injuries,  fatal  or  otherwise,  received  by 
his  employees  in  the  course  of  their  employment;  and  within  forty- 
eight  hours,  not  counting  Sundays  and  legal  holidays,  after  the  oc- 
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currence  of  an  accident  resulting  in  personal  injxiry  to  an  employee 
a  report  thereof  shall  be  made  in  writing  by  the  employer  to  tiie 
commission  on  blanks  furnished  for  the  purpose.  Upon  the  termi- 
nation of  the  disability  of  the  injured  employee  or,  if  such  disability 
extends  beyond  a  period  of  sixty  days,  at  the  expiration  of  that 
period,  the  employer  shall  make  a  supplemental  report  on  blanks 
furnished  by  the  commission  for  the  purpose.  The  said  reports  shall 
state  the  name  and  nature  of  the  business  of  the  employer,  the  loca- 
tion of  his  establishment,  the  name,  age,  sex  and  occupation  of  the 
injured  employee,  the  date  and  hour  of  the  accident,  the  nature  and 
cause  of  the  injury,  and  such  other  information  as  may  be  required 
by  the  commission.  Any  employer  who  refuses  or  neglects  to  make 
a  report  required  by  this  resolve  shall  be  punished  by  a  fine  of  not 
more  than  fifty  dollars  for  each  offence.  The  total  additional  ex- 
pense to  be  incurred  under  this  resolve  shall  not  exceed  the  sum  of 
thirteen  thousand  dollars.     [Approved  June  SO,  1911. 


Chaptbe  142. 

BaiolT*  r»latiT«  to  Certain  Duties  of  the  Director  of  the  Bureau  of  Btatiitlos. 

Resolved,  That  the  director  of  the  bureau  of  statistics  be  required 
to  make  a  special  investigation  and  to  report  the  results  thereof, 
with  such  proposed  legislation  thereon  as  he  deems  necessary,  to  the 
next  general  court,  relative  to  the  indebtedness  of  the  cities  and 
towns  of  the  commonwealth,  including  loans  made  in  anticipation 
of  taxes,  the  amount  and  character  of  indebtedness  incurred  within 
and  without  the  debt  limit,  so-called,  respectively,  and  the  amount 
of  debt  outstanding  against  which  no  sinking  funds  are  being  ac- 
cimiulated  or  for  the  extinguishment  of  which  no  annual  payments 
of  principal  have  been  provided  in  accordance  with  law.  For  the 
purpose  of  carrying  out  the  provisions  of  this  resolve  said  director 
may  employ  such  additional  assistants,  who  shall  not  be  subject  to 
chapter  nineteen  of  the  Revised  Laws  and  the  rules  thereunder,  and 
may  incur  such  incidental  expenses,  as  may  be  approved  by  the 
governor  and  council.    [Approved  July  19, 1911. 
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gas 226 

per  thousand  feet  of  gas  sold, 220a 

PRINCETON  ELECTRIC  COMPANY. 

incorporated, 5 

purpose  of, 6 

PROFIT  AND  LOSE  ACCOUNTS. 

companies,         ...........  31a 

municipalities,    ...........  185a 

PUBLIC  LAMPS. 

supplied  by  electric  companies, 149 

"         "  gas  companies, 240a 

"         **  municipalities,  .........  222 

PURITT  OF  GAS 226 
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balance  sheet  of  plant  in, 208a 

operation  of  plant  in,           .........  197 

may  seU  electricity  or  gas  to  Wakefield,         ......  398a 

RECOMMENDATIONS  FOR  LEGISLATION. 
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REDUCTIONS  IN  PRICE. 
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gas 102 
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RETIREMENT  SYSTEMS. 

for  cities  and  towns,  ..........  370a 
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incorporated, " 5 
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8HILBUBNX  FALLS  ILIOTBIC  UOBT  AlTD  F0WIE  COMFAHT. 

Bella  property  to  QfeezifieldEleotrio  light  and  Power  Company,  63 

SHREWSBURY. 

balance  sheet  of  plant  in,    .  211a 

operation  of  plant  in, 199 

SMOKE.  (<8m  Abatement  of  Smoke.) 

SOUTH  HADLIT  FALLS  XLIOTRIO  LIOHT  COMPANT. 

extension  to  Qranby, 93 

SPRINOFIELD. 

municipal  ownerdiip  in, 173 

8TARRITT,  L.  S.,  COMPANT. 

Athol  Gas  and  Eleotrio  Company  v 31 

STATR  OFFICIALS. 

lists  of  officials,  etc.,  and  their  salaries, 35Ba 

STRRUNO. 

municipal  ownership  in, 173 

8TOOKHOLDXRS. 

electric  light  companies 256a 

gas  companies,  ...........  219a 

liability  of,  and  of  directors, 389a 

STRUT  LIGHTS. 

companies,  prices  for, 149 

municipal  plants,  estimated  cost, 223 

"  '*      description  of, 222 

STRIRT  MAINS. 

gas, 238a 

STRIRT  RAILWAY  COMPANIES. 

relative  to  locations  of  poles  and  wires  of, 387a 

SULPHUR. 

instances  of  excess  of,  .........      229 

SULPHURETTED  HYDROOEN. 

when  and  where  found 230 

TAUNTON. 

balance  sheet  of  plant  in,     .  212a 

operation  of  plant  in; 200 

TAX  COMinSSIONER. 

relative  to  returns  to,  .........    384a 

TAXES. 

electric  light  companies,  paid  by, 116,258a 

gas  companies,  paid  by, 101,  219a 

TEMPLETON. 

balance  sheet  of  plant  in, 213a 

operation  of  plant  in,  .........       201 

TOWN  ACCOUNTANTS.     (See  Accountants.) 

TOWN  ELECTRIC  PLANTS.     (See  Municipal  Plants.) 
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approval  of  stock, .76 
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per  cent., 222a 

per  mile  of  main, 231a 
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approval  of  new  tftook, 61 
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violation  of  law  by> 236 

VIOLATIONS  OF  LAW,     .........      236 

▼OLUNTART  A8BOOIATION. 

summary  of  returns 13 

WAKIFULD. 

balance  sheet  of  plant  in, 214a 

may  sell  gas  or  electricity  to  Reading,  ........  308a 

operation  of  plant  in, 202 

WATIB  GAS 236a 

WATBB  POWIB. 
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WUGBTB  AND  MBASUBXB.    {See  Measures.) 

WlTiTilSLBT. 

balance  sheet  of  plant  in, 216a 

operation  of  plant  in, 203 

WBSTBOBOUGH  GAS  AND  ILBOTBIO  OOMPANT. 

violation  of  law  by 236 

WIST  BOSTON  GAS  OOMPANT. 

incorporated, 6 

purpose  of, 8 

WIST  BOTLSTON. 

balance  thfitt  of  plant  in, 216a 

operation  of  plant  in, 204 

WBSTFIXLD. 

balance  sheet  of  plant  in,' 217a 

operation  of  plant  in, 204 

violation  of  law  by 236 

WBTMOUTH  LIGHT  AND  POWXB  OOMPANT. 

approval  of  new  stock, .73 

WIBIB. 

electric  light,  of  companies, 263a 

location  of,  owned  by  street  railway  companies 387a 

poles,  etc.,  of  municipal  plants, 281a 

WOBKINGMBN'B  COlOnDISATION. 

act  relative  to,  for  injuries, 412a 

resolve  relative  to, 426a 
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